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Entry No. 


Appears on 
Page No. 


ERRATA 


The following entry numbers are out of sequence in the April 1982 Monthly Catalog of United States Government Publications. 


Classification No. 


D 5.317:224 (104-C) e 


EP 4.2:St 1/v.1-4 1/v.1-4 


TD 4.210:78-19 


HE 22.19:M 


TD 4.8/5:20-37 C C 


Y 4.Ag 66/3/981/pt. 3 


Y 3.N 88:25/0205 
Y 3.N 88:25/1413 


Y 3.N 88:25/1450 
Y 3.N 88:25/1464 
Y 3.N 88:25/1710/v.2 


Y 4.M 53:97-6 


FEM _1.209:530096, 530263, 
530234, 530098, 530095/2 


HE 20.6110/3:22 


Title 

Omega propagation correction tables for 10.2 kHz : area 
04, Alaska, station E Reunion). 

Stack sampling technical information : a collection. . . . 
This entry is a duplicate of entry 82-5312 listed correct- 
ly on page 122. 

The effects of altitude and two decongestant-antihista- 
mine.... 

Implementing the End-Stage Renal Disease Program of 
Medicare. The classification number should be changed 
to : HE 22.19:M 46/4. 

Aircraft metal propeller blade failure. The classification 
number should be changed to : TD 4.8/5:20-37 C. 

Minutes of the business meetings and hearings of the 
Committee on Agriculture, House of Representatives 
. . . .» The classification number should be changed to : 
Y 4.AG 8/1:M 66/3/981/pt. 3. 

Sodium oxide aerosol study... . 

A radionuclide decay data base : index and summary 
table. ... 

Multirod burst test program progress report. . . . 

Review of nuclear power plant offsite power source 
reliability... . 

A computerized process control system for the ORR-PSF 
irradiation experiment . . . . The classification number 
should be changed to : Y 3.N 88:25/1710/pt. 2. 

OCS oversight : hearings before the Subcommittee on the 
Panama Canal/Outer Continental Shelf of the Commit- 
tee on Merchant Marine and Fisheries. . . . 


Flood insurance study : city of Cle Elum .... The 
classification number should be changed to: FEM 
1.209:530096, 530263, 530234, 530098, 530095/2. 

Health planning and regulation : the New England experi- 
eee 
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Users’ Guide 


ABBREVIATIONS 


addition, addendum, addenda. " number, numbers. 

amendment, amendments. page, pages. 

appendix, appendixes. plate, plates. 

portrait, portraits. 
chapter, chapters. , part, parts. 
Congress. 
Department. Senate, Senate bill. 

.. document. . ; Senate concurrent resolution. 

.. facsimile, facsimiles. ; Senate document. 

.. fiscal year. . ex. Senate executive document. 
Greenwich hour angle. . eX. Senate executive report. 
House. aly Senate joint resolution. 

.. House concurrent resolution. ‘ Senate resolution. 

.. House document. , Senate report. 

House executive document. section, sections. 
House joint resolution. session, sessions. 
House of Representatives, supplement. 
House bill. volume, volumes. 
House resolution. 4 versus. 
House report. 
illustration, illustrations. 
inch, inches. 





Common abbreviations for the names of States, months, etc., are also used. 


CUMULATIVE INDEX 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 

Classification numbers index: An alphabetical list of classification numbers used in the term of this index. 

Stock numbers index: A numerical list of Superintendent of Documents stock numbers. 

Title keyword index: An alphabetical list of important words selected from information in the title fields. 

A margin index on the back cover locates the seven listings. Cumulative indexes are published 


semiannually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 





GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currently 
sells 21,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject to 
change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct the 
prices in the publications affected by price changes, the prices charged on your order may differ from those 
printed in the publications and in the Monthly Catalog. 





DISCOUNTS 


A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication that 
are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 percent 
discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 


allowed when the publications are mailed to a third party unless the order is for 100 or more copies of a 
single publication. Also no discount is allowed on several periodicals or groups of publications which fall 
into a special pricing category. 


THE GPO PUBLICATIONS REFERENCE FILE 


The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been exhausted (out-of-print) for up to two years are also included in the 
PRF. 

Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements to 
the PRF, entitled GPO New Sales Publications, consists of one or two microfiche. Each supplement lists all 
new publications added to the active sales inventory during the preceding month. 

The PRF is arranged in three sequences: 


1. By Government Printing Office stock numbers 

2. By Superintendent of Documents classification numbers 

3. By alphabetical arrangement of subjects, titles, agency series and report numbers, key words and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 











THE EXHAUSTED GPO PUBLICATIONS REFERENCE FILE 


At the beginning of each year, a number of exhausted (out-of-print) titles are removed from the GPO 
Sales Publications Reference File and merged into a separate index of exhausted titles, called the Exhausted 
GPC Publications Reference File (EPRF). First created in January of 1980, the EPRF contains references 
to more than 25,000 U.S. Government documents formerly sold by the Superintendent of Documents. 

The EPRF provides a ready reference file of historical bibliographic information that will be helpful in 
identifying older publications. Beginning with the 1981 edition, each annual EPRF will cumulate all titles 
exhausted since the basic 1980 edition. Current price and ordering information about the PRF and the 
EPRF may be obtained from the Superintendent of Documents by calling the order desk at (202) 783-3238. 

Copies of exhausted publications listed on the EPRF may be found in regional Federal depository 
library collections. Copies of certain technical publications no longer sold by the Superintendent of 
Documents may usually be obtained by writing to: 








National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hardcopy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliographies 
also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publications 
listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by writing 
to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon 
request from the Superintendent of Documents. This catalog lists over 500 subscription services that are 
published by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also 
lists the changes in subscription services that have occurred since the last edition of Price List 36 was 
published. These revisions include new subscription services, subscriptions that have been discontinued, 
changes in subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained for single copy sale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without advance 
notice. To obtain a copy of Price List 36, write to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washir.gton, D.C. 20402 





CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Government. 
More than half of these publications are free upon request. 

The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. A 
Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a copy of 
the catalog or an application to be placed on the bulk list, write to: 





Consumer Information Center 
Pueblo, Colorado 81009 


CONSUMERS GUIDE TO FEDERAL PUBLICATIONS 


The Consumers Guide to Federal Publications is a free pamphlet published by the Superintendent of 
Documents. The guide is designed to assist customers in locating the proper source for publications relating 
to their interests. It gives a general overview of the Document Sales Program and describes the numerous 
services that the Superintendent of Documents offers. The guide also provides ordering information and lists 
some other sources where Federal publications are available. The guide may be obtained by writing to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a standing 
order basis. Customers who wish to use this service must maintain a Superintendent of Documents deposit 
account, or a VISA or MasterCard account. Under the standing order service, customers will be placed on a 
specific standing order list upon request and will receive publications associated with the list as they become 
available. GPO mails these publications to customers and charges their accounts. If funds are not available at 
the time of shipment, the customer is notified that no shipment will be made. Subscription services are not 
offered on a standing order basis. To receive a publication on standing order, customers must submit GPO 
Form 3468, “Authorization for Standing Order Service.” This form and a list of standing order titles are 
available free of charge from the Superintendent of Documents. For more information on standing orders, 
write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 

In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C., 
20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 
Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


Vv 





FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to government publications, these libraries are located in each state and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 49 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing interlibrary loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 
collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office which 
appears immediately before the publication date in each entry. Publications that are sold by GPO are 
indicated by a “For sale by the Supt. of Docs.”’ statement in the text entries. The GPO stock number (S/N) 
and the price of the publication at the time the publication was listed in the Monthly Catalog are included in 
the entry under the item number. (See the sample entry on page v.) Entries for publications that are sold by 
the National Technical Information Service include a statement to that effect. Additional information 
necessary for procuring documents appears above or within the text entries. Do not use the Library of 
Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


4. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 
Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the order 


form found in the front of the catalog. Additional order forms are available from the Superintendent 
of Documents. Clear photocopies of the order form are acceptable. Instructions for ordering 
publications and information concerning an order or inquiry, are provided on the back of the order 
form. 


. The order form may be used to order both publications and subscription services. However, for faster 





service, we request that customers order subscriptions and publications on separate order forms. 
Orders tor individual issues of subscriptions should be forwarded separately from orders for 
subscription services. A separate order form for subscriptions is printed in the front of the catalog. 
Minimum amount of remittance is $1.50. 








. Ordering Publications 


l. 


Order publications by GPO stock number whenever possible. The stock number format is 
000-000-00000-0. Include the complete title for each publication requested. 


. If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 


publication is not sold by the Government Printing Office and cannot be ordered from the 
Superintendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238—a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/7:96-1. 
(House document—96th Congress, Ist session; No. 1.) 


. Please indicate clearly on your order if you want the previous edition of a particular publication, and 


not the newer edition. If you want the latest edition of a publication, indicate this also. 





C. Ordering Subscription Services 


1. 


Use the latest quarterly edition of Government Periodicals and Subscription Services, Price List 36 or 
the latest available edition of the GPO Publications Reference File when ordering subscriptions. 





. Always indicate whether the order is for an entire subscription service or for an individual issue. 
. If you are requesting a specific subscription service for the first time, please indicate that it is a new 


order. If your order is a subscription renewal, return the provided GPO subscription renewal form 
within 30 days of receipt to avoid a break in service. 





. Order by the complete title of each subscription service and by the Sub List ID when possible (e.g., 


BGN for Background Notes on Countries of the World) and by stock number. To expedite the 
processing of your order, include the File Code listed at the end of each subscription entry in 
Government Periodicals and Subscription Services, Price List 36, e.g., File Code 2M. File codes may 
be found adjacent to the Sub List ID in the description field of the PRF. 








. Indicate if you desire the service via special postage rates. You may obtain information on postage 


rates from the order desk (202-783-3238). 


. If you are requesting an individual issue of a subscription service, please provide the complete title, 


volume number, issue number and date if the issue is a dated (regularly issued) periodical. The 
Superintendent of Documents retains the latest six issues of most dated periodicals (the latest two 
issues for most quarterlies) while supplies last. 


. Single copies of some irregularly issued subscriptions are also available for sale. Contact the order 


desk for availability and price information. Records of individual issues of certain irregular 


subscription services are also classified on the PRF. Single issues of basic and supplemental 
subscriptions are not for sale. 


. All subscription services are issued for one year, unless otherwise indicated. On basic and supplemen- 


tal services, customers will receive all material to date. Customers requesting dated periodicals will 
recieve the next scheduled issue of the subscription, with the exception of semiannuals and triannuals, 
in which case the current issue is mailed. customers who order irregular subscription services will 
receive the next scheduled issue. Most irregular subscription services expire one year after they are 
entered on the Mail List File. No back material is issued for irregular subscriptions. Back material is 
furnished for calendar year subscriptions (e.g., Monthly Catalog of U.S. Government Publications, 
Index Medicus, Code of Federal Regulations, National Library of Medicine Audio Visual Catalog) 
regardless of when customers submit their orders during the year. 








Cancelling a Subscription Service 


1. 


y 
3. 


Those subscriptions issued on a regular basis, and a few which are issued irregularly, may be 
cancelled and a refund made for the unused portion of the subscription. The refund will be prorated 
based on the number of issues already mailed or scheduled for mailing. 

There is an $8.00 cancellation charge which will be deducted from the total price of the subscription. 
If the subscription costs $8.00 or less, no cancellation fee will be assessed and no refunds will be made. 


Exceptions: 


a) Subscribers who request cancellation of service because the order took longer than six weeks to 
process, or was processed incorrectly, will receive a full refund regardless of the price of the 
subscription. No cancellation fee will be charged. 

b) Subscribers who request cancellation of service because of a price increase, when the order was 
processed at the new higher price without their consent, will be refunded the entire amount 
regardless of the price of the subscription. No cancellation fee will be charged. 


4. Customers who request cancellation of service on special six month introductory subscriptions will 


not be issued refunds or charged a cancellation fee. 


5. No refunds will be made or cancellation fees assessed on basic and supplemental subscription services. 





D. Processing Time 


Publication Orders 


Publication orders for domestic customers are shipped non-priority or by United Parcel Service, 
depending on the zone and weight. Under regular service, domestic publication orders are shipped 
within five to ten working days of receipt. Publications for international customers are shipped surface 
mail within five to ten working days of receipt unless the customer specifies and pays for airmail service. 


Subscription Orders 


Most subscriptions are mailed non-priority unless priority mailing is specified. Allow six weeks 
processing time plus mailing time for subscription services. Airmail service is available to international 
customers for most subscription services. However, on basic and supplemental subscription services, 


only the basic manual and all supplements issued to date are mailed zirmail; all subsequent supplemental 
material is sent surface mail. 


. Ordering via Telephone 


1. Customers may place an order by telephone to reduce processing time if the order is to be charged to 
a VISA, MasterCard, or Superintendent of Documents prepaid deposit account. Customers may call 
the order desk in Washington, D.C., at (202) 783-3238, between 8:00 a.m. and 4:30 p.m., Eastern time, 
Monday-Friday, except holidays. 

. Telephone ordering service is also provided by GPO bookstores which carry the more popular 
publications. (Refer to the list on the back cover for the store in your area.) Customers may order 
publications by telephone at any GPO bookstore. If the publication requested is available, the order 
will be processed by the bookstore and the publication will be mailed to the customer. Orders for 
publications that are not available from the bookstore and orders for subscription services will be 
forwarded by the bookstore to the GPO Central Office for processing. 

. When ordering by telephone or through the mail, customers should provide an area code and 
telephone number where they may be reached during the day. 


Telex Service 


Customers with teletype equipment can also charge orders to a deposit account or credit card account 
by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 


. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 
2. With few exceptions, all orders must be accompanied by U.S. dollar remittance. 





VISA/MASTERCARD 


The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. 


1. Customers who wish to use one of these services should furnish their credit card number and the date 
of expiration. 


2. Orders for subscriptions and/or for publications may be charged to your credit card account. Your 
account will be charged when the item is mailed. 





Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance by 


this Office, you will be assigned a unique deposit account number against which you may place future 
orders. A positive balance must be maintained in your account in order to place future deposit 
account orders. Requests to open a deposit account should be sub.nitted separately and addressed to 
the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Customers should send all deposits to their accounts separately from orders. 





. For prompt and speedy service when ordering both publications and subscriptions to be charged to 


your prepaid account, please use separate order forms. Forms may be obtained from the Superintend- 
ent of Documents by request. Be sure to include a deposit account number when placing deposit 
account orders. 








. You will receive a monthly statement regarding the status of your deposit account provided there has 


been activity on the account during the previous month. The statement will indicate all charges made 
against the account during the month and the remaining balance. An account with a positive balance 
may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


Invoicing 


Currently, Federal agencies, state and local agencies, and college bookstores may submit orders 
unaccompanied by remittance to the Superintendent of Documents. These customers are invoiced for 
the cost of the products supplied to them. All other customer orders must be prepaid. 


oi 


To facilitate invoice processing, agencies should include a purchase order number on all agency 
purchasing order forms and have the forms signed by a purchasing official. They should also include 
a “bill to” address, a “ship to” address and funding data. 


. To avoid duplicate shipments, agencies should not send confirmation copies of their purchase orders. 


They should clearly indicate if payments are for previously submitted orders and include GPO’s 
invoice number with the payments. 


. Additional Remittance Information for International Customers 


1. 


Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 


. International customers should remit by International Postal Money Order, by a draft on a United 


States or Canadian bank, (in U.S. dollars) or by UNESCO Coupons. We cannot accept drafts from 
foreign branches of an American bank. Orders received with postage stamps, International Response 
Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase ai a future date, customers may request a pro 


forma invoice. This invoice quotes the title of the publication, its price, and special handling charges. 
It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 


mail. Airmail rates for publications vary according to the weight of the shipment and its destination. 
Airmail rates for individual issues of subscription services remain constant through the term of the 
service. The Superintendent of Documents recommends that international customers request airmail 
service for dated periodical subscription services. Information on airmail rates may be obtained by 
telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by mail. 





REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


COMPLAINTS 


Orders for Publications 


. If you have a problem with a publication order, allow four weeks for mailing and processing time if 


the order was sent by mail. Allow three weeks if the order was placed by telephone. 


. Please clearly explain the problem and provide a copy of the order, along with proof of payment. 


Also include a telephone number where you can be reached during business hours. 


. Address all inquires to: 


Chief, Service Section 

Stop: SSOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


NOTE: We do not accept the return of publications for exchange or credit unless an error was made 
in processing your order, or if your order was received in faulty condition. If an adjustment is 
necessary, return your order document or shipping ticket, along with proof of payment (cancelled 
check—front and back, VISA, MasterCard or Superintendent of Documents Deposit Account 
number). All claims must be submitted within six months from the date of your order. DO NOT 
RETURN ANY PUBLICATION UNTIL NOTIFIED TO DO SO. 


. Orders for Subscriptions 


:: 
ra 


Allow a minimum of 6 weeks before inquiring about a subscription service. 
In your letter of inquiry include the title of the subscription, the subscription symbol (List ID), the 
date of the order, the order number, the subscriber address and proof of payment. Be as specific as 


possible about the problem (e.g., specify missing issues, quantity, whether a new or renewal order, 
etc.) 


. Address all inquiries to: 


Chief, Subscription Research Section 
Stop: SSOM 

U.S. Government Printing Office 
Washington, D.C. 20402 


. Deposit Accounts 


l. 


2. 


Allow 3 weeks before a new deposit account can be activated and before the new account number 
will be sent to the account holder. 

If the problem relates to charges made against the account, include a copy of the statement and 
annotate the charges in question. 





3. Address all inquiries to: 


Chief, Deposit Account Section 
Stop: SAOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


Phone numbers for the offices listed above may be found in the directory below. If you receive 
defective publications or you are dissatisfied with the responses from any of these offices, address all 
inquiries to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 





New Classification Numbers 
Assigned January-December 1982 


Pacific Northwest Forest and Range Experiment Station. 
A 13.66/17:nos Administrative report. (series) 
Note.—Reports were not approved for public inhouse use only. Should not have been numbered. 
Forest Service. 
A 13.104/2:CT Audiovisual material. 
A 13.107:CT Species Range Map. (series) 
A 13.108:date Westfornet monthly alert. 
A 13.109:date deve U.S. Forest planting report. (annual) 
A 13.110/2:CT State and private Forestry: General publications. 
A 13.110/3-8:Reserved 
A 13.110/9:letters-nos State and private forestry: Forestry reports. (series) 
Norte.—See, for earlier classes: A 13.102:, A 13.102/2: 
A 13.110/10:letters-nos State and private forestry: Forestry bulletins. (series) 
Note.—See, for earlier classes: A 13.106:, A 13.106/2:, A 13.106/2-2:,.A 13.106/3: 
A 13.110/11:letters-nos State and private forestry: Miscellaneous reports. (series) 
NoTe.—See, for earlier class: A 13.102/3: 
A 13.110/12:letters-nos State and private forestry: General reports. (series) 
Note.—See, for earlier classes: A 13.105:, A 13.106/3-2: 
Agricultural Stabilization and Conservation Service. 
A 82.91:CT Maps and atlases. 
Agricultural Marketing Service. 
A 88.57:nos AMS food purchases. (weekly) 
Norte.—See, for earlier class, A 103.11:(nos.). 
Statistical Reporting Service. 
A 92.37/3:date Commercial fertilizers consumption by class for year ended (annual). 
A 92.42:date .. ove Small grains, annual summary and crop winter wheat and rye seedings. @Item no. 
122-A-6 (microfiche). 
Note.—See, for earlier class, A 105.20/6: 
A 92.43:date Rice stocks (4 times a year). 
Note.—Earlier classed in A 105.20/4-2: (date). 
Economic Research Service. 
A 93.16/3:nos National food review (quarterly). 


A 93.31/3:v.nos.&nos Sugar and sweetener, outlook & situation (quarterly). 
NoTe.—See, for earlier class, A 105.53/2:(v.nos.&nos.) 

A 93.43:date Outlook for U.S. agricultural exports (quarterly). 
NoTE.—See, for earlier class, A 1.80/2:(date) 
NoTE.—Published jointly with, Foreign Agricultural Service. 

A 93.44:let.&nos . me ERS Staff Report. (series) 

A 93.45:nos Economic Indicators of the Farm Sector. 
Note.—Designated ECI7S (nos.) 

A 93.46:date . Livestock & poultry. (bi-monthly) 


NoTe.—Livestock and Meat Outlook and Situation-A 93-15; and Poultry and Egg Outlook and Situations-A 
93-20: are being continued by this new class. 


Cooperative State Research Service. 
A 94.14:date - Inventory of agricultural research. (annual) 
Note.—See for earlier classes, A 94-2:In 8/date and A 106.12:(nos.) (1977-78) 
NoTEe.—Issues for 1977-78 were issued as part of Agricultural reviews and manuals series. 
A 94.24/4:date Crop production, annual summary acreage yield production. 
Animal and Plant Health Inspection Service. 
A 101.21 :date APHIS organizational directory. 


















































A 101.22:date. 





A 103.18:CT 


A 104.6/3:CT 


A 107.18:date 


A 110.6/2:ch.nos 


A 110.8/2:date/ch.nos 


A 110.11/2:date 
A 110.12:date 


A 110.13:nos 


A 111.3-8:Reserved. 
A 111.9:letters & numbers 
A 111.9/2:nos 


AA 4.8/3:nos 


AA 4.12:nos 


C 3.223/20:PHC nos 


C 3.223/21:PHC nos 

C 3.223/21-2:nos 

C 3.223/22:PHC nos 

ey Fe I I ciciscannsrsoscitcuiinteictnatiibonanensteotioes 





C 13.64:CT 
C 13.64/2:CT 


C 21.26:date 


C 51.13/2:CT/Date 


C 55.13/2:letters&nos 
C 55.13/3:ltrs. & nos 


C 55.41:CT 


C 55.125:CT 


C 55.233/2:date.. 





C 55.234:date 





C 55.287/20-4: ......4+. 





XVI 


Horse protection enforcement, 1981 (Annual report to the Secretary of Agriculture to thz 
President of the United States Senate and the Speaker of the House of Represents- 
tive’s 
Note.—See for earlier class, A 1.120: 

Food Safety and Quality Service. 
Posters. 
Federal Grain Inspection Service. 
Standards for fruits and vegetables. 
Note.—See for earlier class, A 88.6/2: (CT). 
Governmental and Public Affairs Office. 
Major news releases and speeches (biweekly). 
Food Safety and Inspection Service. 

Meat and poultry inspection regulations (monthly). 
NoTeE.—See, for earlier class, A 103.6/4:(ch. nos.). 

Meat and poultry inspection manual (monthly). 
Note.—See, for earlier class, A 103.8/3:(date/ch.nos.). 

Meat and Poultry Inspection, Report of the Secretary of Agriculture to the U.S. Congress. 

Accepted meat and poultry equipment MPI-2, series. 
Norte.—See, for earlier class, A 103.6/3:(date). 

FSIS—(series). 

Norte.—See, for earlier class, A 103.14:(nos.) 
Human Nutrition Information Service. 
Annual Report. 
General Publications. 


Nationwide food consumption survey 1977-78, reports. 
Nationwide food consumption survey 1977-78 preliminary reports. 
Peace Corps. 
Information collection & exchange, manual series. 
Note.—Designated/M-nos. & letters. 
Information collection & exchange, reprint series. 
NotE.—Designated/R-nos. 
Census Bureau. 
Census of population and housing: Congressional districts of the 98th Congress. (Series 
PHC 80-4) 
Note.—See for earlier class, C 3.134/4: 
Census of population and housing: Supplementary reports (Series PHC 80-S1). 
Advance estimates, social, economic and housing characteristics. (PHC80-S2-(nos.)) > 
Census of population and housing. Reference reports. (Series PHC80-R) 
Summary characteristics for governmental units and standard metropolitan statistical 
areas. (series). 
National Bureau of Standards. 
Posters. @lItem 224-A 
Audiovisual material. 
Patent and Trademark Office. 
General Information Concerning Trade-Marks. 
Norte.—See, for earlier class, C 21.2:T 67. 
National Technical Information Service. 
Published search bibliographies (from the NTIS Bibliographic data base). 
National Oceanic and Atmospheric Administration. 
Technical Memorandum OTES. (series) 
NOAA Computer Programs & Problems (by region). 


Nore.—Title changed from NOAA Western Region Computer Programs & Problems. 
Audiovisual materials. 


National Weather Service. 
Audiovisual Materials. 
Environmental Data Information Service. 
Environmental/resource assessment and information, U.S. energy/climate section 
(weekly). 
Note.—Formerly included in Envi 1/resource and information, C 55.233 (date). 
CEAS (Center for Environmental Assessment Services) Activities. (annual) @Item 
273-D-16 
Local climatological data, Jackson, Kentucky (monthly). 
National Marine Fisheries Service. 








C 55.334:date .... 





C 55.413/2:date 


C 59.17:date,v 
C 59.18:date,v 


C 61.13/2:date 
C 61.18/3:date 
C 61.25:date 


C 62.19:v.nos.&nos 


CAB 1.39:date 


D 1.6/8:date 
D 1.46/5:date 
D 1.56/2:CT 
D 1.59/2:date 
D 1.61:date 

D 1.61/2:date 
D 1.61/3:date 
D 1.61/4:date 
D 1.62:date 


BP IIIIL, .ixcanvassdeictasicavesbickipadesumuianigeceanehns 


D 15.11:CT 


Bi RTE TEIN cc ioisoncutsatshesbieahionbnleginioneteceanownn 
D 101.9/4:nos 

D 101.12/2:Vol.no.&nos 

D 101.20/3:Vol.no.&nos 

D 101.35/2:CT 

a TIS | cccciurceunsttevsevsncetevseenesnesinnonss 


D 101.93:date 
D 101.94:CT 


D 101.94/2:CT 


D 102.82/2:date 


Collected Reprints. 
National Ocean Survey. 
National Ocean Survey Abstracts. (annual) 
NoTe.—See, for earlier classes, 1976 classed: C 55.13/2:NOS 21, 1978 classed: C 55.402:A 68. 
National Earth Satellite Service. 
Tiros-N Series Direct Readout Services Users Guide. 
Environmental Research Laboratories. 
Annual Report, Pacific Marine Environmental Laboratory. 
Handbooks, Manuals, Guides. 
Programs and Plans. (annual) 
Economic Analysis Bureau. 
OBERS BEA regional projections. 
Local area personal income. (annual) 
International Trade Administration. 
Trade opportunities program, T.O. submission index and frequency profile. 
Business America, Michigan. 
OPEC direct investment in the United States. (annual) @lItem 231-B-12 
Bureau of Industrial Economics. 
Industrial economics review (irregular). 
Civil Aeronautics Board. 
Air carrier industry scheduled Service traffic statistics, medium regional air carrier details 
(quarterly). 
Defense Department. 
DoD directives system quarterly index. (quarterly). @lItem 306-E 
Report of operations, Defense Contract Audit Agency. 
Audiovisual material. 
Defense systems management college. . . catalog. (annual) @lItem 310-M 
Military manpower statistics (monthly). 
Civilian manpower statistics (monthly). 
Worldwide manpower distribution by geographical area (quarterly). 
Selected manpower statistics (annual). 
Selected medical care statistics (quarterly). 
Military Child Care Project. (series) 


Note.—Designated: DoD 6060.1-M. Consists of three sub series: Staff development series, Child environment 
series, Administrative guidebook series 


MEPCOM Pam (series). 
Joint Chiefs of Staff. 
United States Military Posture for FY . . (annual) @lItem 315-C-2 
Defense Intelligence Agency. 
Academic catalog, Defense Intelligence School. @Item 315-F-3 
National Defense University. 
National Defense University catalogue. (annual) 
Defense Logistics Agency. 
Introduction to federal supply catalogs and related publications. 
Defense Civil Preparedness Agency. 
Audiovisual material. 
Defense Nuclear Agency. 
Audiovisual Materials. 
Army Department. 
TEC lesson. (series) 
Headquarters Fort McCoy Regulation. 
Soldier support journal. (bi-monthly) @lItem 322-K 
Army trainer. (quarterly) 
Audiovisual materials. 
Army Research Institute for the Behavioral and Social Sciences: Research Product. 
(series) 
Schedule of educational courses and special programs (3 times a year) 
Army Management Course. (series) 
Norte.—Includes United States Army Management Engineering Training Activity course books and workbooks. 
Defense Management Joint Course. (series) 
Note.—Includes United States Army Management Engineering Training Activity course books and workbooks. 
Adjutant General's Office. 
Army morale support fund annual report. 
Engineers Corps. 





D 103.24/14:nos 
D 103.43/2:nos 


D 104.32:nos 
D 104.33:CT 


D 201.19/2:CT 
D 201.21/6:nos .... 
D 201.29:nos 





D 222.3-8:Reserved. 
D 222.9:nos 


D 301.6/5-2:date 


D 301.45/27-4:nos 
D 301.45/57:nos 


D 301.86/2:CT 
D 301.94:vol.no.&nos 
D 301.95:date 


E 1.34/2:date 
E 1.34/3:date 


E 1/34/4:date 


E 1.45/2:date 

E 1.50/2:date 

E 1.70/2:CT 

i ITI: ssieticendcisi ssasnnnebiceahbniavididceneiniesanieinensnd 
E 1.86/2:Vol.no.&nos 

E 1.90/2:date 


BE B.SEGVGL MO RRGG,) .cecscccccescescescececiccseccece 
E 1.97:date 


E 2.20:vol.&nos 
E 2.21:date 
E 3.11/5-5:date, v 


E 3.11/7-5:date 
E 3.11/7-6:date 


E 3.17/4:date 


WIS (wave information study) Report. (series) 
Engineer historical studies. (series) 

Army Medical Department. 
WRAMC Pam. (series) @Item 352-J-1 
Audiovisual material. 

Navy Department. 

Audiovisual material. 

NSWC AP. (series) 

Technical Report:NAVTRAEQUIPCEN (series) 
Note.—Some reports have letters and numbers. 
NoTE.—Issued by Naval Training Equipment Center. 

Naval Military Personnel Command. 

Perspective, a newsletter for navy office (bi-monthly). 
Marine Corps. 

Audiovisual material. 
Naval Oceanography Command. 

Annual report. 

General publications. 


NAVAIR. (series) 
Air Force Department. 
Handbook for service attaches accredited to the Department of the Air Force. (Semi- 
annual) @lItem 424-F-1 
AFHRL-TP. (series) 
AFWAL-TR (series) (Air Force Wright Aeronautics Laboratory—Technical Report). 
Note.—AFWAL-TR is a combination of: AFML-TR Materials Lab. D 301.45/47-2: AFAPL-TR Aero 


Propulsion Lab. D 301.45/51-2: AFFDL-TR Flight Dynamics Lab. D 301.45/46-2: AFAL-TR Avionics 
Lab. D 301.45/45-2: 


The United States Air Force in Southeast Asia. (series) 
Tac attack. (monthly) 
Air Force ROTC four-year scholarship program application booklet. (annual) 
Energy Department. 
Congressional budget request. U.S. Department of the Interior. 
Note.—Designated DOE/MA-0058. 
Congressional budget request, U.S. Department of Justice. 
Note.—Designated DOE/MA-0059. 
Congressional budget request, Federal Energy Regulatory Commission. 
Note.—Designated DOE/MA-0060. Covers, other natural gas activities. 
Energy Department 
Electric and hybrid vehicles program, annual report to Congress. 
Annual report on in-house energy management. 
Audiovisual material. 
Alcohol fuels program technical review (irregular) @lItem 474-C-02 
Argonne news (ten times a year). 
Strategic petroleum reserve, quarterly report. 
NoTe.—Designated DOE/EP-0046/(nos.). 
Los Alamo science, (issued 4 times a year). 
Liquid fossil fuel technology (quarterly). 
Note.—Designated DOE/BETC/OPR/(nos.) 
NBL certified reference materials catalog. @lItem 429 A-10. 
Contractor Reports and Publications. 
Federal Energy Regulatory Commission. 
Alternate fuels. 
Congressional budget request, Federal Energy Regulatory Commission. (annual) 
Petroleum supply annual. 
NoTe.—Designated: DOE/EIA-0340. 
Directory of coal production ownership. . . (annual) 
Demonstrated reserve base of coal in the United States on. . . (annual) 
Note.—Designated DOE/EIA-0280. 
Thermal-electric plant construction cost and annual production expenses. (annual) 
NoTE.—Designated: DOE/EIA-0323. 
State energy data report. . . 
Residential Energy Consumption Survey (series). 





Indexes and estimates of domestic well drilling costs. (annual) 
Note.—Designated: DOE/EIA-0347. 
Bonneville Power Ad- inistration. 
Audiovisual materials. 
Education Department. 
ED 1.32/2:date Higher education and the handicapped. Resource Directory. (annual) 
ED 1.37/2:CT Audiovisual Materials. 
ED 1.40/2:date National defense and direct student loan program directory of designated low-income 
schools for teacher cancellation benefits. (annual) 
ED 1.41:date Progress of education in the United States of America. . . . 
Note.—See for earlier class, HE 19.133 date 
ED 1.42:date Selected list of postsecondary education opportunities for minorities and women. 
Note.—See for earlier class: ED 1.2:P 84/date 
English Language Proficiency Study. (Series) 
National Center for Educationa! Stetistics. 
Estimates of local public school system finances. (annual) 
College costs. (annual) @Item 461-A-15. 
Library statistics of colleges and universities, institutional data. (annual) 
Statistics of public libraries. (quadrennial) 
Participation in adult education. (triennial) 
NoTeE.—See, for earlier class: HE 19.302: Ad 9/ 
Special Education and Rehabilitative Services Office. 
ED 1.209/2:date Catalog of captioned films for the deaf. (annual) 
National Institute of Education. 
ED 1.310/2:accession no Education documents announced in RIE. 
ED 1.310/3:date Thesaurus of ERIC descriptors. 
ED 1.310/4:vol.nos.&nos Current index of journals in education (monthly). 
ED 1.320:CT Audiovisual material. 
Presidential Scholars Commission. 
ED 1.501:date Annual report. 
ED 1.502:CT General publications. 
Note.—See, for earlier publications Pr. 39.8:Sch 6/(CT) 
Environmental Protection Agency. 
EP 1.23/9:nos EPA special reports series. 
NoTE.—The EPA-600/8-nos. will go in this class 
EP 1.48/2:CT Audiovisual materials. 
Air Quality Planning and Standards Office. 
EP 4.21:nos APTI course (series). 
EP 4.22:date _ National emissions data system (NEDS) fuel use report (annual). 
Water Regulations and Standards Office. 
Annual report. 
General publications. 





EP 9.3:-8:Reserved 
Federal Emergency Management Agency. 
FEM 1.17:date Residential program highlights. (annual) 
FEM 1.17/2:date Emergency Management Institute, resident training programs. 
FEM 1.17/3:date National Fire Academy, catalog of resident courses. (annual) 
United States Fire Administration. 
FEM 1.112:CT Audiovisual materials. 
Federal Reserve System Board of Governors. 
FR 1.39/4:date Major nondeposit funds of commercial banks (monthly). 
Note.—Designated G.10 (411) 
Federal Trade Commission. 
Annual line of business report. . . 
Posters. 
General Accounting Office. 
GA 1.16/5:date A bibliography of documents issued by the GAO on matters related to: ADP 
Government Printing Office. 
GP 1.37:nos Technical Reports. (Quality Control and Technical Dept.) 
GP 1/38-nos Marketing moves (irregular). 
Assistant Public Printer. (Superintendent of Documents). 
GP 3.17/S:date U.S. government books (quarterly). 
RN BIE cscevinristascrincertioneeaienineresecdedionns New books (bi-monthly). 





GP 3.32/2:date GPO depository union list of item selections (quarterly). 
General Services Administration. 
GS 1.27:CT Audiovisual material. 
Federal Supply Service. 
GS 2.20:CT Posters. 
Transportation and Public Utilities Service. 
GS 8.10/2:date Federal hotel/motel discount directory (semi-annual). 
Health and Human Services Department. 
HE 1.43/2:CT Audiovisual material. 
HE 1.59:date Health data inventory (annual). 
National Institute of Education. 
HE 1.310/4:nos.&nos Current index of journals in education (monthly). 
Social Security Administration. 
HE 3.3/5:date Author, title, and subject index to the Social Security Bulletin. 
HE 3.22/2:CT Audiovisual materials. 
HE 3.60/4:date Quarterly public assistance statistics. 
HE 3.61/2:date Public assistance recipients in standard metropolitan statistical areas. (annual) 
OHA law reporter (quarterly). 
AFDC & Related Income Maintenance Studies. 
SSA administrative directive system transmittal notice. 
SSA Training (Series). 
Expenditures for Public assistance programs (annual). 
HE 3.69/2:letters-nos SSA Training. (series), Technical Core Curriculum. 
HE 3.70:date Expenditures for Public assistance programs (annual). 
HE 3.71:date Supplemental security income, state and county data. 
Education Office. 
HE 19.146:CT Audiovisual materials. 
Public Health Service. 
HE 20.25/2:date Health consequences of smoking (annual). 
National Institutes of Health. 


HE 20.3015/2:date Summer research fellowship program at the National Institutes of Health (annual). 


HE 20.3040:date Schedule of NIH conferences (quarterly). 


HE 20.3041:date 


NIH data book: Basic data relating to the National Institutes of Health (annual). 
HE 20.3042:date 


Clinical electives for medical and dental students at the National Institutes of Health. 
National Cancer Institute. 
HE 20.3151/7:date Division of Extramural Activities, annual report. 
HE 20.3173/2-2:date Recent reviews: carcinogenesis (annual). 
Note.—Designated: NCI/ICRDB/RK. 
HE 20.3176/2:date NCI grants awarded by principal investigator. 
HE 20.3180:date NCI investigational drugs, pharmaceutical data. 
National Institute of Allergy and Infectious Diseases. 
HE 20.3265:CT Audiovisual material. 
National Institute of Dental Research. 
HE 20.3411:CT Audiovisual materials. 
HE 20.3412:date Selected list of technical reports in dentistry. 
National Library of Medicine. 
HE 20.3609/4-2:CT Audiovisual material. 
By SE FUN varcnssersencsessrecsentascrevsventenes Permuted medical subject headings. 
Norte.—See for earlier classes: HE 20.3602:M 46/5, HE 20.3602:H 34/3. 
Medical subject headings, annotated alphabetic list (annual). 
NotTe.—See, for earlier class: HE 20.3602:H 34/ 
Medical subject headings, tree structures. 
NoTe.—See, for earlier class: HE 20.3602:H 34/2/ 
Medical subject headings, tree annotations. 
Note.—See, for earlier class: HE 20.3602:M 46/6 
National Institute on Aging. 
Special report on aging (annual). 
Note.—See, for earlier class HE 20.3852:Ag 4/2/ 
Food and Drug Administration. 
Audiovisual material. 
FDA by-lines (quarterly). 
Radiological Health Bureau. 
Audiovisual material. 
Medical Devices Bureau. 


HE 20.3612/3-4:date 
HE 20.3612/3-5:date 


HE 20.3612/3-6:date 


XX 





HE 20.4308:CT 





HE 20.501 1:date 





HE 20.5301/2:date 


HE 20.6024:CT/date 


HE 20.6222:date 


HE 20.6512/5:date 
HE 20.6512/6:CT 


HE 20.7011/32:date 

HE 20.701 1/33:date .... 

HE 20.701 1/34:date 

HE 20.7021/7:lesson nos 
HE 20.7021/7-2:manual nos 
HE 20.7021/8:lesson nos 
HE 20.7021/8-2:CT 

HE 20.7021/8-3:lesson nos 
HE 20.7021/9:lesson nos 
HE 20.7021/9-2:manual nos 
HE 20.7021/9-3:lesson no 
HE 20.7023:date 

HE 20.7024:date 

HE 20.7025:date 


HE 20.7026:CT 
HE 20.7027:nos 


HE 20.7122:CT 


HE 20.7412/2:date 
HE 20.7412/3:date 
HE 20.7412/4:date 
HE 20.7413:nos 


HE 20.8113/4:nos 
HE 20.821/2:CT 


HE 20.8212/10:nos 
HE 20.8217/4:date 
HE 20.8219/2:date 


HE 22.8/5:date 
HE 22.8/6:nos 

HE 22.8/7:nos 

HE 22.16/2:date ... 
HE 22.19/7:CT 
HE 22.19/8:CT 
HE 22.23:CT 

HE 22.24:date .... 
HE 22.25:date 


HE 23.1112:CT 


HE 24.8:CT 


Handbooks, manuals, guides. 
Health Services Administration. 
National Health Service Corps scholarship program information bulletin for students of 
allopathic medicine, osteopathic medicine, and dentistry. @lItem 486-E-4. 
Indian Health Service. 
Navajo area Indian Health Service . . . annual report. 
Health Resources Administration. 
Physician requirements for various subjects (series). 
National Center for Health Statistics. 
Detailed diagnoses and surgical procedures for patients discharged from short-stay 
hospitals (annual). 
National Center for Health Services Research. 
NCHSR research activities (monthly) irregular. 
Program notes (irregular). 
Centers for Disease Control. 
Guillain Barre syndrome surveillance. 
Water-related disease outbreaks surveillance. 
Mumps surveillance. 
Homestudy course 3013-G Vectorborne disease control (series). 
Homestudy course 3013-G Vectorborne disease control (series). 
Homestudy course 3020-G Community Health Analysis (series). 
Homestudy course 3020-G Community Health Analysis-I manuals. 
Homestudy course Community Health Analysis-II. 
Homestudy course 3017-G Water Fluoridation. 
Homestudy course 3017-G Water Fluoridation. 
Homestudy course 3017-G Water Fluoridation test exercise. 
Weekly summary of health information for international travel. 
Teenage Health Teaching Modules (series). 
EIS (Epidemic Intelligence Service and Bureau of Epidemiology) Directory (annual). 
Memorandum series. 
Advisory Memorandums. 
National Institute for Occupational Safety and Health. 
Audiovisual materials. 
Laboratories Bureau. 
Blood lead, proficiency testing (monthly). 
Fluoridated drinking water, proficiency testing (monthly). 
Erythrocyte protoporphyrin proficiency testing (monthly). 
Position classification and pay in state and territorial public health laboratories (annual). 
National Institute for Mental Health. 
NIMH library acquisition list (quarterly). 
NoTeE.—Publication printed monthly but issued on a quarterly basis. 
Audiovisual material. 
National Institute on Drug Abuse. 
Statistical series, series H. 
Treatment research notes (irregular). 
Highlights from student drug abuse in America (annual). 
Health Care Financing Administration. 
Medicare home health agency manual. 
Medicare intermediary manual part 3-claims process. 
Medicare carriers manual part 3-claims process. 
Research and demonstrations in heaith care financing (biennial). 
Health care financing monograph. 
Health Care Financing: Issues. 
Audiovisual materials. 
Dental care charges: United States. . . (semi-annual) @lItem 512-A-26 
National listing of providers furnishing kidney dialysis and transplant services. Sequence: 
state, city (annual). 
Head Start Bureau. 
Getting involved series (various topics). @lItem 499-G-6 
Child Support Enforcement Office. 
Handbooks, manuals, guides. 
NotTe.—See, for earlier class HE 3.508:CT. 
Housing and Urban Development Department. 





HH 1.1/2:date aa Office of inspector general report to the Congress (semi-annual). 
HH 1.46/6:date se Consolidated Annual Report to Congress on Community Development Programs. 
(CDBG, UDAG, Section 312, Urban Homesteading) 
NoTE.—See, for earlier classes: HH 1.46/3: HH 1.46/5. 
Inspector general bulletin. 
Truss connector bulletin. 
Structural engineering bulleiin. 
Flood insurance rate map (Community-panel number). 
Interior Department. 
BD BI IG sesiiceccicerincrtvtcrccsninsnecesepsesicintansatie Youth Conservation Corps. . . Program year. 


Note.—Jointly produced by Agriculture Department and Interior Department. From now on it will be kept in 
Interior Department. See, for earlier class: A 13.2:Y¥ 8/2. 


I 1.108:CT Audiovisual Materials. 
Geological Survey. 
I 19.82:nos Basic Data Series Ground-water Release (series). 
I 19.83:nos Cooperative Investigations Report (series). 
I 19.84:CT/date Telephone Directory (By region). 
Indian Affairs Bureau. 
I 20.62:CT Posters. 
I 20.63:nos Art and Indian children of the Dakotas (series). 
I 20.64:date Spawning of the medicine river 9 (3 times a year). 
Reclamation Bureau. 
I 27.7/3-2:CT Audiovisual Materials. 
I 27.75:nos ACER technical memorandum (series). 
Note.—ACER = Assistant C issi ineering and Research. 
I 27.76:nos Water resources teaching guide (series) (irregular). 
I 27.77:CT/date Telephone Directory (by region). 
Mines Bureau. 
I 28.28/4:date Lime plants in the United States in. . . (annual) 
I 28.156:CT eas Mineral Issued. @lItem 639-D 
I 28.157:CT Audiovisual materials. 
I 28.158:CT Maps. 
National Park Service. 
I 29.6/3:Vol. no.&nos Singing sands almanac (bimonthly). 
Note.—lIssued by the Indiana Dunes National Lakeshore. 
I 29.6/6:CT National Historic Sites Information circulars. 
I 29.20/3:CT Audiovisuals material. 
I 29.59/4:date Archeological and historical data recovery program. . . 
NoTE.—See, for earlier class, I 70.2.Ar 2. 
I 29.88/4:CT Historic structure and grounds report (series). 
I 29.88/5:CT Special history study (series). 
I 29.88/6:CT National historic park. (series) 
I 29.101:CT Environmental overview and analysis of mining effects. 
I 29.102:date State program overviews. (annual) @Item 648-F 
I 29.103:date Index, National Park System & Related Areas. 
I 29.104:CT Preservatioin Case Studies. (series) 


Note.—Formerly classes under I 70.12/2; under Heritage Conservation and Recreation Service which was 
avolished in 1982 


Fish and Wildlife Service. 
I 49.14/2:CT Audiovisual material. 
I 49.97:nos Habitat Suitability Index Models. (series). 
Land Management Bureau. 
1 53.11/3:CT Audiovisual materials. 
I 53.12/2:date Managing the nations’ public lands. (annual) @lItem 633-A-1 
I 53.29:nos POCS reference papers. 
NorTe.—See, for earlier class I 1.98/2:(nos.). 
Note.—POCS = Pacific Outer Continental Shelf. 
POCS technical papers. 
NoTte.—See, for earlier class I 1.98/3:(nos.). 


NoTe.—POCS = Pacific Outer Continental Shelf. 
Bureau of Land Management. 


Alaska Outer Continental Shelf Office technical papers (series). 
Office of Surface Mining Reclamation and Enforcement. 
1 71.3:nos Technical Services Research, (OSM-TR series). 
Interstate Commerce Commission. 














I 53.30:nos 


XXII 





IC l.acco. 13:date 





ICA 1.13/2:vol.no.&nos 


ICA 1.14:CT 
ICA 1.15:date 


ITC 1.10/2:date 
ITC 1.22:nos 


J 1.88:date 


J 16.27:CT 


J 24.21:CT 


J 26.28:CT 


J 28.20:date 


J 28.21:1trs.&nos 


J 31.10:date 


J 32.3:-J 32.8:Reserved. 


Ju 2.8:CT 


Ju 10.1/2:date 


Ju 10.22:date 


L 1.9/4:CT 


L 2.3/4/a:nos 
L 2.38/8:date 


L 2.104/2:date 
L 2.113/6:CT 
L 2.114:date 

L 35.23/2:CT 
L 37.11/3:nos 
L 38.14:CT 
LC 1.41:nos 
LC 4.9:date 
LC 17.9:CT 
LC 19.9/2:date 
LC 19.10/2:date 


LC 19.10/3:date 
LC 19.1S:CT 


Cost of transporting freight. Class I and Class II motor common carriers of general 


freight. @Item 682-F. 
International Communication Agency. 
USICA world (bi-monthly). 


NoTte.—USICA World, ICA 1.13: was redesigned in June 1982 resulting in this new class, ICA 1.13/2: with 


volume number 1. 
Research report (series). 
Telephone directory (semi-annual). 
International Trade Commission. 


History of the tariff schedules of the United States annotated. @lItem 982-B-1 


Staff research study (series). 
Justice Department. 
Legal Activities. 
Note.—See, for earlier class, J 1.2:L 52/date. 
Prisons Bureau. 
Audiovisual Materials. 
Drug Enforcement Administration. 
Appropriation hearings (annual). 
Law Enforcement Assistance Administration. 
SLIM selected library in microfiche. 
National Institute of Justice. 
Directory of criminal justice information sources. 
Note.—See, for earlier class, J 26.2 In 3/date. 
National evaluation program (series). 
Executive Office for United States Attorneys. 
U.S. Attorneys’ Office Statistical Report (annual). 
Note.—See, for earlier class J 1.55. 
Juvenile Justice and Delinquency Prevention Office. 
Annual reports. 
General publications. 


Judiciary. 
Handbooks, manuals, guides. 
Administrative Office of U.S. Courts. 
Reports of the proceedings of the judicial conference of the U.S. held in 
report of the director of the administrative office of U.S. courts. 
Equal employment opportunity in the Federal courts (annual). 
Labor Department. 
Audiovisual material. 
Labor Statistics Bureau. 
Reprints from the Occupational Outlook Handbook Bulletins. 
Consumer price index—Washington, D.C. area (monthly). 
NoTE.—Issued as Bureau of Labor Statistics (News). 
Employment and Wages Annual Average (annual). 
Area of Wage Survey Summaries by States. 


. . . (and) Annual 


Catalog of seminars, training programs technical assistance in labor statistics 1983. (annual) 


Occupational Safety and Health Administration. 
Audiovisual materials. 
Employment and Training Administration. 
JCH (Job Corps Handbook series). 
Mine Safety and Health Administration. 
Audiovisual material. 
Library of Congress. 
Inventory of Knowledge Series. 
Library of Congress, Manuscript Division. 
Library of Congress Acquisitions (annual). 
Library of Congress, Asian Division. 
Bibliographies and Lists of Publications. 
National Library Service for the Blind and Physically Handicapped. 
Braille Books. @lItem 806-A-7 
Talking Books adult. 
Cassette books. @Item 806-A-9 
Facts (series). @lItem 806-A-10 





LC 19.16:date Library Resources for the Blind and Physically Handicapped: A Directory with Statistics 
on Readership . . . (annual). 
Note.—See, for earlier class, LC 19.2:L 61. 
Rare Books & Special Collections Division. 
LC 23.9:date Library of Congress Acquisitions. 
Hispanic Division. 
LC 24.10:nos Hispanic Focus (series). 
Subject Cataloging Division. 
LC 26.10:CT Handbooks, manuals, guides. 
Library of Congress. 
LC 39.11:nos Studies in American Folklife. 
African and Middle Eastern Division. 
LC 41.10:nos Mideast Directions (series). 
Merit Systems Protection Board. 
MS 1.12:CT Posters. 
National Aeronautics and Space Administration. 
NAS 1.43/7:CT Audiovisual material. 
NAS 1.68:nos Airborne Instrumentation research project summary catalog... . @lItem 830-H-19 
National Credit Union Administration. 
NCU 1.16:date Credit ur.:on directory (annual). 
National Mediation Board. 
NMB 1.9:v.nos Determinations of the National Mediation Board. 
NoTe.—See, for earlier class NMB 1.2:C 84. 
National Science Foundation. 
NS 1.18/2:nos Federal Funds for Research & Development, Detailed Historical Tables: 
NS 1.18/3:nos Federal Funds for Research & Development, Federal Obligations for Research by Agency 
& Detailed Field of Science: 
NS 1.40/2:date The 5-year outlook on science and technology. @Item 834-C-6. 
NS 1.43:CT Audiovisual Materials. 
United States Postal Service. 
P 1.26/3:CT Audiovisual material. 
Peace Corps. 
Annual report. 
General publications. 


Handbooks, manuals, guides. @Item 74-E-2 
NoTe.—Peace Corps is no longer a part of ACTION. For earlier publications see AA 4. 
Personnel Management Office. 
PM 1.18/3:v.nos.&nos Spotlight on affirmative employment programs (monthly). 


NoTeE.—This publication ¢ lid: three publicati Spotlight PM 1.18: Women in Action PM 1.20:, and La 
Mesa Redonna. 


PM 1.46:date Supervisory Training Institute, Curriculum Catalog. (annual) 
PM 1.47:date sent Union recognition in the Federal Government (annual). 
PM 1.48:nos PS Series. 
President of the United States. 
Pr 40.9:date Economic Report of the president. 
Pr 40.1 1:date Annual report of the President of the United States on trade agreements program. 
The President’s Committee on Employment of the Handicapped. 
PrEx 1.10/11:CT Employer Guide (series). 
Management and Budget Office. 
Pr Ex 2.25:nos Managing federal information resources (annual). 
Pr Ex 2.26:nos Policy Letters (series). 
Central Intelligence Agency. 
PrEx 3.14/2:nos International economic & energy statistical review, ER IEESR (series biweekly). 


Note.—This publication combines selected data from Economic indicators weekly review, PrEx 3.13:, and 
International energy statistical review, PrEx 3.14:. 





Note.—The International energy statistical review, PrEx 3.14:, containing detailed data will be issued on a 
monthly basis. 


Foreign Broadcast Information Service. 
PrEx 7.14:6;nos Worldwide report/terrorism. 
PrEx 7.21/15:nos. ...... alana USSR report: world economy and international relations. 
PE Wa I esssssecserssivectviebinesschertctece USSR report: science and technology policy. 
Regulatory Information Service Center. 
PrEx 25.1:date Annual Report. 


XXIV 





PrEx 25.2:CT General Publications. 
PrEx 25.3-8:Reserved 





NoTe.—New division within PrEx. 
State Department. 
S 1.33/2:CT . Maps and atlases. 
Agency For International Development. 
S 18.56:CT .. Selected Statistical Data by Sex. @lItem 900-C-18 
Occasional Paper Series. 
By IC WINN GIP GTI sexsccncivcecteccesssonesiocses Horizons (bimonthly). 
Note.—Replaces Agenda. S 18.34/2. 
PE PN i. thttdatn na. Development Studies Program Occasional Paper. 
Small Business Administration. 
SBA 1.1/2:date State of small business: a report of the president (annual). 
SBA 1.18/4:date Selected abstracts of completed research studies. 
NIE GIRO conacvccnecsceviosaccecerscnccaseacenssesse Management Aids. 
SBA 1.33:CT Audiovisual material. 
Smithsonian Institution. 
SI 1.38/2:CT Audiovisual Materials. 
SI 1.43/2:date Festival of American folklife (annual). 
Nationa! Museum of American Art. 
SI 6.8:CT Handbooks, manuals, and guides. 
National Air and Space Museum. 
Audiovisual materials. 
Customs Service. 
We ee I Oe I as ccisescccncnsscccepeveese Customs today (quarterly). 
Internal Revenue Service. 
Dh Sea. COG. BE GDI... .0ocescsesecsecascesenvere Statistics of income bulletin (quarterly). @lItem 964-C 
T 22.41/2:CT Audiovisual material. 
Secret Service. 
T 34.10:CT Audiovisual material. 
Government Financial Operations Bureau. 
T 63.119:CT Handbooks, Manuals, and Guides. 
Transportation Department. 
TD 1.40/3:date U.S. International air travel statistics, calendar year (annual). @lItem 982-C-25 
TD 1.50:CT Audiovisual materials. 
Federal Highway Administration. 
pe enn On cae moe FHWA-CA (series). 
TIE, casenctecticesnencsecteresaewiveiienss FHWA-CA-TL (series). 
Audiovisual materials. 
TD 2.60:date .... Cost of owning and operating automobiles and vans (tri-ennial). 
TD 2.61:date Driver license administration requirements and fees (biennial). 
Safety Evaluation Series. 
Federal Aviation Administration. 
PIN, Susicasnsoenusincnrcaniveniinterenncives FAA-P Series. 
Audiovisual material. 
TD 4.59:date Aircraft utilization & propulsion reliability report (monthly). 
Coast Guard. 
TD 5.46:date Coast Guard descriptive stock list, basic edition (quarterly). 
Note.—Designated series number, (COMDTINST M4410.4). 
Posters. @Item 931-G 
Audiovisual material. 
Commandant’s international Technical Series. 
Marine Casualty Report. 
Urban Mass Transportation Administration. 
TD 7.17:nos DOT-TSC-UMTA Series. 
TD 7.18:nos DOT-UT Series. 
National Highway Traffic Safety Administration. 
TD 8.32:date Report on traffic accidents and injuries for. . . (annual). 
Materials Transportation Bureau. 
TD 9.15:date Annual report on hazardous materials transportation. 
Research and Special Programs Administration. 
TD 10.11:nos DOT/RSPA/DMaA Series. 
Maritime Administration. 











TD 11.9:CT Bibliographies and lists of publications. 
Note.—For earlier class, see: C 39.227:(ct). 
TD 11.10:date U.S. Merchant marine date sheet (monthly). 
Note.—See, for earlier class, C 39.233:(date). 
TD 11.11:date Vessel inventory report (semiannual). 
Norte.—See, for earlier class, C 39.217:(date). 
TD 11.12:date Statistical analysis of the world’s merchant fleet (annual). 
Nore.—See, for earlier class, C 39.224:(date). 
TD 11.13:date U.S. Oceanborne foreign trade routes (annual). 
Norte.—See, for earlier class, C 39.240:(date). 
TD 11.14:date Merchant fleets of the worid sea-going steam and motor ships of 1,000 gross tons and over 
(annual). 
Nore.—See, for earlier class, C 39.212:(date). 
TD 11.15:date New ship constructional (annual), 
Note.—See, for earlier class, C 39.212/3:(date). 
TD 11.16:date Foreign flag merchant ships owned by U.S. parent companies (annual). 
Note.—See, for earlier class, C 39.230:(date). 
TD 11.17:nos . NMRC Series. @lItem 233-L 
TD 11.18:nos CAORF Series. 
TD 11.19:date Domestic waterborne trade of the United States (annual). 
TD 11.20:date Bulk carriers in the world fleet. Oceangoing merchant type ships of 1,000 gross tons and 
over. (excluding vessels on the Great Lakes). 
TD 11.21:date Containerized cargo statistics, calendar year. . . (annual). 
TD 11.22:date Index of current regulations of the maritime administration, maritime subsidy board. 
national shipping authority. 
TD 11.23:nos MA RD Series. 
TD 11.24:date International Shipborne Barge Register. 
NoTE.—See, for earlier class, C 39.241. 
NorTe.—See, for earlier class, C 39.202:B 23. 
Veterans Administration. 
VA 1.16/2:CT Audiovisual materials. 
VA 1.57:nos W Series @Item 989-J 
Legislative status report (monthly). 
Environmental Impact Statement. 
Telephone Directory. 
NorTe.—See, for earlier class, VA 1.2:T 23. 
Rounds, of the teaching staff (the journal of the Wadsworth Medical Center). (2 or 4 per 
yr.) 
Atomic Energy Commission. 
Y 3.At 7:26/2 CT Audiovisual material. 
Consumer Product Safety Commission. 
Y 3.C 76/3:14/2 CT Audiovisual material. 
Federal Election Commission. 
Y 3.El 2/3:15/date FEC reports on financial activity. 
Y 3.El 2/3:15-2:date FEC index of communication costs. 
Y 3.El 2/3:15-3/date FEC index of independent expenditures. 
National Commission for Employment Policy. 
Y 3.Em 7/3:10/nos Reports. 
Equal Employment Opportunity Commission. 
Y 3.Eq 2:12-2/date Job patterns for minorities & women in apprenticeship programs & referral unions 
(annual). 
Note.—Designated EEOC (date) Report. 
Y 3.Eq 2:12-3/date Minorities & women in public elementary & secondary schools (annual). 
Y 3.Eq 2:12-4/date Minorities and Women in State and Local Government. 
Federal Deposit Insurance Corporation. 
Y 3.F 31/8:24/v.nos.&nos FDIC consumer news (quarterly). @lItem 1061-K 
Federal Labor Relations Authority. 
Y 3.F 31/21-3:8 CT Handbooks, manuals, guides. 
Y 3.F 31/21-3:9-2/date Digest and tables of cases. Decisions and interpretations of the Federal Labor Relations 
Authority (semiannual). @lItem 106i-G-1 
Y 3.F 31/21-3:9-3/nos Administrative law judge decisions (irregular). 


NoTE.—This publication is included in a package under the heading, FLRA report of case decisions and FSIP 
releases. 








Y 3.F 31/21-3:9-4/date 


Y 3.F 31/24:1/date 


Y 3.G 57:1/date 








Y 3.H 62:8 CT 


Citator, decisions of the Federal Labor Relations Authority. 


NoTE.—This publication is included in a package under the heading, FLRA report of case decisions and FSIP 
releases. 


Federal Interagency Committee, International Year of Disabled Persons. 
Reports. 

The Commission on the Role of Gold in the Domestic and International Monetary Systems. 
Reports. 

Advisory Council on Historic Preservation. 
Handbooks, manual, guides. 





Y 3.H 62:9/nos. 





Y 3.H 62/2:10 CT 





Y 3.H 62/2:11 CT 


Y 3.H 62/4:8 CT 





Y 3.In 8/27:CT 





Y 3.In 8/28:CT 





Y 3.In 8/28:8 CT 
Y 3.In 8/28:9/date 





Y 3.1n 8/28:10/date 


Y 3.In 8/28:11/date 
Y 3.In 8/28:12/date 
Y 3.In 8/28:13 CT 











Y 3.In 8/29:2 CT 





Y 3.In 8/29:9 CT 





Y 3.N 88:38/v.n06. AN. ...cccccrcrserorsssvesseres 


Y 3.N 88:39/nos. 





Y 3.N 88:40 CT 





Y 3.N 88:41/v.n08.8N0S. ......:ccsccscessereeenes 
Y 3.N 88:42/v.m08.82205. ......ssssccsesssesessesees 
Y 3.N 88:43/v.n08.&N0S. .....ccccssesseeseeeseeees 


Y 3.N 88:44/v.n08.820S. ......ccccscseeseesseeees 


Y 3.Se 4:26/date . 





Y 3.St 9:1/date 





Y 3.St 9:2 CT 





Y 3.St 9:3-8 Reserved 


Y 3.St 9:9/nos. 





Y 3.T 25:1-16/date 


Y 4.R 86/2:3/Cong./issue 0. .......00s00000 


Y 4.Sp 3:CT 





Section 106 update. 
U.S. Capitol Historical Society. 
Posters. 
Audiovisual materials. 
White House Historical Association. 
Handbooks, manuals, guides. 
Office of the Federal Inspector, Alaska Natural Gas Transportation System. 
General Publications. 
International Joint Commission. 
Reports and Publications. 
Handbooks, manuals, and guides. 
Great Lakes Water Quality Annual Report. 
NOoTE.—issued by Great Lakes Water Quality Board. 
Annual Report of the Great Lakes Research Advisory Board. 
Note.—Earlier issues called semi-annual report of... . 
Biennial Report under the Great Lakes Water Quality Agreement of 1978. 
Annual Report of the Great Lakes Science Advisory Board. 
Bibliographies and list of publications. 
Interagency Task Force on Small Business Finance. 
General Publications. 
Studies of Small Business Finance. 
Nuclear Regulatory Commission. 
Licensee Event Report (LER) compilation (monthly). 
Note.—Designated NUREG/CR-2000. 
Translation Series. 
Audiovisual materials. 
Summary information report (quarterly). 
NoTe.—Designated NUREG-0871. 
Information report on state legislation (weekly). 
NoTe.—Designated NUREG/BR-0025. 
NRC TLD direct radiation monitoring network (quarterly). 
NoTe.—Designated NUREG-0837. 
Regulatory licensing, status summary report (monthly). 
Note.—Designated NUREG-0580. 
Selective Service System. 
Telephone Directory. 
National Commission on Student Financial Assistance. 
Annual Report. 
General Publications. 


Reports Numbered. 
Tennessee Valley Authority. 
Power program summary (annual). 


Note.—Combines 3 publications. Power annual report, Y 3.T 25:1-7/date; OEDC (Office of Engineering Design 
and Construction,) annual report, Y 3.T 25:1-15/date; Municipal and ive distrib 
report, Y 3.T 25:1-3/date. 


Senate Rules Committee. 
Congressional staff journal (bimonthly). 
Note.—See, for earlier class, Y 4.H 81/3:2 (Cong./issue no.). 
Speaker’s Commission on Pages, House of Representatives. 





v sad ? 








Discontinued Series in 1982 


Forest Service. 
A 13.102:nos NA-FR-(series). 
Note.—See, for later class, A 13.110/9:letters-nos. 
A 13.102/2:nos Forestry report SA-FR (series). 
Note.—See, for later class, A 13.110/9:letters-nos. 
A 13.102/3:nos Miscellaneous report AS-MR-(series). 
Norte.—See, for later class, A 13.110/11:letters-nos. 
A 13.105:nos General report SA-GR (series). 
Note.—See, for later class, A 13.110/12:letters-nos. 
A 13.106:nos NA-FB/P-(series). 
Note.—See, for ‘ater class, A 13.110/10:letters-nos. 
A 13.106/2:nos Forestry bulletin SA-FB/P(series). 
Nore.—See, for later class, A 13.110/10:letters-nos. 
A 13.106/2-2:nos Forestry bulletin SA-FB/U (series). 
Nore.—See, for later class, A 13.110/10:letters-nos. 
A 13.106/3:nos Northeastern Area Forestry bulletin, NA-FB/M-(series). 
Note.—See for later class: A 13.110/10:letters-nos. 
A 13.106/3-2:nos NA-GR-(series). 
Norte.—See, for later class: A 1.13.110/12:letters-nos. 
Commerce Department. 
C 1.78:v.nos.&nos Commerce. @lItem 126-C-1. 
Norte.—Discontinued with v.1, no:2, Oct. 1981. 
Census Bureau. 
C 3.189:nos Current business reports. B1, Canned food, stocks, pack, shipments. @Item 131-B (5 no. 
a year). 
Note.—Discontinued with July 1981. 
C 3.211/5:nos Current business reports. BD, Monthly department store sales in selected areas. @Item 
148-B (Monthly) 
Nore.—Discontinued with Jan. 1981 
C 3.236:nos Current business reports. BG-41, Green coffee inventories, imports, roastings. @Item 
146-D (Quarterly). 
Note.— Discontinued with 2nd quarter 1981. 
C 3.263:nos Retail sales and inventories of fuel oil. @lItem 148-G (microfiche) (monthly). 
Note.—Discontinued with Mar. 1981. 
C 3.263/2:nos Wholesale fuel oil distributors stocks and sales. @lItem 148-G (microfiched) (monthly). 
Note.— Discontinued. 
Inventories and sales of fuel oil and motor gasoline, wholesale distributors. @lItem 148-G 
(microfiche) (monthly). 
Note.—Discontinued with Mar. 1981. 
National Bureau of Standards. 
Dimensions. @ltem 250 (10 issues yearly). 
Note.—Discontinued with Oct. 1981 
Environmental Data and Information Service. 
Monthly summary, solar radiation data. 
Norte.—Discontinued with Dec. 1980. 
Industrial Economics Bureau. 
C 62.9:v.nos.&nos Printing and publishing. @lItem 215-H (quarterly). 
Note.—Discontinued with v.23, no.1, spring 1982 
C 62.11:v.nos.&nos Forest products review. @ltem 223 (quarterly). 
Note.—Discontinued with v.37, no.4 winter/spring 1982. 
Civil Aeronautics Board. 
CAB 1.12:date Local service air carriers’ unit costs. @Item 177-A-4 (semiannual). 
Note.—Discontinued with v.2, Dec. 1981. 


C 3.263/3:nos 





CAB 1.15:date 


D 301.45/56:v.nos.&nos 


E 1.38/4:v.nos.&nos 


E 1.29/2:date 


E 2.14:v.nos.&nos 


E 2.14/2:date 


E 3.11/S:date 
E 3.11/8:date 
E 3.12:date 


E 3.13:date 


E 3.13/2:date 


EP 1.25/2:v.nos.&nos 
EP 1.28/7:date 


EP 1.76:v.nos.&nos 


HE 1.48:v.nos.&nos 


HE 20.20/2:v.nos.&nos 


HE 20.3311:v.nos.&nos 


HE 20.3313:v.nos.&nos 


HE 20.3511:v.nos.&nos 


HE 20.4003/2:v.nos.&nos 


HE 20.4041:v.nos.&nos 


HE 20.6022:date/nos 


HE 20.8109/2:v.nos.&nos 


Fuel cost and consumption. All certificated carriers, domestic and international operations. 
@ltem 177-A-13 (monthly). 
NoTe.—Discontinued with Dec. 1981. 
Air Force Department. 
Feedback. @lItem 422-P (quarterly). 
Norte.—Discontinued with Discontinued with v.III, no.4, Dec. 1981. 
Energy Department. 
Solar Law reporter. @Item 429-T-17 (quarterly). 
Note.—Discontinued with v.3, no.6, Mar.-Apr. 1982. 
The Energy Consumer. @Item 429-T-5 (irregular). 
Note.—Discontinued with Dec. 1980-Jan. 1981 issue. 
Federal Energy Regulatory Commission. 
Critical project status report. @lItem 429-V-6 (monthly). 
Nore.—Discontinued with v.4, no.6, June 1981. 
Hearing process status report. @lItem 429-V-9 (monthly). 
NoTe.—Discontinued with July 1981. 
Energy Information Administration. 
Monthly petroleum statement. @lItem 435-J (monthly). 
Note.—Discontinued with Dec, 1981. Continued by E 3,11/5: Petroleum supply monthly. 
Availability of heavy fuel oils by sulfur levels. @lItem 435-F. 
Nore.—Discontinued with Dec. 1981. Continued by E 3.11/5:Petroleum supply monthly. 
Monthly petroleum statistics report. @lItem 434-A-17 
Note.—Discontinued with Dec, 1981, Continued by E 3.11/5:Petroleum supply monthly. 
Petroleum market shares. Report on sales of refined petroleum products. @lItem 
434-A-19 (monthly), 
Norte.—Discontinued with Sept. 1981. 
Petroleum market shares, Report on retail sales of gasoline. @lItem 434-A-16 (monthly). 
Note.—Discontinued with Sept. 1981. 
Environmental Protection Agency. 
Oil pollution abstracts. @lItem 431-I-62 (quarterly). 
Norte.—Discontinued with v.7, no. 2, 1980. 
Environment Midwest. @lItem 431-I-43 (monthly). 
Note.—Discontinued with Dec. 14, 1981. 
102 monitor. @lItem 856-E-2 (Monthly). 
Note,.—Discontinued with v.11, no. 2, Feb. 1981. 
Health and Human Services Department. 
Toxicology research projects directory. @lItem 444-K (monthly). 
Note.—Discontinued with v.5, no. 12, Dec. 1980. 
Public Health Service. 
HMO focus. @Item 483-A-5. Ten issues yearly. 
Norte.—Discontinued with v.4, no. 4, fall 1981, 
National Institute of Arthritis, Metabolism and Digestive Diseases. 
Artificial kidney bibliography (quarterly). 
Note.—Discontinued with v.8, no. 4, Oct.-Dec. 1974. 
Gastroenterology abstracts and citations. Monthly (@Item 507-A-14). 
NoTe.—Discontinued with v.12, no. 13. 
Natural Institute of Neurological and Communicative Disorders and Stroke. 
Parkinson's disease & related disorders, citations from the literature. 
Nore.—Discontinued with v.11, no. 8, Aug. 1980, 
Food and Drug Administration. 
Bulletin (National Clearinghouse for Poison Control Centers (U.S.)) @lItem 475-Q 
(monthly). 
Note.—Discontinued with v.26, no. 2, Apr.-June 1982. 
FDA by-lines. Quarterly. 
Nore.—Discontinued with v.12, no. 4, consecutive no. 103, Oct. 1982. 
Health Resources Administration. 
Health planning newsletter for governing body members. @lItem 507-H-13 (monthly). 
Norte.—Discontinued with no. 20, summer 1981. 
National Institute of Mental Health. 
Psychopharmacology abstracts. @lItem 507-Z (quarterly). 
Nore. —Disc d upon completion of v.19, 1981/82. 
Health Care Financing Administration. 








HE 22.10:v.nos.&nos Forum. @lItem 532-A-13 (bimonthly). 
Note.—Discontinued with v.5, no. 4, Oct. 1981. 
Housing and Urban Development Department. 
HH 1.14:v.nos.&nos Housing and urban development trends. @lItem 581-E-10 (quarterly). 
Note.—Discontinued with v.33, no. 2, June 1980. 
HH 1.15/4:v.nos.&nos HUD newsletter. @lItem 582-L (weekly) 
NoTe.—Discontinued with v. 13, no.13, Mar. 29, 1982. 
National Park Service. 
I 29.6/3-2:v.nos.&nos Singing sands almanac (not sent to depositories) bi-monthly. 
NoTe.—Discontinued with v.5, no.3. 
Interstate Commerce Commission. 
IC 1.act.5/3-2:v.nos.&nos Advance bulletin of Interstate Commerce Acts annotated. @lItem 674-E (bimonthly). 
Note.—Discontinued with v.3, no.10, Aug. 1981. 
Labor Statistics Bureau. 
L 2.111/3:nos Unemployment rates for state and local governments. (quarterly). 
Note.—Discontinued. 
National Credit Union Administration. 
NCU 1.13:v.nos.&nos NCUA digest. @lItem 527-E 
NoTE.—Discontinued with Aug. 1979. 
. Personnel Management Office. 
PM 1.17:v.nos.&nos The First line. @Item 290-H-1 (bimonthly). 
Note.—Discontinued with v.5, no.5, Aug./Sept. 1981. 
PM 1.18:v.nos.&nos Spotlight. @lItem 291-C (bimonthly). 
Note.—Discontinued with v.13, no.5, July-Aug. 1981. 
PM 1.20:nos Women in action. @lItem 290-H-2 (bimonthly). 
Norte.—Discontinued with v.11, no.2, July/Aug. 1981. 
PM 1.33:v.nos.&nos The Reporter. Monthly. 
Note.—Discontinued with v.13, no.3, Mar. 1982. 
Office of Management and Budget. 
I BR Re oh sncctint-nceneevsaiapsasahienccrvioeguenees Statistical reporter. Item 855-C (monthly). 
Note.—Discontinued with no. 82-3, Dec. 1981 
State Department. 
S 1.101/10:date Government-sponsored research on foreign affairs. @lItem 869-D (quarterly). 
NoTe.—Discontinued with Dec. 1981. 
Agency for International Development. 
S 18.34/2:v.nos.&nos Agenda. @lItem 900-C-8 (monthly). 
NoTe.—Discontinued with v.5, no.4, May 1982. 
Federal Aviation Administration. 
TD 4.12/4:date Graphic notices and supplemental data. @lItem 431-C-5 (quarterly). 
Note.—Discontinued with Jan. 21, 1982 
Senate. 
Y 1.3/7:nos Senate budget scorekeeping report. @lItem 995-R (weekly). 
Note.—Discontinued with no. 80-9 
National Commission on Air Quality. 
Y 3.Ai 7/5:9/v.nos.&nos Air waves: a monthly bulletin. @Item 1089. 
NoTe.—Discontinued with v.1, no.8, Sept./Oct./Nov. 1980. 
Consumer Product Safety Commission. 
Y 3.C 76/3:16/date CPSC memo. @Item 1061-C-11 (monthly). 
NoTe.—Discontinued with Aug./Sept. 1981. 
Select Commission on Immigration and Refugee Policy. 
Y 3.Im 6/2:9/nos Select Commission on Immigration and Refugee Policy newsletter. 
Norte.—Discontinued. 
Tennessee Valley Authority. 
Y 3.T 25:36/v.nos.&nos Fertilizer abstracts (monthly, with annual index). 
NoTe.—Discontinued after 1981 











Corrections for Previous Monthly Catalogs Listed in 1982 


July 1935, page 808, To limit length of trains in interstate commerce, hearings . . . Change class to Y 4.In 8/3:T 68/31. 

Dec. 1957. Entry 17563, Federal expenditure policy for economic growth . . . Change class to Y 4.EC 7:Ex 7/4. 

Mar. 1975. Pages 19 to 21, delete numbers 2081 in classes assigned to the following entries: 03635 to 03637; 03641 to 03654. 

——Entry 03653, Implementation of Lodge and Katzenbach recommendations . . . Change class to Y 4.F 76/1:L 82. 

Oct. 1975. Entry 15057, Aluminum and sodium minerals from oil shale . . . Change class to Y 4.In 8/14:M 66/4/a. 

Feb. 1977. Entry 77-2001, Catalogue of publications of the National Center . . . Change class to HE 20.6216:C 28. 

Dec. 1977. Entry 77-16465, Sheltered workshop study . . . Change class to L 37.2:Sh 4/v.1 and OCLC no. 3180492 to 4036676. 

July 1978. Entry 78-13437, Selected papers in school finance . . . Change class to HE 19. 102:F 49/976. 

Aug. 1978. Entry 78-16191, Views and estimates of standing committees of the House . . . Change class to Y 4.B 85/3:H 81/978. 

Sept. 1978. Entry 78-18757, United States Coast Guard regulations . . . Change class to TD 5.6:C 63/978. 

Oct. 1978. Entry 78-22135, Systems Engineering for intermodal freight systems . . . Change class to TD 3.15:78-24/v.1. 

Mar. 1979. Entry 79-5906, Modeling natural gas regulations in the Project Independence Evaluation System . . . Change classes to E 
3.26:AOA/78-15 and @Item 429-T-11 to 429-43. 

Apr. 1979. Entry 8539, Evaluating urban transportation system alternatives . . . Change class to TD 1.20/6:30-78-44. 

——Entry 79-9072, Title 5, United States Code : Government organization and employees. . . Change class to Y 4.P 84/10:Un 3/4/978. 

June 1979. Entry 79-12028, A new dimension, Wallops Island flight test range . . . Change @Item 830-H-11 to @Item 830-H-11 
(microfiche). ' 

——Entry 79-12326, Views and estimates of committees of the House and joint committees . . . Change class to Y 4.B 85/3:H 81/980. 

July 1979. Entry 79-13898, Recreation areas . . . To this publication add @Item no. 664-C. 

Aug. 1979. Entry 79-15071, Annual line of business report, 1973 . . . Change class to FT 1.30:973. 

Oct. 1979. Entry 79-18574, Prison grievance mechanisms manual . . . Change class to J 26.8:P 93/2. 

Dec. 1979. Entry 79-22487, Transportation and the city : grades 8, 9,. . . Change class to E 1.9:4/rev., and @Item 429-T-6 to 429-C. 

Feb. 1980. Entry 80-5415, Pest management strategies in crop protection . . . Change class to Y 3.T 22/2:2 P 43/v.1. 

Apr. 1980. Entry 80-8601, Drugs of abuse . . . This publication is for sale by the Supt. of Docs., U.S. G.P.O. Add stock number 
027-004-00031-8 and price $4.25. 

——Entry 80-9122, The Select Commission on Immigration and Refugee Policy . . . Change class to Y 3.Im 6/2:2 Im 6/2. 

June 1980. Entry 80-12481, Reducing the development costs of housing . . . Change class to HH 1.2:C 82/3 and @Item 582 to @Item 
582 (microfiche). 

June 1980. Entry 80-12764, Marine casualty report. . . Change class to TD 1.116:C 99. 

July 1980. Entry 80-14358, EIA publications directory, a user’s guide . . . Change class to E 3.27:979. 

——Entry 80-15693, CIA/firearms : hearing . . . Change class to Y 4.In 8/18:C 33/3. 

Sept. 1980. Entry 80-18399, Conceptual design of advanced central receiver power . . . Change class to E 1.28:SAN-1483-1/5. 

——Entry 80-18467, Thermal performance analysis of space heating systems . . . Change class to E 1.28:SOLAR/0025-79/42. 

——Entry 80-18474, Conceptual studies and preliminary design . . . Change class to E 1.28:TID-28442. 

——Entry 80-18784, Information and instruction handbook no. VI-D for automatic data ... Change class to HE 20.3008:R 
31/2/no.6-D. 

——Entry 80-19344, Military draft registration : hearings . . . Change class to Y 4.Ap 6/2:M 59/5/980-81. 

Oct. 1980. Corrections for Previous Monthly Catalogs, p. XI. Last entry May 1980, Entry 80-11099, GSA’ method of procuring 
contracts. . . Change class from Y 4.G 74/9:G 28/2/979 to Y 4.G 74/9:G 28/4. 

——Entry 80-22166, Law volumes microfilmed by the Library of Congress . . . Change class to LC 1.12/2:L 41 and @ltem 786 to 
@ltem 785-A (microfiche). 

——Entry 80-22755, Department of Energy fiscal year 1981 budget . . . Change class to Y 4.F 76/1:En 2/6/981. 

——Entry 80-22916, Description of miscellaneous tax bills listed for a hearing . . . Change class to Y 4.T 19/4:M 68/5/980-4. 

Nov. 1980. Entry 80-23989, Preliminary thermal and thermomechanical modeling . . . Change class to E 1.28:LBL-7069/v. 1-2. 

Dec. 1980. Entry 80-26205, Asthma and allergies . . . Change class to HE 20.3002:As 8/2 and @Item 505-A-1 to 507 (microfiche). 

——Entry 80-26489, United States Coast Guard regulations . . , Change class to TD 5.6:C 63/980. 

Mar. 1981. Entry 81-2500, Food bibliography : references to reports and other documents . . . Change class to GA 1.6:F 73. 

——Entry 81-2735, What are the needs in precollege science, mathematics. . . Change class to NS 1.20/2:SE-80-9 and @Item 834-C to 
@ltem 834-F-5 (microfiche). 

Apr. 1981. Entry 81-3294, The educational system of Costa Rica. . . Change class to ED 1.36:C 82. 

——Entry 81-3535, Procedures to adjust 1980 census counts . . . To this entry add @Item 546-D (microfiche). 

——Entry 81-3606, Maternal serum alpha-fetoprotein : issues in the prenatal . . . Change class to HE 20.202:M 41 and @ltem 485 to 
@ltem 832-A-14 (microfiche). Add @Item 624-H (microfiche) to the following entry nos. : 81-3648, 81-3649, 81-3650, 81-3651, 
81-3652, 81-3653, 81-3654, 81-3655, 81-3656, 81-3657, 81-3658. 
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——Entry 81-3717, The Prctice of management . . . To this entry add @Item 744-A (microfiche). 

——Entry 81-3721, Trade and employment effects of granting . . . To this entry add @Item 749-D (microfiche). 

May 1981. Entry 81-4370, Consumidor, sabias que? To this entry add @Item 461-B-1. 

——Entry 81-4572, Education in the U.S.S.R. . . . Change class to HE 19.102:Un 3/5 and @Item number 461-B-1 to @ltem 461 
(microfiche). 

——Entry 81-4376, Conference on the Educational and Occupational Needs of Asian-Pacific-American Women . . . Change class to 
ED 1.311:As 4. 

——Entry 81-10392, Coal exports and port development : a technical memorandum . . . Change class to Y 3.T 22/2:11 C 63/2. 

——Entry 81-10394, Impacts of applied genetics . . . Change @Item 1071-M to @Item 1070-M. 

——Entry 81-10396, An assessment of technology for local development . . . Change class to Y 3.T 22/2:2 T 22/4. 

——Entry 81-10402, Elder abuse : (an examination of a hidden problem). . . Change S/N 052-070-05569-8-3 to S/N 052-070-05569-3 
and $4.50 to $5.00. 

——Entry 81-10404, Retirement, the broken promise. . . This publication is for sale by the Supt. of Docs. U.S. GPO. Add stock number 
S/N 052-070-05545-6, price $5.00 and change @Item 1009 to @Item 1009-B. 

——Entry 81-10407 is a duplicate of entry 81-7239 listed correctly in July 1981 Monthly Catalog. 

——Entry 81-10424 is a duplicate of entry 81-7251 listed correctly in July 1981 Monthly Catalog. 

——Entry 81-10440 is a duplicate of entry 81-6207 listed correctly in June 1981 Monthly Catalog. 

——Entry 81-10447, Compilation of selected acts within the jurisdiction of the Committee on Energy and Commerce. To this entry add 
the following heading ENERGY AND COMMERCE, Committee on, House Washington, DC 20515. 

——Entry 81-10496, Summary of SBA programs. . . Change @Item no. to @Item 1031-A, 1031-B (microfiche). 

Sept. 1981. Entry 81-10521 is a duplicate of entry 81-10519 listed correctly in same catalog. 

——Entry 81-10537, The economics of agricultural pest control . . . Change class to A 1.60/3:14. 

——Entry 81-10538, 1978 census of agriculture, preliminary report, San Jacinto County. . . Change class to C 3.31/7:AC 78-P-48-407. 

——Entry 81-10583, Popstan : a case study for the 1980 censuses of population and housing . . . Change class to C 3.205/3:TR-4 A, C 
3.205/3:TR-4 B, C 3.205/3:TR-4 C, C 3.205/3:Tr-4 D, C 3.205/3:TR-4 E, C 3.205/3:TR-4 G. 

——Entry 81-10614, Low energy futures for the United States. . . Change class to E 1.28:DOE/PE-0020. 

——Entry 81-10665, Power pooling in the southeast region . . . Change stock number to S/N 061-002-00071-5. 

——Entry 81-10681, Compliance problems of small utility systems . . . Change class to E 4.11:0045/v.1-2. 

——Entry 81-10815, Treaties and other international agreements of the United States . . . Change class to GP 3.22/2:191/6. 

——Entry 81-10887, Compilation of experimental cancer therapy protocol summaries. . . Change class to HE 20.3170: C 61/3/981. 

——Entry 81-10913, Physician requirements, 1990, for preventive medicine . . . Change class to HE 20.6024:P 92/990. This entry is a 
duplicate of entry 81-10025 listed in Aug. 1981 Monthly Catalog. 

——Entry 81-10915, Health planning and regulation . . . To this entry add the following heading HEALTH PLANNING BUREAU, 
Health and Human Services, Hyattsville, MD 20782. 

——Before entry 81-10917, to assure continuing competence . . . Add the following heading: HEALTH PROFESSIONS BUREAU, 
Health and Human Services, Bethesda, MD 20014. 

——Entry 81-10935, Drug and alcohol abuse implications for treatment . . . Change @Item 467-A-7 to @Item 467-A-7 (microfiche). 

——Entry 81-10939, Ten years of short-stay hospital utilization . . . To this entry add @Item No. 512-A-12. 

——Entry 81-10941, Medicare : participating health facilities, 1979 . . . Change class to HE 22.19/4-2:M 46/7/979. 

——Entry 81-10945, Leisure time activities . . . Change Stock number to S/N 017-092-00078-2. 

——Entry 81-4670, The Correlated lecture laboratory series . . . Change class to HE 20.4102:D 54/6 and @Item 498-B-2 to @Item 
498-B-2 (microfiche). 

——Entry 81-4698, Neighborhood conservation and property rehabilitation . . . To this entry add @Item 581-D (microfiche) 

June 1981. Entry 81-5471, George Barnett, 1859-1930. To this entry add @Item 383-B. 

——Entry 81-5472, A brief history of the 7th Marines. . . To this entry add @Item 383-B. 

——Entry 81-5740, Assembler’s guide to diagnostic x-ray equipment . . . Change class to HE 20.4108:X 1/4/980. 

——Entry 81-5821, U.S. Department of State indexes of living costs abroad. . . Add @Item 768-G (microfiche). 

——Entry 81-5837, The Library of Congress main reading room . . . Change class to LC 1.12/2:R 22/2. 

——Entry 81-5901, The White House fellowships . . . Change class to Pr 39.8:W 58. 

——Entry 81-5998, Leather wearing apparel from Uruguay . . . Change class to TC 1.2:L 48/10/980. 

——Entry 81-6220, Energy conservation : emerging consensus . . . To this entry add @Item 1000-B, 1000-C (microfiche). 

——Entry 81-6298 is a duplicate of above entry 81-6297. 

——Entry 81-6330, Health and other effects of unemployment . . . Change class to Y 4.L 11/4:H 34/9. 

——Entry 81-6374, Small issue industrial revenue bonds . . . Change class to Y 10.2:Sm 1. 

July 1981. Entry 81-6421, 1978 census of agriculture, preliminary report, Brazoria County, Tex. . . . Ignore [Item 152-B-44]. 

——Entry 81-6548, 1978 census of agriculture, preliminary report, Ochiltree County, Tex. . . . Ignore [Item 152-B-44]. 

——Entry 81-6716, Puerto Rico’s political future. . . Add @Item 546-D (microfiche). 

——Entry 81-7030, Collisionless galaxy simulations . . . Add @Item 830-H-11 (microfiche). 

——Entry 81-7192, Safety evaluation report related to the operation of San. . . Change class to Y 3.N 88:10/0712/2/supp.2. 

——Entry 81-7225, Research Frontiers in Aging and Cancer . . . Change class to Y 4.AG 4/2:R 31/13. 

Serials Supplement 1981. Entry 81-7712, Journal of research of the National Bureau of Standards ... Change class to C 
13.22:(v.nos.&nos.) 

——Entry 81-9379, Commitments of traders in commodity futures . . . Change class to Y 3.C 73/5:9/2 (date). 

——Entry 81-9482, Nuclear power plants, construction status report . . . Change class to Y 3.N 88:16/(nos.) 
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——Entry 81-9483, Advance data from vital & health statistics . . . Change heading CONGRESS to Mongraphic Series. 

Aug. 1981. Entry 81-10007, John E. Fogarty International Center for Advanced . . . Change class to HE 20.3702:J 61/981. 

——Entry 81-10025, Physician requirements—1990 : for preventive medicine . . . Change class to HE 20.6024:P 92/990. 

——Entry 81-10048, Handbook of federal resources on domestic violence . . . Change class to Pr 39.8:In 8/D 71. 

——Entry 81-10102, Juvenile delinquency prevention experiments . . . To this entry add @Item no. 717-N-5 (microfiche). 

——Entry 81-10117, Ethnic broadcasting in the United States . . . To this entry add @Item no. 818-G-1 (microfiche). 

——Entry 81-10266, Evaluation of traffic operations, safety and positive guidance projects . . . At bottom of page change OCLC no. 
77482196 to 07894560. 

——Entry 81-10269, Small car safety in the 1980’s. . . To this entry add @Item no. 982-D-1. 

——Entry 81-10958, Social, economic and health characteristics of older American Indians . . . Change class to HE 23.3112/2:4. 

——Entry 81-10960, New energy-conserving passive solar single-family homes . . . Change class to HH 1.2:So 4/2/981. 

——Entry 81-11014, Peanuts : report to the President on investigation no. 22-42 . . . Above this entry, add the following heading 
UNITED STATES INTERNATIONAL TRADE COMMISSION Washington, D.C. 20436. 

——Entry 81-11017, The Public Defender Service of the District of Columbia . . .Change stock number to S/N 027-000-01036-9. 

——Entry 81-11018, Adult offender education programs . . . Change class to J 28:18: Ad 9. 

——Entry 81-11021, Report of the President on U.S. competitiveness . . . Change stock number to S/N 029-000-00409-9. and add 
@ltem number 745. 

——Entry 81-11095, Handbook on astronaut crew motion disturbances . . . add @Item 830-H-11 (microfiche). 

——Entry 81-11098, Catalog of far-ultraviolet objective-prism spectrophotometry . . . Add @Item 830-H-11 (microfiche). 

——Entry 81-11131, U.S. export competitiveness : a review and evaluation . . . Change class to PrEx 3.10/7:ER 81-10044. 

——Entry 81-11164, VITA course book update . . . Change class to T 22.19/2:As 7/update. 

——Entry 81-11173, The collection process (employment tax accounts) . . . Change the price of this publication from $1.00 to $1.50. 

——Entry 81-11180, Federal, state and local response to 1979 fuel shortages . . . To this entry add @Item 982-C-10. 

——Entry 81-11301, U.S. immigration policy and the national interest . . . Change policy and the national interest . . . Change 
second class to Y 3.Im 6/2:2 Im 6/staff/app.A-I. 

——Entry 81-11367, Department of Defense appropriations for 1982 : hearings . . . Change class to Y 4.Ap 6/1:D 36/5/982/special. 

——Entry 81-11393, Entitlement programs in the human resources area . . . Change class to Y 4.B 85/3:En 8. Delete the second class. 

——Entry 81-11408, The role of small business enterprise in economic development . . . Change class to Y 4.Ec 7:Sm 1/2. Delete the 
second class. 

——Entry 81-11412 is a duplicate of entry 81-11411 listed correctly in the same Monthly Catalog. 

——Entry 81-11428, U.S. security assistance and arms transfer policies . . . To this entry add @Item number 1017-A, 1017-B 
(microfiche). 

——Entry 81-11438, Undercount and the 1980 decennial census . . . Change @Item 1037-A to @Item 1037-B, 1037-C (microfiche). 

——Entry 81-11439, District of Columbia water supply . . . Change @Item 1037-A to @Item 1037-B, 1037-C (microfiche). 

——Entry 81-11443, Computer-based unified management information system . . . Change class to Y 4.G 74/7:F22/3 and heading 
GOVERNMENT OPERATIONS, Committee on, House Washington, DC 20515. 

——Entry 81-11486, Low-income energy assistance . . . Change class to Y 10.2:L 95. 

——Entry 81-11487, Indexing with the consumer price index . . . Change class to Y 10.2: In 2/3. Oct. 1981. New Classification 
Numbers, p. XI. Under heading National Center for Health Statistics, change class from HE 20.6621:CT ....to HE 
20.6221:CT ... 

——Entry 81-11778, Educators with disabilities . . . Change class to ED 1.8:D 63/4. 

——Entry 81-11876, An Act to Provide, with Respect to the National Park System . . . Delete second class GS 4.110:96-607@. 

——Entry 81-11894, Directory of cancer research information resources . . . Change class to HE 20.3170:D 62/981. 

——Entry 81-11922, Potential health hazards of video display terminals . . . Ignore the first two line of entry, National Institute for 
Occupational . . . Field Studies. 

——Entry 81-11924, Advanced laboratory techniques for influenza diagnosis . . . Change class to HE 20.7409:6. 

——Entry 81-11931, Civil commitment and social policy . . . To this publication add @Item 507-B-13. 

——Entry 81-11941, First statistical compendium on alcohol and health . . . Add @Item no. 498 C-12 and change price to $7.50. 

——Entry 81-11944, American Indian law; relationship to child abuse . . . Change class to HE 23.1210:In 2, and also @Item 452 to 
@ltem 452 (microfiche). 

——Entry 81-11957, Water resources date for Louisiana .. . Change classes to I 19.53/2:LA-80-1, I 19.53/2:LA-80-2, I 
19.53/2:LA-80-3. 

——Entry 81-11966, Water resources data for Washington . . . Change classes to I 19.53/2:WA-79-1, I 19.53/2:WA-79-2. 

——Entry 81-12003, Leather wearing apparel from Uruguay . . . Change heading INTERNATIONAL COMMUNICATION 
AGENCY, Washington, DC 20547 to INTERNATIONAL TRADE COMMISSION, Washington, DC 20436. 

——Entry 81-12103, Space cooperation launch assistance . . . Ignore [Item 899, S/N 044-000-93049-8]. 

——Entry 81-12104, Economic assistance : stability grant . . . Ignore the second classification number. 

——Entry 81-12172, Small car driver inflatable restraint system evaluation . . . Change class to TD 8.2:R 31/8/v.4. 

——Entry 81-12180, Taxicabs as public transit . . . Add @Item 982-I-15 to this entry. 

——Entry 81-12220, Computer simulation of an electric trolley bus . . . At end of entry, change subject heading I. to United States. 
Urban Mass Transportation Administration. Office of Technology Development and Deployment. 

——Entry 81-12225, Occupant restraint legislation handbook . . . Change class to TD 8.8:Oc 1. 

——Entry 81-12333, Laws relating to shipping and merchant marine . . . Ignore the second class. 

——Entry 81-12372, An Assessment of technology for local development . . . Change class to Y 3.T 22/2:T 22/4/sum. 





——Entry 81-12373, Assessment of technologies for determining cancer risks . . . Change class to Y 3.T 22/2:2 C 16/2. 

——Entry 81-12433, the state of economy in Indiana . . . Change second line of entry to Subcommittee on Economic Goals and 
Intergovernmental Policy. 

——Entry 81-12463, Executive-legislative consultation on foreign policy . . . To this entry add @Item 1017-A, 1017-B (microfiche). 

——Entry 81-12519, Discrimination in the federal government . . . Change class to Y 4.P 84/10:95-56. Delete the second class. 

——Entry 81-12773, Census of population and housing, 1980, Summary tape file 1 . . . Change class to C 3.223:Su 6/2. 

Nov. Dec. 1981. New Classification Numbers, p. XI. Ignore entry under Federal Reserve System Board of Governors. FR 
1.61:CT . . . Speeches by various officials of the Federal Reserve. 

——Entry 81-12779, ARPA/NBS Workshops V, moisture . . . To this publication add @Item no. 247 (microfiche). 

——Entry 81-13124, LSD follow-up study report . . . To this publication add @Item no. 351-A (microfiche). 

——Entry 81-13401, Changes needed to deter violations of Fair Labor Standards Act . . . Change OCLC 07657774 to OCLC 8178046. 

——Entry 81-13602, Preamble compilation . . . Change class to HE 20.4006/2:B 52/936-78. 

——Entry 81-13608, Physician requirements, 1990, for pediatrics . . . Change class to HE 20.6024:P 34/990 and add @Item 507-H-1 
(microfiche). 

——Entry 81-13609, Physician requirements, 1990, for psychiatry . . . Change class to HE 20.6024:P95/990 and add @Item 507-H-1 
(microfiche). 

——Entry 81-13653, Income and poverty among the elderly, 1975 . . . Change class to HE 23.3112/2:2. 

——Entry 81-13654, Some prospects for the future elderly population . . . Change class to HE 23.3112/2:3. 

——Entry 81-14019, Preprint from the . . . Bureau of Mines Minerals yearbook, Chromium . . . Change class to I 28.37/a:C 468/2/980 
and heading TERRITORIES OFFICE . . . to MINES BUREAU Interior Dept., Washington, DC 20241. 

——Entry 81-14032, Tree damage from skyline logging . . . Change class to A 13.78:INT-268. 

——Entry 81-14289, Viking lander imaging investigation during extended . . . Add @Item 830-H-11 (microfiche). 

——Entry 81-14206, Adelante, Mujer ispana . . . Change class to L 36.112:20. Also add the following heading: WOMEN’S BUREAU, 
Labor Dept., Washington, DC 20210. 

——Entry 81-14440, A costing methodology for freight cars . . . Change the first class to TD 3.15/5:78-17. 

——Entry 81-14526, Helpful hints for wearing your contact lenses . . . Change class to VA 1.2:C 76/2. 

——Entry 81-14679, Technology and oceanography . . . Change class to Y 3.T 22/2:2 T 22/5/sum. 

——Entry 81-14980 is a duplicate of entry 81-14994 listed correctly on page 374 of above Monthly Catalog. 

——Entry 81-15004, Change title to read Tax treatment of business expenses of state legislators: hearing before the Subcommittee on 
Select Revenue Measures of the Committee . . . Cumulative Index, January-December 1981, Vol. I, page XXXI, change heading to 
read Corrections for Previous Monthly Catalogs Listed in 1981. 

Jan. 1982. Entry 82-3, Economic indicators of the farm sector . . . Change @Item n-us—to @lItem 5. 

——Entry 82-17, Appalachian Trail. Chattahoochee National Forest . . . Change class to A 13.28:C 39/4. 

——Entry 82-137, Publications for business from ITA . . . Change @Item $5.50 to @Item 231-B-3. 

——Entry 82-142, Equal opportunity in the Foreign Service . . . To this entry add @Item 288-A (microfiche). 

——Entry 82-319, Draft regulatory analysis . . . Change @Item 429-T-3 to 429-T-2 (microfiche). 

——Entry 82-343, High school and beyond . . . To this entry add @Item 461-A-1 (microfiche). 

——Entry 82-453, GSA’s cleaning costs are needlessly higher than in the . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-454, Improving sanitation and federal inspection at slaughter . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-468, Greater commitment needed to solve continuing problems . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-475, Federal Reserve could improve the efficiency of . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-495, U.S. Laws and regulations applicable to import from . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-497, Civil agencies should save millions by recovering . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-499, Less costly ways to budget and provision spares for new weapon . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-516, Draft environmental impact statement : Federal Triangle . . . Change class to GS 6.9:V 82/draft. 

——Entry 82-550, Proceedings of the International Conference of Drug Registration . . . To this entry add @Item 475 (microfiche). 

——Entry 82-556, Risk factor research in the major mental disorders . . . To this entry add @Item 507-B-5 (microfiche). 

——Entry 82-557, Characteristics of admissions to selected mental health . . . To this entry add @Item 491-A (microfiche). 

——Entry 82-558, Economics and mental health . . . To this entry add @Item 491-A (microfiche). 

——Entry 82-563, Evaluation of the alcoholic . . . To this entry add @Item 498-C-10 (microfiche). 

——Entry 82-564, Economic analysis of medical malpractice . . . To this entry add @Item 512-A (microfiche). 

——Entry 82-579, Results of BLM-funded . . . Change class to I 53.29/2:81-6. 

——Entry 82-709, Doing research in federal communications law . . . To this entry add @Item number 818-J (microfiche). 

——Entry 82-710, Admissibility of illegally obtained evidence . . . To this entry add @Item number 818-J (microfiche). 

——Entry 82-712, The Constitutions of Thailand . . . To this entry add @Item number 818-J (microfiche). 

——Entry 82-779, Women, a documentary of progress during the administration . . . Change heading to EXECUTIVE OFFICE OF 
THE PRESIDENT, Washington, DC 20500. 

——Entry 82-942, Toward more effective implementation . . . To this entry add @Item 1061-A-1 (microfiche). 

——Entry 82-1026, Nomination of Francis J. West, Jr. to be assistant . . . To this entry add @Item 1034-A 1034-B. 

——Entry 82-1042, The 1982 midyear report: . . . To this entry add @Item number 1000-B, 1000-C (microfiche). 

——Entry 82-1098, Benbrook Lake, Texas : hearing . . . To this entry add @Item number 1024-A, 1024-B (microfiche). 


——Entry 82-1122, Summary of testimony on President Reagan’s social security . . . To this entry add @Item 1028-A, 1028-B 
(microfiche). 
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——Entry 82-1132, Baseline budget projections; fiscal years 1982-1986 . . . To this entry add @Item 1005-J. 

Feb. 1982. New classification Numbers, page XXI. Change entry A 94.24/4:date . . . Crop production, annual summary .. . to A 
92.24/2:date . . . Crop production, annual summary. 

——Entry 82-1133, Finding and forestalling food stamp fraud . . . To this entry add @Item 10 (microfiche). 

——Entry 82-1172 is a duplicate of entry 82-1156 listed correctly in same catalog, class A 13.42/25:5-78. 

——Entry 82-1173 is a duplicate of entry 82-1157 listed correctly in same catalog, class A 13.42/25:12-80. 

——Entry 82-1368, An equation of state for fluid ethlene . . . To this entry add @Item 249-A (microfiche). 

——Entry 82-1422, Sailing directions (enroute) for the east coast of South America . . . To this entry add @Item 378-E (microfiche). 

——Entry 82-1512, Aircraft crash survival design guide . . . Change class to D 117.8/2:TR 79-22 B. 

——Entry 82-1523, Movements of organelle in living nerve fibers videorecording . . . Change class to HE 20.8121/2:Or 3. 

——Entry 82-1654, Status report of interagency linkages at the state level . . . Change class to ED 1.2:V 85/2. 

——Entry 82-1715, Measuring productivity in accounting and finance offices . . . Change class to GA 1.2:Ac 2/11. 

——Entry 82-1723, Millions paid out in duplicate and forged government . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-1728, Efforts to improve school lunch programs . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-1729, Legislative and regulatory actions needed to deal with . . . To this entry add @Item 546-D (microfiche). 

——Entry 82-1785, Alcoholism . . . Change class to GP 3.22/2:175/7. 

——Entry 82-1826, Child health and human development . . . To this entry add @Item 507 (microfiche). 

——Entry 82-1855, Physician requirements, 1990, for allergy . . . Change class to HE 20.6024:A1 5/990. 

——Entry 82-1856, Physician requirements, 1990, for cardiology . . . Change class to HE 20.6024:C 17/990. 

——Entry 82-1865, Conduct disease surveillance . . . Change class to HE 20.7008: Im 6/2/980/con. 

——Entry 82-1866, Time-temperature control of footborne pathogens . . . Change class to HE 20.7002:F 73/3. 

——Entry 82-1867, Manage the cold chain system . . . Change class to HE 20.7008:IM 6/2/980/man. 

——Entry 82-1869, Supervise performance . . . Change class to HE 20.7008:Im 6/2/980/supervisor. 

——Entry 82-1874, Serodiagnosis of toxoplasmosis rubella . . . Change class to HE 20.7409:5. 

——Entry 82-1902, Draft environmental impact statement of the White River Dam project . . . Change class to I 1.98:W 58/2/draft. 

——Entry 82-2054, A region’s folklife in photographs . . . Change @Item number to 818-G-1 (microfiche) and price to $6.00. 

——Entry 82-2541, LMFBR aerosol release and transport program . . . Change class to Y 3.N 88:25/1791. 

——Entry 82-2680, Nominations: hearings before the Committee on Labor and Human Resources. . . . To this entry add @Item 
1043-A, 1043-B (microfiche). 

Mar. 1982. Entry 82-3086, Moisture detection in roofing by nondestructive means . . . To this entry add @Item number 249-A 
(microfiche). 

——Entry 82-3164, International Symposium on Military Operations . . . To this entry add @Item number 325 (microfiche). 

——Entry 82-3372 is a duplicate of entry 82-1651 listed correctly in February 1982 Monthly Catalog. 

——Entry 82-3404, Fifth International Conference on Coal Research . . . Change class to E 1.10:800910-2 and heading to ENERGY 
DEPARTMENT, Washington, DC 20585. 

——Add @Item numbers 546-D (microfiche) to the following entry numbers : 82-3506, 82-3517, 82-3521, 82-3522, 82-3523. 

——Entry 82-3580, Federal travel regulations . . . To this entry add @Item number 558-A-S. 

——Entry 82-3608, Planning for deinstitutionalization . . . To this entry add @Item number 516-F-1 (microfiche). 

——Entry 82-3613, Directory of blood service establishments . . . To this entry add @Item number 507 (microfiche). 

——Entry 82-3661, Evaluating the validation of Monte Carlo . . . Change class to HE 20.8302:A1 1/6/ participant. 

——Entry 82-3664, Medicare skilled nursing facility manual . . . Change class to HE 22.8/3:980. 

——Entry 82-3724, Preprint from the Bureau of Mines Minerals yearbook . . . Venezuela . . . Change class to I 28.37/a 2:V 556/980. 

——Entry 82-3788, Chesapeake Bay Plume Study . . . To this entry add @Item number 830-H-10 (microfiche). 

——Entry 82-3803, The Soviet economy in 1978-79 and prospects for 1980 . . . Change class to PrEx 3.10/7:ER 80-10328. 

—-—Entry 82-3849, Treasury combined statement of receipts . . . Change class to T 63.113:981 and heading to GOVERNMENT 
FINANCIAL OPERATIONS BUREAU Treasury Dept., Washington, DC 20226. 

——Entry 82-3987, Review of legal literature . . . Change class to TD 8.2:L 52/2. 

——lIgnore entry 82-4020, Committee on Public Works and Transportation . . . See replaced entry in May 1982 Monthly Catalog, 
entry 82-11736. 

——Entry 82-4232, 1981-82 miscellaneous tax bills . . . Change class to Y 4.F 49: T19/80/981-82/8. 

——Entry 82-4233, Committee on Foreign Affairs administrative procedures . . . To this entry add @Item number 1017-A, 1017-B 
(microfiche). 

Apr. 1982. Entry 82-4301, The Federal milk marketing order program . . . Change class to A 1.95:27/3. 

——Entry 82-4308, Sensitive plants of the Francis Marion National Forest . . . Change class to A 13.13:F 84/2. 

——Entry 82-4605, The capabilities and limitations of auger sputter . . . To this entry add @Item 247 (microfiche). 

——Entry 82-4683, Supplemental tidal predictions Anchorage . . . Change class to C 55.402:An 21/981. 

——Entry 82-4706, Foreign relations affecting U.S. textile/apparel . . . To this entry add @Item 231-B-1 (microfiche). 

——Entry 82-4835, Consolidated federal supply catalog identification list . . . To this entry add @Item number 314 A (microfiche). 

——Entry 82-5252, Flood insurance study : Vanderburgh Co., Indiana . . . Change class to FEM 1.209:180256/2. 

——Entry 82-5337, Flood insurance study : Franklin County, Kentucky . . . Change class to FEM 1.209:210280. 

——Entry 82-5454 is a duplicate of entry 82-444 listed correctly in Jan. 1982 Monthly Catalog. 

——Entry 82-5479, Reforming interest provisions in federal water . . . To this entry add @Item number 546-D (microfiche). 

——Entry 82-5489, Stronger federal efforts needed for providing employment: To this entry add @Item number 546-D (microfiche). 

——Ignore entry 5520, Educational statistics . . . previously listed correctly in February 1979 Monthly Catalog, entry 97-4177. 
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——Entry 82-5779, Planning new towns . . . To this entry add @Item number 582 (microfiche). 

——Entry 82-5954, Juvenile criminal behavior and its relation to neighborhood characteristics . . . To this entry add @Item number 
717-N-1 (microfiche). 

——Entry 82-5956, Crime prevention through environmental design . . . Change class to J 28.8:C 86/2. 

——Entry 82-5959, Characteristics of the parole population, 1978 . . . Change class to J 29.12:2. 

——Entry 82-6137, High Reynolds number research: a workshop/edited by . . . To this entry add @Item 830-H-10 (microfiche). 

——Entry 82-6508, Multidisciplinary highway collision investigation training course . . . Change class to TD 8.2:M 91/9/980. 

——Entry 82-6527, Safety belt usage attitude study . . . Change class to TD 8.2:Sa 1/18-2. 

——Entry 82-6904, Explanation of proposed estate and gift tax . . . To this entry add @Item number 1002-A, 1002-B (microfiche). 

——Entry 82-6907, Summary of testimony on administration tax . . . To this entry add @Item number 1002-A, 1002-B (microfiche). 

——Entry 82-6930, Flood insurance study : city of Cle Elum . . . Change class to FEM 1.209:530096, 530263, 530234, 530098, 
530095/2. , 

Serials Supplement 1982. Entry 82-722, Journal of research of the National Bureau of Standards . . . Change class to C 13.22:(v.nos. 
&nos.). 

——Entry 82-9014, Change class to Y 3.N 88:16/(nos.). 

May 1982, Entry 82-9860, Avionics technician (AQ/AT/SX) 3 & 2, part/ . . . To this entry add @Item number 404 (microfiche). 

——Entry 82-9862, Data processing technician 3 &2/ .. . To this entry add @Item number 404 (microfiche). 

——Entry 82-10068, Regulatory analysis for the noise emission regulations for motorcycles . . . To this entry change class to EP 1.2:M 
85/7/regulatory. 

——Entry 82-10280, Federal disaster assistance program : public assistance automated system . . . Change class from: FEM 1.8:D 
63/3/public to FEM 1.8:D 63/5. 

——Entry 82-10315, Welcome to the National Emergency Training Center . . . Change class to FEM 1.202:N 21 to FEM 1.2:N 21. 

——Entry 82-10354, Eliminating contractor inspections of federal water project could save millions . . . To this entry add @Item 
number 546-D (microfiche). 

——Entry 82-10371, Actions needed to enhance the credibility of senior executive service performance award programs . . . To this 
entry add @Item 546-D (microfiche). 

——Entry 82-10467, Current cancer research on clinical diagnostic radiology and radiation therapy . . . To this entry add @Item no. 
445 (microfiche). 

——Entry 82-10664, Assuring quality mental health services . . . Change class to HE 20.8102:Q 2 to HE 20.8102:M 52/17. 

——Entry 82-10694, Residential displacement . . . To this entry add @Item number 582 (microfiche). 

——Entry 82-10818, Ground-water levels and quality data for Georgia 1978 . . . To this entry add @Item number 624-H (microfiche) 

——Entry 82-11189, Continental shelf boundary . . . To this entry add @Item number 851-J (microfiche). 

——Entry 82-11205, U.S. Program for peace and arms control . . . Change class to S 1.71/4:346. 

——Entry 82-11386, Perchlorethylene from Belgium, France, and Italy . . . Change class to TC 1.31/2:P 41 and add @Item number 
982-D (microfiche). 

——Entry 82-12174, Libyan activities . . . to this entry add @Item number 1039-B (microfiche). 

——To entry 82-12248, add the following heading RULES, Committee on, House, Washington, DC 20515, and change class to Y 4.R 
86/1:Su 7/2. Also change @Item nos. to @Item 1025-C, 1025-D (microfiche). 

——Entry 82-12250, Risk assessment, acceptability and management, proceedings of a seminar . . . To this entry add @Item number 
1025-A-1, 1025-A-2 (microfiche). 

——Entry 82-12273, Explanation of proposed income tax treaty . . . To this entry add @Item number 1002-A, 1002-B (microfiche). 

——Entry 82-12274, Explanation of proposed income tax treaty between the United States and the Philippines . . . To this entry add 
@ltem number 1002-A, 1002-B (microfiche). 

——Entry 82-12275, Explanation of proposed income tax treaty . . . To this entry add @Item number 1002-A, 1002-B (microfiche). 

——Entry 82-12300, Payment of attorney’s fees in tax litigation . . . To this entry add @Item number 1028-A. 

——Entry 82-12306, The Federal Financing Bank and the budgetary treatment of federal credit-activities . . . To this entry add @Item 
number 1005-C, 1005-D (microfiche). 

June 1982. Entry 82-12675, Petroleum operations of farmer cooperatives . . . Change class to A 109.10:9. 
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Bendix Corporation. Communications 

Division. 

Design, fabrication, and testing of a brass- 
board model ATCRBS based surface 
trilateration data acquisition subsystem 
/, 82-24398 


Bendix Field Engineering Corporation. 
Geology and recognition criteria for 
veinlike uranium deposits of the Lower 
to Middle Proterozoic unconformity 
and strata-related types /, 82-16032 


Bendt, P. 
Optical analysis and optimization of para- 
bolic trough collectors : a users’s guide 
/, 82-13343 


Bendt, Paul. 

Homeowner’s solar sizing workbook : a 
simplified method for sizing active 
solar space heating systems /, 82- 
23071, 82-25652 


Bendt, Philip Joseph, 1919- 
Calorimetric fission product decay heat 
measurements for 239Pu, 233U, and 
235U /, 82-17182 


Bendtsen, Alan 
Properties of seven Colombian woods /, 
82-2795 


Bendura, Richard J. 

Launch vehicle effluent measurements 
during the August 20, 1977, Titan III 
launch at Air Force Eastern Test 
Range /, 82-19555 

Launch vehicle effluent measurements 
during the September 5, 1977, Titan III 
launch at Air Force Eastern Test 
Range /, 82-19562 


Benedick, Richard Elliot. 
Population growth and foreign policy : 
January 27, 1981., 82-11230 
Population growth, refugees, and immi- 
gration : October 23, 1981., 82-28937 


Benedict, Warren V. 
History of white pine blister rust control 
: a personal account /, 82-12408 


Beneke, J. 
Time reference scanning beam multimode 
digital processor /, 82-3935 


Benesh, Frank. 
Carbon monoxide hot spot guidelines /, 
82-18426 


Benham, Ken E. 
Soil survey of St. Louis County and St. 
Louis City, Missouri., 82-20491 


Benito A. Sinclair & Associates. 
Incremental analysis of structural con- 
struction costs : final report., 82-26762 
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Bennett, W. D. 


Bennett, Berne I. 

National performance audit program : 
1979 proficiency surveys for sulfur 
dioxide, nitrogen dioxide, carbon mon- 
oxide, sulfate, nitrate, lead, and high 
volume flow /, 82-18386 


Bennett, David E. 

Hazards to nuclear power plants from 
nearby accidents involving hazardous 
materials : a preliminary assessment /, 
82-22328 

SANDIA-ORIGEN user’s manual /, 
82-17205 


Bennett, Harold A. 

Development and evaluation of a physi- 
cal protection plan for 10 CFR 73.45 
capabilities (c), (d), and (f) /, 82- 
27121 

Development of a “good” physical pro- 
tection plan— capability 73.45 (b) /, 
82-2507 

A Methodology for evaluating safeguards 
capabilities for licensed nuclear facili- 
ties : final report /, 82-17223 


Bennett, Harold Earl, 1929- 

Laser induced damage in optical materi- 
als, 1980 : proceedings of a symposium 
sponsored by National Bureau of 
Standards ... [et al.], September 30-Oc- 
tober 1, 1980, NBS, Boulder, Colorado 
/, 82-9484 


Bennett, James P. 
Corrosion resistance of ceramic materials 
to hydrochloric acid (20 wt-pct at 
50°C) /, 82-23839 


Seminar on Water Quality in the Tidal 
Potomac River, December 1978, 82- 
28541 


Bennett, John R. 
A two-dimensional lake circulation mod- 
eling system /, 82-25526 


Bennett, Marion Tinsley, 1914- 
The United States Court of Claims : a 
history., 82-16604 


Bennett, Marvin. 
Sea turtles of the world, 82-25542 


Bennett, Ricarda L. 
Handbook of aircraft noise metrics /, 
82-19594 


Bennett, Robert D. 
Tunnel cost-estimating methods /, 82- 
27833 


Bennett, W. D. 
Loss-of-coolant accident simulations in 
the National Research Universal Reac- 
tor /, 82-29424 
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Bennington, K. O. 


Bennington, K. O. 
Thermodynamic properties of synthetic 
acmite (NaFe*@SizO.) /, 82-21774 


Bensch, Randall R. 
Jet transport performance in thunder- 
storm wind shear conditions /, 82- 
14181 


Benson, Eugene W. 
Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


Benson, Helene A. 
Women and private pensions., 


Benson, Lucy Wilson. 
The Antarctic Treaty : 20th anniversary., 
82-11210 


Benson, Norman Gustaf, 1923- 
Effects of post-impoundment shore modi- 
fications on fish populations in Missouri 
River reservoirs /, 82-19447 


Life history requirements of selected fin- 
fish and shellfish in Mississippi sound 
and adjacent areas /, 82-23901 


Benson, Robert Earl, 1931- 

Management consequences of alternative 
harvesting and residue treatment prac- 
tices : lodgepole pine /, 82-22592 

Visual impacts of forest management ac- 
tivities : findings on public preferences 
/, 82-25063 


Volume and weight characteristics of a 
typical Douglas-fir/western larch 
stand, Coram Experimental Forest, 
Montanta /, 82-2802 


Benson, Verel W. 
Irrigation system selection in an energy- 
short economy /, 82-25188 


Bentkover, Judith D. 
Cost benefit/cost effectiveness of medical 
technologies : a case study of orthope- 
dic joint implants /, 82-2585 


Bentler, Peter M. 
Assessing marijuana consequences : se- 
lected questionnaire items /, 82-1882 


Bentley, C. B. (Craig B.) 
Surface-water and ground-water features, 
Clay County, Florida /, 82-28518 


Bentley, Geoffrey K. 
Safety status data collection methodology 
/, 82-26893 


Benz, R. 
Vapor explosion phenomena with respect 
to nuclear reactor safety assessment /, 
82-14780 


Benzie, John W. 
Red pine : an American wood /, 82- 
25035 


82-3746 
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Beranek, F. 
The PWR loss-of-coolant accident analy- 
sis capability of the WRAP-EM system 
/, 82-29466 
User’s guide for the PWR LOCA analy- 
sis capability of the WRAP-EM system 
/, 82-27112 


Berberian, George A. 

MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 18), NOAA Ship 
George B. Kelez, June 1978 /, 82- 
4649, 82-4650, 82-4651, 82-4652, 
82-4653, 82-4654, 82-4655 


MESA New York Bight Project : 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Berg, Gerald, 1928- 
Viruses in waste, renovated, and other 
waters /, 82-23177, 82-23178 


Berg, R. L. 
Field cooling rates of asphalt concrete 
overlays at low temperatures /, 82- 
1467 


Mathematical model to correlate frost 
heave of pavements with laboratory 
predictions /, 82-27889 


Bergantino, R. N. 
Geothermal resources of Montana /, 82- 
9508 


Bergbauforschung. 
PNP, prototype plant for nuclear process 
heat : status preport [i.e. report] at end 
of concept phase, from 1 August 1975 
to 30 November 1976 : market and 
economic analysis study on nuclear 
coal gasification /, 82-9975 


Bergbauforschung GmbH. 
Status report at end of concept phase, 
August 1, 1975-November 30, 1976 /, 
82-16048 


Berge, Dale L. 
Simpson Springs Station : historical ar- 
chaeology in western Utah, 1974-1975 
/, 82-10963 


Bergen, James D. 
An inexpensive photoelectric remote tilt 
meter /, 82-25103 


Berger Associates (Camp Hill, Pa.) 
Anthracite exports, present patterns and 

future prospects /, 82-18342 
Assessment of new sources performance 
standards (NSPS) for anthracite-fired 

industrial boilers /, 82-28030 
The potential for increased use of anthra- 
cite by electric utilities: implications of 
the exemption from the EPA new 
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source performance standards for 
power plants /, 82-18341 


Berger, R. (Robert), 1928- 

Final report on development of the teen- 
age self-test drinking and driving /, 
82-3978 

1980 survey of public perceptions on 
highway safety /, 82-24446 


Berger, Rutherford C. 

Mobile Bay model study. Report 2. Ef- 
fects of enlarged navigation channel on 
tides, currents, salinities, and dye dis- 
persion, Mobile Bay, Alabama : hy- 
draulic model investigation /, 82-9800 


Bergey, Karl H. 
Assessment of new technologies for gen- 
eral aviation aircraft /, 82-11544 


Bergin, John M. 
High solitary waves in water : a refined 
numerical method /, 82-27989 


Berglund, Mary. 
The economic justification for demand 
leveling pricing in the rail industry /, 
82-3897 


Bergman, William H. 
Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 
82-10650 


Bergmann, Joseph A. 
Occupational analysis of the civilian WG- 
6900 warehousing family /, 82-1578 


Bergquist, Wenonah E. 

Bibliography of reports resulting from 
U.S. Geological Survey scientific and 
technical cooperation with other coun- 
tries, 1975 to June 1980, 82-23745 


Berkas, Wayne R. 

Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 


Berkbigler, K. P. 
COPS - a model for estimating local law 
enforcement agent availability /, 82- 
29423 


COPS model estimates of LLEA avail- 
ability near selected reactor sites /, 
82-11943 


Berkeley Planning Associates. 
Evaluation design assesment of work-wel- 
fare projects : phase 1, final report 
(September 30, 1980) /, 82-28377 


Berkowitz, A. 

The effect of motorcycle helmet usage on 
head injuries, and the effect of usage 
laws on helmet wearing rates /, 82- 
16970 





January—December 1982 


Berkshire County Regional Planning 
Commission. 


Final environmental impact statement and 
water quality management plan for the 
Upper Housatonic River /, 82-10183 


Public comments and responses to com- 
ments : an appendix to the water qual- 
ity management plan for the upper 
Housatonic River : final plan/environ- 
mental impact statement /, 82-10184 


Berlad, A. L. 
Combustion of porous solids at reduced 
gravitational conditions /, 82-14178 


Berlinsky, Yoram. 
Transduction with PVF2 in the ocean en- 
vironment /, 82-3256 


Berman, Alex. 
Automated dynamic analytical model im- 
provement /, 82-14218 


Berman, M. (Marshall), 1939- 
Analysis of hydrogen mitigation for de- 
graded core accidents in the Sequoyah 
nuclear power plant /, 82-11988 


Light water reactor safety research pro- 
gram quarterly report April-June 
1979, volume 12 /, 82-22325 

Light water reactor safety research pro- 
gram : quarterly report January-March 
1980 /, 82-6668 


Small break calculations for Westinghou- 
see PWRs with upper head injection /, 
82-4166 


Uncertainty analysis for a PWR loss-of- 
coolant accident : II. alternative core 
damage estimators /, 82-2506 


Bermant, Gordon. 

Protracted civil trials : views from the 
bench and the bar : a report to the 
Subcommittee on Possible Alternatives 
to Jury Trials in Protracted Court 
Cases [i.e. Subcommittee to Examine 
Possible Alternatives to Jury Trials in 
Complex Civil Cases] /, 82-21842 


Berna, Gary A. 
FRAPCON-1, a computer code for the 
steady state analysis of oxide fuel rods 

/, 82-6662 


FRAPCON-2 : a computer code for the 
calculation of steady state thermal-me- 
chanical behavior of oxide fuel rods /, 
82-11996 


FRAPCON-2 developmental assessment 
/, 82-27124 


Bernard, J. C. 
Study of automotive emission control 
technology : emissions from in-use ve- 
hicles /, 82-17104 


Berne, Robert. 
A methodological assessment of educa- 
tion equality and wealth neutrality 
measures /, 82-16263 





Bernero, R. M. (Robert M.) 
Task force report on interim operation of 
Indian Point /, 82-4091 


Bernett, Marianne K. 

Formation of particulate contaminants 
(brown sugar) in miniature bearings /, 
82-1548 

Solvent cleaning effects on minature 
bearing steel surfaces /, 82-3283 


Bernhardt, Audrey. 

Cases decided in the United States Court 
of Claims ... with report of decisions of 
the Supreme Court in Court of Claims 
cases /, 82-666, 82-14074, 82-14075, 
82-23960, 82-26415 


Bernot, Peter T. 
Aerodynamic characteristics of the 
140A/B space shuttle orbiter at Mach 
10.3 /, 82-19564 


Aerodynamic interactions from reaction 
controls for lateral control of the M2- 
F2 lifting-body entry configuration at 
transonic and supersonic mach numbers 
/, 82-19553 


Bernreuter, D. L. 
The effect of regional variation of seismic 
wave attenuation on the strong ground 
motion from earthquakes /, 82-20101 


Empirical analyses of near-source ground 
motion /, 82-2563 


Scaling and estimation of earthquake 
ground motion as a function of the 
earthquake source parameters and dis- 
tance /, 82-2565 


Seismic hazard analysis /, 82-29457 


Seismic hazard analysis : review panel, 
ground motion panel, and feedback re- 
sults /, 82-22327 


Bernstein, A. 
Study to determine why vehicle owners 
respond to or ignore recall notifications 
/, 82-14568 


Bernstein, Gerald. 
Commuter airline forecasts : final report 
/, 82-29126 


Bernstein, Ira B. 
Linear stability of self-similar flow. 1. 
Isothermal cylindrical implosion and 
expansion /, 82-3276 


Bernstein, Samuel. 
Procedure for noise prediction and opti- 
mization of advanced technology pro- 
pellers /, 82-6109 


Bernstein, W. 

Preliminary results from the electron 
beam-plasma experiments in the very 
large vacuum facilities at Plum Brook 
and Johnson Space Center /, 82-4637 
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Bertini, Hugo W. 


Beroza, Morton, 1917- 

Analytical reference standards and sup- 
plemental data for pesticides and other 
organic compounds /, 82-20959 

Manual of analytical quality control for 
pesticides and related compounds in 
human and environmental samples : a 
compendium of systematic procedures 
designed to assist in the prevention and 
control of analytical problems /, 82- 
353 


Berrier, Bobby L. 

Effect of several geometric parameters on 
the static internal performance of three 
nonaxisymmetric nozzle concepts /, 
82-16717 


Investigation of Axisymmetric and non- 
axisymmetric nozzels installed on a 
0.10-scale F-18 protype airplane model 
/, %82-24058 


Static internal performance of single ex- 
pansion-ramp nozzles with thrust vec- 
toring and reversing /, 82-24066 


Berry, Dennis L. 
Nuclear power plant fire protection fire 
detection : (subsystems study task 2) /, 
82-14805 


Berry, Frederick H., 1921- 
Walnut anthracnose /, 82-15353 


Berry, John D. 
Performance testing of a main rotor 
system for a utility helicopter at 1/4 
scale /, 82-28824 


Berry, Joyce. 
Activities of the American public relating 
to animals /, 82-26395 


Knowledge, affection and basic attitudes 
toward animals in American society /, 
82-26396 


Fublic attitudes toward critical wildlife 
and natural habitat issues /, 82-26394 


Berry, L. A. 
Comparisons of analytical and numerical 
calculations of communications prob- 
ability /, 82-18070 


Berry, Richard M. 
Employment patterns of academic scien- 
tists and engineers, 1973-78., 82-24074 


Bersh, Philip. 
Investigation of the strength of associ- 
ation between graphic symbology and 
military information /, 82-4938 


Bertini, Hugo W. 

Effects of energy losses of arbitrary mag- 
nitude on fuel quality, vapor density, 
and bubble diameter in an idealized ex- 
pansion of mixtures of UO2 and Na /, 
82-17167 
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Beschner, George M. 


Beschner, George M. 
Treatment services for drug dependent 
women /, 82-23603 


Beschta, Robert L. 
Seasonal variation of infiltration capaci- 
ties of soils in western Oregon /, 82- 
17486 


Beskid, N. J. 

Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 


Besnier, Niko. 
Tuvaluan lexicon /, 82-12684 


Best, Clayton. 
The effectiveness of head restraints : an 
analysis of Texas data /, 82-26891 


Towards the development of a model 
traffic case management system : defin- 
ing and describing functional compo- 
nents /, 82-29171 


Usage of computerized traffic case man- 
agement systems /, 82-26872 


Beswick, Charles A. 
Recruiting resource and goal allocation 
decision model /, 82-1595 


Bethel, John. 
Surficial deposits along the Cowlitz River 
near Toledo, Lewis County, Washing- 
ton, 82-26294 


Betters, David R. 

Mountain pine beetle, timber manage- 
ment, and timber industry in Colora- 
do’s front range : production and mar- 
keting alternatives /, 82-17501 


Processing potential for insect-infected 
Front Range forests /, 82-22587 


Productivity equations for forest vegeta- 
tion treatment projects in the Colorado 
Front Range /, 82-25083 


Betz, Elisabeth W. 
Subject headings used in the Library of 
Congress Prints and Pnotographs Divi- 
sion /, 82-708 


Bevins, Collin D. 
Forest floor fuel loads, depths and bulks 
densities in four interior Alaskan cover 
types /, 82-15401 


Bevins, Malcolm I. 
Satisfication monitoring for quality con- 
trol in campground management /, 
82-2790 


Beyer, R. P. (Richard P.) 
An algoritim for determining Debye 
temperatures /, 82-5880 
A computer program for calculating ther- 
modynamic properties from spectrosco- 
pic data /, 82-28687 
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Bezant, R. Bryce. 
Sediment yields for selected streams in 
Texas /, 82-10755 


Bezler, P. 
Dynamic analysis of piping using the 
structural overlap method /, 82-12003 
Piping benchmark problems /, 82-29473 


Bharathan, D. (Desikan), 1949- 
An Investigation of the distribution and 
entrainment of the ECC water injected 
into the upper plenum /, 82-29411 


Bhramayana, Potong. 

Kaskaskia River grade-control structure 
and navigation channel, Fayetteville, 
Illinois : hydraulic model investigation 
/, 82-9806 


Bice, Garry R. 
Handbook for implementing improved 
vocational agriculture/agribusiness pro- 
grams in urban areas /, 82-10022 


Bickelhaupt, Roy E. 
High resistivity behavior of hot-side elec- 
trostatic precipitators /, 82-13646 


A technique for predicting fly ash resis- 
tivity /, 82-16167 


Bickwit, L. 
Study of the Nuclear Regulatory Com- 
mission’s appellate system /, 82-4090 


Biddle, A. P. 
Stability and heating of a poloidal diver- 
tor tokamak /, 82-1631 


Bidnenko, L. I. 
Toxicological characteristics of generator 
shale tar and sanitary-hygienic work 
conditions during its use /, 82-9977 


Bieganousky, Wayne A. 
Geophysical survey of cavernous areas, 
Patoka Dam, Indiana /, 82-9811 


Biehl, Franz. 
Simplified damage assessment of nuclear 
power plants subjected to turbine frag- 
ments /, 82-958 


Biehl, LeRoy G. 
Guidelines for the development of a 
swine herd health calendar /, 82- 
12377 


Bielawa, Richard L. 
Development of an oscillating vane con- 
cept as an innovative wind energy con- 
version system /, 82-18322 


Bieniawski, Z. T. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


Bierlein, Lawrence W., 1942- 
Hazardous materials : a guide for state 
and local officials /, 82-24331 


Do not order from index; see indicated entry 





Author Index 


Bierman, S. R. 

Criticality experiments with subcritical 
clusters of 2.35 wt% and 4.31 wt% 
235U enriched UO2 rods in water at a 
water-to-fuel volume ratio of 1.6 /, 
82-2531, 82-11990 


Biersner, Robert J. 
Vitamin C status of submariners /, 82- 
$123 


Big Island RC & D Council. 
Big Island RC&D area plan /, 82-17521 


Biggs, Billy. 
The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 


The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 

Vehicle identification using the acoustic 
sensor : training, sensing concepts, and 
bandwidth /, 82-4940 


Bigsby, Philip R. 

Mineral resource potential of the El Mal- 
pais Instant Study Area and adjacent 
areas, Valencia County, New Mexico, 
82-16472 


Bihrle Applied Research. 
Rotary balance data for a single-engine 
trainer design for an angle-of-attack 
range of 8 to 90/, 82-726 


Bihrle, William. 

Rotary balance data for a typical single- 
engine general aviation design for an 
angle-of-attack range 8 to 90 /, 82- 
11091, 82-11115, 82-14165 


Bilbrey, Joseph H. 
Recovery of copper and associated pre- 
cious metals from electronic scrap /, 
82-5875 


Bild, Elaine, 1949- 
Chemical selection methods : an anno- 
tated bibliography /, 82-3391 


Bilello, Michael A. 
Analysis of the midwinter temperature 
regime and snow occurrence in Ger- 
many /, 82-27854 


Maximum thickness and subsequent 
decay of lake, river, and fast sea ice in 
Canada and Alaska /, 82-27886 


Bilingual/Bicultural Early Childhood 
Development Research Workshop (1976 : 
Washington, D.C.) 

Bilingual/Bicultural Early Childhood De- 
velopment Research Workshop pro- 
ceedings, February 1976 /, 82-3607 


Bill, Frank A. 
Driveshaft alignment indicator /, 82-216 





January—December 1982 


Billedeaux, Dwight. 
The Buffalo of the Flathead /, 82-23165 


Mary Queequeesue’s love story /, 82- 
23162 


Biller, Cleveland J. 
Production and cost of a live skyline 
cable yarder tested in Appalachia /, 
82-4370 


Billfalk, Lennart. 
Breakup of solid ice covers due to rapid 
water level variations /, 82-27918 


Billings, C. E. (Charles E.), 1929- 
Information transfer problems in the avi- 
ation system /, 82-24060 


Billings, Charles E., 1925- 
Index of signs and symptoms of industrial 
diseases /, 82-10660 


Bingham, Barbara J. 
Labor and material requirements for 
commercial office building construc- 
tion., 82-19524 


Bintz, L. J. 
Field evaluation 
meters /, 82-6268 


of miles-per-gallon 


Bio/West, inc. 
Fisheries resource evaluation, 
Creek EIS, 82-23742 


Cache 


Bionetics Corporation. 
Advances in sterilization and decontami- 
nation : a survey /, 82-24025 


Biordi, Joan C. 

Structure study of a CF,Br,.-inhibited 
methane flame : effect of CF.Brzon 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


BioTechnology, inc. 


Biomedical research /, 82-26528 


The Effect of truck size and weight on 
accident experience and traffic oper- 
ations /, 82-24342, 82-29088 

Review of staffing requirements for near- 
term operating license facilities /, 82- 
14951 


Safety aspects of using vehicle hazard 
warning lights /, 82-14361, 82-26746 


Birch & Davis Associates. 
Guide to development of health mainte- 
nance organizations /, 82-28394 


Birch, Thomas W. 
Forest statistics for Ohio, 
4376 


1979 /, 82- 


Birchaven Enterprises. 
Annual report /, 82-10976 


Birchenall, C. Ernest. 
Heat storage in alloy transformations : 
final report /, 82-28029 





Bishop, Joseph M. (Joseph Michael), 1943- 


Birchette-Pierce, Cheryl. 
Physician requirements, 1990, for cardi- 
ology /, 82-1856 


Physician requirements, 1990, for rheu- 
matology /, 82-5754 


Bird, Billie Ruth. 
Isolaton of Chlamydia trachomatis in cell 
culture /, 82-18798 


Bird, John M. 
Stress analysis of a deeply eroded analog 
of the San Andreas Fault, 82-18969, 
82-19126, 82-28601 


Bird, Kenneth J. 

Machine-generated displays of well logs 
and lithology from selected wells on 
the North Slope of Alaska : seven 
wells from the east-central North 
Slope, 82-19154 


Machine generated displays of well logs 
and lithology from selected wells on 
the North Slope of Alaska : 10 wells 
from the western part of the national 
Petroleum Reserve in Alaska (NPRA), 
82-19150 


Machine-generated displays of well logs 
and lithology from selected wells on 
the North Slope of Alaska : 11 wells 
from the northeastern part of the Na- 
tional Petroleum Reserve in Alaska 
(NPRA), 82-19152 


Machine-generated displays of well logs 
and lithology from selected wells on 
the North Slope of Alaska : 15 wells 
from the southern part of the national 
petroleum reserve in Alaska (NPRA), 
82-19153 


Machine-generated displays of well logs 
and lithology from selected wells on 
the North Slope of Alaska : 26 wells 
from the northern part of the National 
Peiroleum Reserve in Alaska (NPRA), 
82-19151 


Rock-unit reports of 228 wells drilled on 
the North Slope, Alaska, 82-28678 


Bird, R. E. (Richard E.) 
Atmospheric effects on solar cell calibra- 
tion and evaluation /, 82-13339 


Terrestrial solar spectra, solar simulation, 
and solar cell efficiency measurement / 
82-13342 


Bird, Tom. 
A guide for delinquency prevention pro- 
grams based in school activities : a 
working paper /, 82-14050 


Biringen, Sedat 
Calculation of two-dimensional inlet flow 
fields 5) an implicit method including 
viscous <ffects - program documenta- 
tion and test case /, 82-14214 


Calculation of two-dimensional inlet flow 
fields by an implicit method including 
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viscous effects : User’s manual /, 82- 
16706 


Calculation of two-dimensional inlet flow 
fields in a supersonic free stream : pro- 
gram documentation and test cases /, 
82-14188 


Calculation of two-dimensional inlet flow 
fields in a supersonic free strem by an 
implicit marching code with nonortho- 
gonal mesh generation : user’s manual 
/, ~ 82-14189 


Laminar flow transition : 
simulation /, 82-21877 


Birkemeier, William A. (William Allen), 
1951- 
The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


A User’s guide to CERC’s Field Re- 
search Facility /, 82-27922 


Birkenstein, Lillian R. 
Native names of Mexican birds : cross- 
referenced English/ Spanish/scientific 
/, 82-19469 


Birkmyer, James. 
Rapid transit subways : guidelines for en- 
gineering new installations for reduced 
maintenance /, 82-11593 


a large-eddy 


Rapid transit subways : maintenance and 
engineering report /, 82-11592 

Rapid transit subways 
guidelines /, 82-14511 


Birnbaum, Howard. 
A natural profile of catastrophic illness., 
82-13871 


maintenance 


Biscoe, Eleanor. 

Summary proceedings of a symposium on 
educating librarians and information 
scientists to provide information and li- 
brary services to blind and physically 
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plasia of the head and neck. Diagnosis, 
treatment., 82-8265 

ICRDB cancergram. Series CT12, Sarco- 
mas and related tumors. Diagnosis, 
treatment., 82-8266 

ICRDB cancergram. Series CT13, Clini- 
cal evaluation and treatment of multi- 
ple myeloma and other gammopathies., 
82-8267 

ICRDB_ cancergram. Series CT14, 
Cancer detection and management. Di- 
agnostic radiology., 82-8268 

ICRDB cancergram. Series CT15, Clini- 
cal treatment of cancer. Radiation ther- 
apy., 82-8269 

ICRDB_ cancergram. Series CTI16, 
Genito-urinary cancers. Diagnosis, 
treatment., 82-8270 

ICRDB cancergram. Series CT17, Gyne- 
cologic tumors. Diagnosis, treatment., 
82-8271 

ICRDB cancergram. Series CT18, CNS 
malignancies. Diagnosis, treatment, 
82-8272 
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ICRDB cancergram. Series CT19, Upper 
gastrointestinal tumors. Diagnosis, 
treatment., 82-8273 


ICRDB cancergram. Series CT20, Reha- 
bilitation and supportive care., 82- 
8274 


ICRDB cancergram. Series CT21, Endo- 
crine tumors. Diagnosis, treatment, 
pathophysiology., 82-8275 

ICRDB cancergram. Series CT22, Mela- 
noma and other skin cancer. Diagnosis, 
treatment., 82-8276 


Selected abstracts on chemotherapy of 
acute leukemia with anthracycline anti- 
biotics /, 82-13803 

Selected abstracts on ectopic hormones 
and enzymes /, 82-5733 

Selected abstracts on hyperthermia as a 
modality for cancer therapy /, 82- 
13802 

Selected abstracts on treatment of pros- 
tatic cancer /, 82-28411 


Cancer Information Dissemination and 

Analysis Center for Virology, 

Immunology, and Biology. 

ICRDB cancergram. Series CBO1, Onco- 
fetal proteins., 82-8212 

ICRDB cancergram. Series CBO3, Im- 
munobiology and cancer. The major 
histocompatibility complex., 82-8213 

ICRDB cancergram. Series CB04, Virus 
studies in humans and other primates., 
82-8214 

ICRDB cancergram. Series CBO5, Im- 
munobiology and cancer. Tumor-asso- 
ciated antigens., 82-8215 

ICRDB cancergram. Series CB06, Struc- 
tural and functional aspects of cell 
membranes., 82-8216 

ICRDB cancergram. Series CBO7, Hor- 
mones in cancer-related biology. Ster- 
oid hormones., 82-8217 

ICRDB cancergram. Series CBO08, Im- 
munobiology and cancer. Antibodies 
and humoral immunity., 82-8218 

ICRDB cancergram. Series CBO9, Cell 
biology. Cell kinetics., 82-8219 

ICRDB cancergram. Series CB11, DNA 
tumor viruses in non-primate systems., 
82-8220 

ICRDB cancergram. Series CB12, Cell 
biology. Cytogenetics., 82-8221 

ICRDB cancergram. Series CB13, Viral 
immunology., 82-8222 

ICRDB cancergram. Series CB14, Mo- 
lecular biology. Cyclic nucleotides., 
82-8223 

ICRDB cancergram. Series CB15, Im- 
munobiology and cancer. Functional 
aspects of cellular immunity., 82-8224 





ICRDB cancergram. Series CB16, Cell 
biology. Growth regulation, differenti- 
ation., 82-8225 


ICRDB cancergram. Series CB17, Im- 
munobiology and cancer. Identification 
and characterization of immune cells., 
82-8226 


ICRDB cancergram. Series CB19, Anti- 
tumor and antiviral agents. Mechanisms 
of action., 82-8227 


ICRDB cancergram. Series CB20, Anti- 
tumor and antiviral agents. Experimen- 
tal therapeutics, toxicology, pharmacol- 
ogy., 82-8228 

ICRDB cancergram. Series CB21, Cytol- 
ogy. Techniques, applications., 82- 
8229 


ICRDB cancergram. Series CB22, RNA 
viruses associated with cancer. Cell bi- 
ology and animal studies., 82-8230 


ICRDB cancergram. Series CB23, RNA 
viruses associated with cancer. Molecu- 
lar biology., 82-8231 


ICRDB cancergram. Series CB24, Hor- 
mones in cancer-related biology. Non- 
steroid hormones., 82-8232 


ICRDB cancergram. Series CB25, Mo- 
lecular biology. DNA., 82-8233 


ICRDB cancergram. Series CB26, Mo- 
lecular biology. RNA., 82-8234 


ICRDB cancergram. Series CB27, Mo- 
lecular biology. Proteins, polypeptides, 
amino acids., 82-8235 


Cancer Information Dissemination and 
Analysis Center on Virology, Immunology, 
and Biology. 

Selected abstracts on chalones /, 
26081 


Selected abstracts on fibronectin and re- 
lated transformation-sensitive cell sur- 
face proteins /, 82-5731 


Selected abstracts on genetic control of 
the immune response., 82-10586 


Selected abstracts on glycosphingolipids., 
82-13796 


Selected abstracts on integrated viral gen- 
omes., 82-10585 


Selected abstracts on interferon : induc- 
tion, production and physicochemical 
properties /, 82-13797 

Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 

Selected abstracts on murine mammary 
tumor viruses., 82-10584 

Selected abstracts on studies with virus 


and cell mutants in tumor virology., 
82-10582 


Selected abstracts on transfer factor and 
immune RNA /, 82-5730 
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Canyon Research Group. 


Cancer Information Dissemination and 
Analysis on Virology, Immunology, and 
Biology. 

Selected abstracts on receptor and bind- 
ing proteins., 82-10583 


Candlelighters Foundation. 
Young people with cancer : 
for parents /, 82-18755 


Cannell, Glen H., 1919- 

Factors influencing water and particle 
movement into drains : five independ- 
ent studies of drain clogging conducted 
as part of Western Regional Research 
Project W-51 /, 82-15616 


Cannon, Collins P. 

Qualification test results on 1550C and 
2200C 1/16-inch o.d. fuel centerline 
thermocouples for the LOFT program 
/, 82-14882 


a handbook 


Cannon, Joseph F. 
Emergency medical technician perform- 
ance evaluation /, 82-13868 


Cannon, William F. 
Mineral-resource assessment of the Iron 
River 1°x 2° quadrangle, Michigan and 
Wisconsin, 82-28676 


Mineral resources of the Rainbow Lake 
Wilderness Area and the Flynn Wilder- 
ness Study Area, Bayfield County, 
Wisconsin /, 82-26227 


The potential for diamond-bearing kim- 
berlite in northern Michigan and Wis- 
consin /, 82-1914 


Cano, Gilbert L. 
Visual investigation of reactor fuels re- 
sponse to simulated LOF heating con- 
ditions, first series /, 82-17204 


Cantrell, B. H. 
Angle-of-arrival estimation error for ship- 
board monopulse radars /, 82-1537 


Preliminary results of radar environmen- 
tal mapping /, 82-18261 


Preliminary study of rejecting targetlike 
interference in radar /, 82-18262 


Cantrell, Mark W. 
WATEQ3, a geochemical model with 
uranium added, 82-19170 


Cantrell, Robert T. 
Comprehensive standards : 
generation case., 82-13560 


the power 


Cantwell, Charles R. 
Automotive maintenance data base for 
model years 1976-1979 /, 82-26928 


State PMVI program evaluation /, 82- 
11650 


Canyon Research Group. 
Aircrew training devices : instructional 
support features /, 82-9919 
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Canyon Research Group. 


A requirements analysis document for 
transit vehicle wheelchair lift devices / 
82-14506 


Canzoneri, Matthew B. 
Exchange intervention policy in a multi- 
ple country world /, 82-28215 


The information content of the interest 
rate and optimal monetary policy /, 
82-28221 


Cape Cod Planning and Economic 

Development Commission. 

Draft environmental impact statement 
and proposed 208 water quality man- 
agement plan for Cape Cod /, 82- 
13661 


Environmental impact statement and 208 
water quality management plan for 
Cape Cod /, 82-13659 


Capex Corporation. 
Optimizer III, detector : user guide., 
5672 


82- 


Capital Systems Group, inc. 
Federal environmental data : a directory 
of selected sources /, 82-16743 


NIH rodents : 1980 catalogue : strains 
and stocks of laboratory rodents pro- 
vided by the NIH genetic resource /, 
82-1829 


Small business awards : completed proj- 
ects from phase I of the first small busi- 
ness solicitation (awarded in October 
1977) /, 82-28900 


Capitol Services, inc. 


Congressional record review /, 82-8765 


Capone, Francis J. 

Investigation of Axisymmetric and non- 
axisymmetric nozzels installed on a 
0.10-scale F-18 protype airplane model 
/, %82-24058 


Capone, Stephen V. 

Guidance to state and local agencies in 
preparing regulations to control vola- 
tile organic compounds from ten sta- 
tionary source categories /, 82-16181 


Cappel, Klaus. 
Truck design optimization project : phase 
II : introductory report /, 82-14389 


Capps, Jack L., 1926- 
The William Faulkner collection at West 
Point and the Faulkner concordances / 
82-9840 


Cappuccilli, Edmund D. 

Summary of trade and tariff information : 
benzenoid cyclic intermediates-com- 
modity chemicals TSUS items 401.26, 
401.74(pt.), 402.12-.20,  402.36(pt.), 
404.16 404.20, 404.60, 406.72, and 
406.81. /, 82-28731 
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Capron, William R. 

Evaluation of microwave landing system 
(MLS) effect on the delivery perform- 
ance of a fixed-path metering and spac- 
ing system /, 82-16730 


Caraveo, Carlos F. 

An archeological sample survey in the 
Cache Creek-Little Granite Creek area 
of the Bridger-Teton National Forest, 
Western, Wyoming, 82-23740 


Carbiener, Wayne A. 

Steam-water mixing amd system hydro- 
dynamics program, task 4 : quaterly 
progress report October 1, 1977 - De- 
cember 31, 1977 /, 82-14730 


Carbon Dioxide and Climate Research 
Program Conference (1980 : Washington, 
D.C.) 

Proceedings of the Carbon Dioxide and 
Climate Research Program Conference, 
Washington, DC, April 24-25, 1980 /, 
82-28017 


Card, J. J. 
Subgroup differences in military-related 
perceptions and attitutes : implications 
for ROTC recruitment /, 82-9778 


Card, James C. 

Report to, the president on an evaluation 
of devices and techniques to improve 
maneuvering and stopping abilities of 
large tank vessels /, 82-6477 


Cardellichio, Peter A. 
Modal traffic impacts of waterway user 
charges /, 82-14326 


Carden, Huey D. 
Evaluation of emergency-locator-trans- 
mitter performance in real and simulat- 
ed crash tests /, 82-19574 


Vibration characteristics of walls and a 
plate glass window representative of 
those of a wood-frame house /, 82- 
11128 


Carder, Kendall L. 
Oceanic lidar /, 82-2093 


Cardon, S. Z. 
Physical foundations for socio-economic 
modeling for transportation planning /, 

82-14327 


Carew, John F. 
Spatial weighting of Doppler reactivity 
feedback /, 82-22321 


Carey, Andrew B. 
Cavities in trees around spring seeps in 
the maple-beech-birch forest type /, 
82-2788 


Carlin, James F, 
Indium : a chapter from Mineral facts 
and problems, 1980 edition., 82-19270 
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Carlin, John. 
Fuel choice for heating new single-family 
homes /, 82-25677 
A qualitative assessment of the impact of 


energy demand-management programs 
/, 82-28049 


Carlisle, G. R. 
Optimal weight to market slaughter hogs 
/, 82-12386, 82-27361 


Carlock, Gaylord W. 
Fly-by-wire versus dual mechanical con- 
trols for the advanced scout helicopter 
: quantitative comparison /, 82-1494 


Carlson, Clarence A. 
Evaluation of four instream flow method- 
ologies used on the Yampa and White 
Rivers, Colorado /, 82-1993 


Carlson, Clinton E. 
Indexing western spruce budworm activi- 
ty through radial increment analysis /, 
82-27393 


Carlson, David D. 
Reactor safety study methodology appli- 
cations program /, 82-24743 


Carlson, Elaine. 
Potomac River basin : an annotated bib- 
liography /, 82-4248 


Carlson, G. A. 
Refractory metals for ultrasonic thermo- 
metry application /, 82-11905 


An Ultrasonic thermometry system for 
measuring very high temperatures in 
- reactor safety experiments /, 82-2526 


Carlson, George H. 

Small-stream flood investigations in Min- 
nesota, October 1958 to September 
1977 : with floods from selected larger 
drainage areas /, 82-10809 


Carlson, Harry W. 

A computer program for wing subsonic 
aerodynamic performance estimates in- 
cluding attainable thrust and vortex lift 
effects /, 82-21876 


Estimation of attainable leading-edge 
thrust for wings at subsonic and super- 
sonic speeds, 82-11132 


Supersonic wings with significant lead- 
ing-edge thrust at cruise /, 82-26541 


Carlson, John R. 

Effects of installation of F101 DFE ex- 
haust nozzles on the afterbody-nozzle 
characteristics of the F-14 airplane /, 
82-28823 


Carlson, K. W. 

The effect of crack length and side 
grooves on the ductile fracture tough- 
ness properties of ASTM A533 steel /, 
82-17216 
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Carlson, Kenneth. 
Mandatory sentencing : the experience of 
two states /, 82-26410 


Carlson, Lloyd E. 

Safety assessment of Denver Type I and 
Standard Type II Barricades via full 
scale tests : executive summary /, 82- 
6309 


Safety compliance test for FMVSS 301- 
75, and accident investigation division 
data /, 82-6529 


Safety compliance test program FMVSS 
212, 219, 301-75, NCAP, accident in- 
vestigation division data /, 82-6264 


Carlson, Mary. 
Intrastate and interstate supply markets 
under the Natural Gas Policy Act /, 
82-25670 


Carlson, Paul R. (Paul Roland), 1933- 
Seafloor geologic hazards, sedimento- 
logy, and bathymetry : Navarin Basin 
province, northwestern Bering Sea, 
82-23780 


Carlson, William L. 
Empirical crash injury modeling and ve- 
hicle-size mix /, 82-14575 


Carmean, Willard H. 
Revised site index curves for balsam fir 
and white spruce in the Lake States /, 
82-17476 


Carnahan, T. G. (Thomas G.) 
Effects of sodium chloride leach solution 
additive on simulated in situ leaching 
of a chalcopyrite ore /, 82-23823 
Effects of temperature on simulated in 


situ leaching of a chalcopyrite ore /, 
82-23832 


Carnegie Corporation of New York. 
Newspaper cataloging manual 
19543 


/, 82- 


Carney, Richard D. 
An empirical analysis of the structure of 
U.S. manufacturing trade, 1964-1976 /, 
82-26466 


Carney, T. 
District heating : air quality consider- 
ations and the Clean Air Act /, 82- 

16027 


Carney, William. 
A citizens’ guide to maintaining neighbor- 
hood places., 82-10967 


Caro, Paul W. 
Aircrew training devices : 
82-3330 


utilization /, 


Caron, Norman A, 
Response time analysis : synopsis /, 
14062 


82- 





Carothers, William. 
The cypress looper /, 82-15490 


Carpenter, Eugene M. 
Wood fuel potential from harvested areas 
in the eastern United States /, 82-2800 


Carpenter, G. F. 
Dynamic behavior and residual stresses in 
railroad wheels /, 82-16886 


Carpenter, George B. 

Potential geologic hazards and con- 
straints for blocks in proposed south 
Atlantic OCS oil and gas lease sale 56, 
82-19001 


Carpenter, James H. 
Reaction products from the chlorination 
of seawater /, 82-18407 


Carpenter, Janice M., 1953- 
Experiment data for LOFT nuclear small 
break experiment L3-6 and severe core 
transient experiment L8-1 /, 82-14959 


Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 


Experiment data report for LOFT antici- 
pated transient experiment L6-7 and 
anticipated transient with multiple fail- 
ures experiment L9-2 /, 82-22336 


Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 


Experiment data report for LOFT inter- 
mediate break experiment L5-1 and 
severe core transient experiment L8-2 / 
, 82-24774 


Experiment data report for LOFT nucle- 
ar small break experiment L3-5/L3-5A 
/, 82-6672 


Experiment data report for LOFT nucle- 
ar small break experiment L3-7 /, 82- 
2534 


Carper, Robert L. 

Main fort and ravelin, Fort Washington, 
Maryland National Capital Parks- 
East, National Capital Region /, 82- 
23892 


Carr, Gordon L, 
Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Carr, Jerry E. 

Geohydrology of the Keechi, Mount 
Sylvan, Oakwood, and Palestine salt 
domes in the northeast Texas salt-dome 
basin, 82-13982 

A preliminary appraisal of the Garber- 
Wellington aquifer, southern Logan 
and northern Oklahoma Counties, 
Oklahoma /, 82-10735 


Water-quality data for aquifers, streams, 
and lakes in the vicinity of Keechi, 


Do not order from index; see indicated entry 





Carson, George T. 


Mount Sylvan, Oakwood, and Palestine 
salt domes, northeast Texas salt-dome 
basin, 82-13981 


Carr, Mark R. 
Hydrologic setting of wetlands in the 
Cottonwood Lake area, Stutsman 
County, North Dakota /, 82-1935 


Carr, Michael D. 

Tectonic framework of the Mojave and 
Sonoran deserts, California and Arizo- 
na : abstracts from a conference held 
by the U.S. Geological Survey in 
Menlo Park, California, November 4-6, 
1980, 82-28576 


Carr, R. W. (Richard W.) 
Vehicle integration and evaluation of ad- 
vanced restraint systems /, 82-11642, 
82-24447 


Carr, Wilfred James, 1926- 
Southern Great Basin seismological data 
report for 1980 and preliminary data 
analysis, 82-28616 


Carrales, Manuel. 
Production decline of U.S. surveillance 
oil fields /, 82-25676 


Carrier, George F. 
Analytic studies on satellite detection of 
severe, two-cell tornadoes /, 82-11097 


Carroll, Allen. 


Our nation’s lakes /, 82-345 


Carroll, Carol Lederhaus. 
Annual mileage comparisons and accident 
injury rates by make, model /, 82- 
22170 


Carroll, David M. 
Stress triggered tree diseases : 
backs and declines., 82-9106 


the die- 


Carroll, John M. 
Historical financial data : 
mobile manufacturers /, 


domestic auto- 
82-29188 


Carroll, Orville W. 

Historic structure report : Ironmaster’s 
House, historical and architectural data 
and a history of ownership, Saugus 
Iron Works National Historic Site, 
Massachusetts /, 82-16577 


Carroll, S. E. (Susan E.) 
Fracture deformation of the Higganum 
Dike, south-central Connecticut /, 82- 
29578 


Carson, George T. 
Transonic aerodynamics characteristics of 
a supersonic cruise aircraft research 
model with the engines suspended 
above the wing /, 82-21859 
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Carson, R. L. 


Carson, R. L. 
Water-resources data collected in the 
Devil’s Hole area, Nye County, 
Nevada, 1977-1978 :, 82-18936 


Carson, Stuart B. 

Feasibility of computer applications to 
mission-oriented training in the aircraft 
armament systems specialist career field 
/, 82-9915 


Carson, Thomas M. 
A closed-form solution for noise contours 
/, 82-11125 


Carson, Winfield S. 
Soil survey of Rabun and Towns Coun- 
ties, Georgia., 82-62 


Carstea, D. D. 
Evaluation of lime precipitation for treat- 
ing boiler tube cleaning wastes /, 82- 
13641 


Cart, E. N. 
Alternative energy sources for non-high- 
way transportation /, 82-16019, 82- 

23050 


Carta, F, O. (Franklin O.) 
A comparison of the pitching and plung- 
ing response of an oscillating airfoil /, 
82-16682 


Carte, George W. 
Tsunami hazard and community prepar- 
edness in Alaska / George W. Carte., 
82-27677 


Carter, Constance. 
Mariculture /, 82-28801 


Medicinal plants /, 82-28798 


Carter, E. A. (Eugene A.) 
A guide to world insolation data and 
monitoring networks : final report /, 
82-13358 


Carter, Fairie Lyn. 
Resistance of COM-PLY lumber to sub- 
terranean termites /, 82-27398 


Carter-Goble-Roberts, Inc. 
Joint HEW-UMTA evaluation of elderly 
and handicapped transportation serv- 
ices in Region IV /, 82-24319 


Carter, Jimmy, 1924- 

Action with respect to Iran : message 
from the president of the United States 
transmitting a report on actions he has 
taken or proposes to take with respect 
to Iran, pursuant to section 204(b) of 
the International Emergency Economic 
Powers Act., 82-17031 


Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
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States and Indonesia concerning peace- 
ful uses of nuclear energy with accom- 
panying agreed minute, pursuant to 
section 123d, of the Atomic Energy 
Act of 1954 as amended., 82-14595 


Allocation of windfal! profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 ; 


Apportionment of representatives : mes- 
sage from the president of the United 
States transmitting a report from the 
Bureau of the Census showing the pop- 
ulation of each state and the District of 
Columbia as ascertained by the 1980 
census, and the apportionment of rep- 
resentatives to each state, pursuant to 2 
USC 2a(a)., 82-17030 


Budget amendment communication 
from the president of the United States 
transmitting a request for appropri- 
ations for fiscal year 1981 for Italian 
earthquake relief., 82-19949, 82- 
24501 


Budget amendments communication 
from the president of the United States 
transmitting various budget amend- 
ments for fiscal year 1981., 82-22197, 
82-29211, 82-29212 


Central American and Caribbean security 
assistance : message from the president 
of the United States transmitting a 
draft of proposed legislation to amend 
the Foreign Assistance Act of 1961 to 
authorize assistance in support of 
peaceful and democratic processes of 
development in Central America, with 
special attention to reestablishing con- 
ditions of stability and growth in the 
Nicaraguan economy and to provide 
additional economic support for other 
countries in Central America and the 
Caribbean, and for other purposes., 
82-22192 


Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the 
emergency building temperature re- 
strictions originally imposed July 16, 
1979 pursuant to section 201(b) of the 
Energy Policy and Conservation Act 
of 1975., 82-11779 


Deferrals : message from the president of 
the United States transmitting notice of 
22 deferrals of budget authority for 
fiscal year 1981, pursuant to section 
1013(a) of Public Law 93-344., 82- 
22194, 82-22199, 82-24499 


Environment : message from the Presi- 
dent of the United States transmitting a 
review of his administration’s programs 
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for the protection of the environment., 
82-24490 


Export of special nuclear material and 
components to India : message from 
the president of the United States 
transmitting an executive order author- 
izing the export of low-enriched urani- 
um and of replacement parts for use at 
the Tarapur Atomic Power Station in 
India, pursuant to section 126b.(2) of 
the Atomic Energy Act of 1954, as 
amended., 82-29209 


Fiscal year 1979 arms control impact 
statements : statements submitted to the 
Congress by the president pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 82-20323 


Import relief on canned mushrooms : 
communication from the president of 
the United States transmitting a report 
on his decision to provide import relief 
on canned mushrooms which differs 
from that recommended by the U.S. 
International Trade Commission, pur- 
suant to section 203(b) (1) of the Trade 
Act of 1974., 82-22195 


Local government fiscal assistance 
amendments of 1980 : message from 
the president of the United States 
transmitting a draft of proposed legisla- 
tion to authorize an extension and 
amendment of the revenue sharing pro- 
gram to provide general purpose fiscal 
assistance to local governments, and 
for other purposes., 82-14591 


National security goals : 
1980 /, 82-6204 


Progress in Cyprus negotations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem pursuant to section 620(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-14604, 82-22198 


Proposed amendment to fiscal year 1981 
request for appropriations for the fiscal 
year 1981 in the amount of 
$113,800,000 for the Department of 
Housing and Urban Development., 
82-22201 


Proposed amendment to the request for 
appropriations for fiscal year 1981 : 
communication from the president of 
the United States transmitting a pro- 
posed amendment to the request for ap- 
propriations for the fiscal year 1981 in 
the amount $147,500,000 for the De- 
partment of Housing and Urban Devel- 
opment., 82-22202 


Restrictions on agricultural commodity 
exports of the U.S.S.R. : communica- 
tion from the president of the United 
States transmitting a report on restric- 
tions he has imposed on agricultural 
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commodity exports to the U.S.S.R. in 
response to the Soviet invasion of Af- 
ghanistan, pursuant to sections 6(e) and 
7(g) of the Export Administration Act 
of 1979., 82-22193 


Soviet invasion of Afghanistan : January 
4, 1980 /, 82-6203 


Supplemental appropriation language : 
communication from the president of 
the United States transmitting proposed 
supplemental appropriations language 
for fiscal year 1980 for the Merit Sys- 
tems Protection Board., 82-19946 


Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amend- 
ments for fiscal year 1981., 82-14602, 
82-19944 


Territorial policy : message from the 
president of the United States transmit- 
ting proposals for a comprephensive 
federal territorial policy toward Guam, 
the United States Virgin Islands, 
American Samoa, and the Northern 
Mariana Islands., 82-14590 


United States-Columbia agreement on 
civil uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement for cooperation between the 
United States of America and the gov- 
ernment of the Republic of Columbia 
concerning civil uses of nuclear 
energy, pursuant to section 123d. of the 
Atomic Energy Act of 1954, as amend- 
ed., 82-24576 


Veto of H.R. 5036 : message from the 
president of the United States vetoing 
H.R. 5036, an act to require the secre- 
tary of the interior to convey a parcel 
of land located in Colorado to the Ute 
Mountain Ute Tribe and to pay an 
amount to such tribe for economic de- 
velopment., 82-24498 


Carter, Lyle M. 
Influence of field-applied chemical addi- 
tive on dust levels in cotton /, 82- 
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Assessing marijuana consequences : se- 
lected questionnaire items /, 82-1882 


Hubbard, D. S. 
Predicting field performance of slash pine 
families from inoculated greenhouse 
seedlings /, 82-17471 


Hubbard, Harvey H. 

Acoustic facilities for human factors re- 
search at NASA Langley Research 
Center : description and operational 
facilities /, 82-14161 


Hubbs-Sea World Research Institute. 
An Evaluation of tagging, marking, and 
tattooing techniques for small delphin- 
ids /, 82-27674 


Huber, Harriet R. 
Studies of marine mammals at the Faral- 
lon Islands, California, 1978-1979 /, 
82-20049 


Huber, Kristina R. 
Alcohol/safety public information materi- 
als catalog /, 82-16955 


Alcohol/safety public information materi- 
als catalog : number 5 /, 82-24435 


Occupant protection/speed limit public 
information materails [sic] catalog no. 2 
/, 82-6523 


Occupant protection/speed limit public 
information materials catalog : number 
3/, 82-29174 


Huber, Paul W. (Paul William), 1920- 
Considerations in small-scale modeling of 
pool swell in BWR containments /, 
82-29419 


Criteria for self-ignition of supersonic hy- 
drogen-air mixtures /, 82-28844 


Rationale for a perturbation method for 
analyzing fluid-structure interactions in 
BWR pressure-suppression containment 
systems /, 82-29432 


Hubert, Lester F. 
Computer tracking of temperature-select- 
ed cloud patterns /, 82-9499 





Hugh L. Dryden Flight Research Center. 


Huck, Friedrich O. 
Aliased noise in radiometric meas- 
urements /, 82-2105 


HUD USER (U:S.) 
Compendium of research reports., 
5778 


HUD research thesaurus /, 82-8363 
Recent research results /, 82-8365 


Hudgins, Wayne A. 
Life and design considerations of helicop- 
ter transmission components after loss 
of lubricant /, 82-1493 


Hudson, Bettie L. 
Basic data on visits to family planning 
services sites, United States, 1980 /, 
82-23552 


Visits to family planning service sites, 
United States, 1978 /, 82-18774 


Hudson, Frank P. 
Calculation of atmospheric composition 
in the high latitude September strato- 
sphere /, 82-18209 


Stratospheric composition balloon-borne 
experiment 23-26 September 1975 /, 
82-13179 


Hudson, G. (Glenn) 

Performance testing of personnel dosi- 
metry services : final report of a two- 
year pilot study October 1977 - Sep- 
tember 1979 /, 82-29410 


Performance testing of personnel dosi- 
metry services : procedures manual /, 
82-27099 


Performance testing of personnel dosi- 
metry services: supplementary report 
of a two-year pilot study, October 
1977-December 1979 /, 82-29431 


Performance testing of personnel dosi- 
metry services, alternatives and recom- 
mendations for a personnel dosimetry 
testing program /, 82-983 


Hudson, J. D. (Jim Dee), 1933- 

A compilation of hydrologic data before 
and during highway construction in 
parts of Tijeras Canyon, New Mexico, 
1972-1977 /, 82-13967, 82-13974 


Water-table map of the San Jose well 
field and vicinity, Albuquerque, New 
Mexico, spring 1981 /, 82-26313 


Hudson, J. L. 
Kinetics of sulfur dioxide oxidation in 
aqueous solution /, 82-10138 


Hudson, James F. 1950- 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Florida case study 
(draft) /, 82-11845 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : summary of EPA SIP 
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and enforcement procedures (draft) /, 
82-17123 


An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : summary report /, 
82-11848 


Hudson, Paul A. 
WR 10 millimeter wave microcalorimeter 
/, %82-15705 


Huebel, John G. 

Material accounting as required by the 
United States Nuclear Regulatory 
Commission : capabilities and vulnera- 
bilities /, 82-964 


Huebner, J. S. 
Combined X-ray wavelength and energy- 
dispersive analysis to increase micro- 
probe efficiency, 82-19156 


MINCON, a BASIC program to control 
temperature and oxygen fugacity in 
furnaces, 82-21716 


Huerfano County Board of County 
Commissioners (Colo.) 
Flood plain information : Cucharas River 
& tributaries, Walsenburg, Colorado /, 
82-5051 


Huff, Linda L. 
A cost index format for BATEA achieve- 
ment by the iron and steel industry /, 
82-13549 


Huffman, A. C, 

Lithologic descriptions, core and cutting 
samples, Mariano Lake-Lake Valley 
Drilling Project, McKinley County, 
New Mexico, hole number 3, 82- 
16497, 82-16498 


Lithologic descriptions of cutting sam- 
ples, Mariano Lake-Lake Valley Drill- 
ing Project, McKinley County, New 
Mexico, holes 9 and 10, 82-16496 


Petrography of the Nanushuk Group and 
Torok Formation, 82-19174 


Huffman, G. C. 
Ground-water data for Michigan 1978 /, 
82-10828 


Ground-water data for Michigan 1979 /, 
82-26258 


Hug, Gordon L. 
Optical spectra of nonmetallic inorganic 
transient species in aqueous solution /, 
82-12810 


Hugh L. Dryden Flight Research Center. 
Comparison of three thrust calculation 
methods using in-flight thrust data /, 
82-11078 


An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 
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Hugh L. Dryden 

Elastic constants for superplastically 
formed/diffusion bonded corrugated 
sandwich core /, 82-11138 


Evaluation of a simplified gross thrust 
calculation technique using two proto- 
type F100 turbofan engines in an alti- 
tude facility /, 82-16722 

Landing approach airfram2 noise mea- 
surement and analysis /, 82-11147 


Performance evaluation method for dis- 
similar aircraft designs /, 82-11165 


Programmer’s manual for MMLE3, a 
general FORTRAN program for maxi- 
mum likelihood parameter estimation /, 
82-28870 


Similitude requirements and scaling rela- 
tionships as applied to model testing /, 
82-11127 


The theory and practice of estimating the 
accuracy of dynamic flight-determined 
coefficients, 82-11167 


Hugh L. Hugh L. Dryden Flight Research 
Center. 
Precision controllability of the FY-17 air- 
plane /, 82-6159 


Hughes Aircraft Company. Ground Systems 

Group. 

High resolution, high brightness color 
television projector : analysis, investi- 
gations, design, performance of baseline 
projector /, 82-257 


Hughes, Barbara L. 

National Commission on Air Quality 
Twin Cities/St. Cloud regional study : 
the state implementation plan process / 
, 82-20031 


Hughes, Donald L., (Donald Lee), 1926- 
Comparison of three thrust calculation 
methods using in-flight thrust data /, 
82-11078 


Hughes, G. H. (Gilbert H.) 
Hydrologic considerations in dewatering 
and refilling Lake Carlton, Orange and 
Lake Counties, Florida /, 82-10718 


Hughes, Harold E, 
Soil survey of Greene and Lawrence 
Counties, Missouri /, 82-17530 


Hughes Helicopters (Firm) 
Wind tunnel tests of large and small scale 
rotor hubs and pylons /, 82-13187 


Hughes, P. J. 
Evaluation of thermal storage concepts 
for solar cooling applications : a sub- 
contract report /, 82-13357 


Hughes, Roger. 
Field inventory of mineral resources, 
Blackfeet Indian Reservation, Montana 

/, 82-13997 
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Flight Research Center. 


Hughes, Ronald G., 1945- 

Advanced training features, bridging the 
gap between in-flight and simulator- 
based models of flight training /, 82- 
288 


Application of flight simulator record/ 
playback feature /, 82-1593 


Hughes, Steven E. 

Changes in relative abundance and size 
composition of sablefish in the coastal 
waters of southeast Alaska, 1978-80 /, 
82-17958 


Hui, Bertram. 
Theory of electron cyclotron resonance 
heating of tokamak plasmas /, 82- 
9880 


Theory of second harmonic electron cy- 
clotron resonance heating of tokamak 
plasma /, 82-9883 


Huiatt, J. L. 
Development of a continuous flotation 
process for removal of insoluble slimes 
from potash ore /, 82-21751 


Huish, Melvin T. 

Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 
82-5915 


Hull, Garth A, 
Field study for remote sensing : an in- 
structors manual /, 82-11119 


Hull, J. A. 

Annual peak discharges from small drain- 
age areas in Montana for stations dis- 
continued before September 1978 /, 
82-10794 


Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber, 1977 /, 82-10761 


Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber 1978 /, 82-10795 


Annual peak discharges from small drain- 
age areas in Montana through Septem- 
ber 1979 /, 82-10838 


Hull, John E. 
Summary of hydrologic data collected 
during 1975 in Dade County, Florida / 
82-10753 


Summary of hydrologic data collected 
during 1976 in Dade County, Florida / 
, 82-10779 


Hull, R. L, (Russell L.) 
Rail vehicle dynamics model validation /, 
, 82-24365 


Hull, Robert W. 
Quality of surface water in the Suwannee 
River basin, Florida, August 1968 
through December 1977 /, 82-10724 
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Hull, Roy W. 
Testing an improved FMVSS no. 104 
windshield washer procedure and 
spray /, 82-4014 


Hulme, Bernie L. 
ADPATH, an adversary path subroutine 
/, 82-24733 


Codes for Dijkstra’s shortest path algo- 
rithm /, 82-11891 


A comparison of shortest path algorithms 
applied to sparse graphs /, 82-14785 


Hulstrom, Roland. 
Atmospheric effects on solar cell calibra- 
tion and evaluation /, 82-13339 


Hultberg, Randy S. 

Rotary balance data for a typical single- 
engine general aviation design for an 
angle-of-attack range 8 to 90 /, 82- 
11091, 82-11115, 82-14165 


Human Factors Research, inc. 
The Effects of photo characteristics upon 
location determination in a photogram- 
metric facility /, 82-13117 


Mission/data-base imagery correlation 
techniques (M/DICT) /, 82-13118 


Total system accuracy for APPS (the 
analytical photogrammetric positioning 
system) /, 82-13119 


Human Nutrition Center (U.S.) 
Food : a publication on food and nutri- 
tion /, 82-22502 


Human Resources Research Organization. 
Early development of the military apti- 
tude predictor (MAP) /, 82-15896 


Human Sciences Research, Inc. 
Artillery engagement simulation /, 82- 
9780 


The Racial attitudes and perceptions 
survey (RAPS) /, 82-9761 


The Utility of the racial attitudes and 
perceptions survey (RAPS) for assess- 
ing impact of race relations training 
programs in the military /, 82-13116 


Humann, Kingdon. 

Subcompact vehicle energy absorbing 
steering column evaluation and im- 
provement : executive summary /, 82- 
4006 


Hume, Rex D. 
Feasibility of developing training pro- 
grams designed to improve deficient 
driver factors /, 82-11651 


Truck, bus, and motorcycle safety status 
methodology /, 82-14557 


Humenik, F, J. 
Swine waste management alternatives /, 
82-15280 
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Humenik, Francis M. 
Sulfate and nitrate collected by filter 
sampling near the tropopause /, 82- 
11141 


Humphrey, Maurice, E., 1916- 
Soil survey of Lyon and Trigg Counties, 
Kentucky., 82-56 


Humphreys, V. E. 
Thermal-fatigue performance of integral- 
ly cast automotive turbine wheels /, 
82-16031 


Humphries, Stanley M. 
Hydraulics and dynamics of North Inlet, 
South Carolina, 1975-76 /, 82-15907 


Hundman, Gerald J. 
New twin scrubber installation for con- 
tinuous mining machines /, 82-1968 


Hung, R. J. 
Ionospheric observation of enhanced con- 
vection-initiated gravity waves during 
tornadic storms /, 82-11112 


Hungary. 

Agricultural trade and cooperation : joint 
statement between the United States of 
America and the Hungarian People’s 
Republic signed at Washington May 
13, 1981., 82-24232 


Trade, Tokyo round of the multilateral 
trade negotiations : tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic signed at Budapest November 
18, 1978 with related letters and related 
agreement done at Budapest June 13, 
1979 and May 30, 1980 and amending 
agreement effected by exchange of let- 
ters signed at Budapest September 4, 
and 18, 1980., 82-3832 


Trade, Tokyo round of the multilateral 
trade negotiations, non-tariff matters : 
agreement between the United States 
of America and the Hungarian People’s 
Republic, effected by exchange of let- 
ters signed at Geneva August 31 and 
December 27, 1978 and January 10, 
1979 with related letters signed at Bu- 
dapest May 30, 1980., 82-11299 


Hunsberger, Mark. 

An institutional assessment of the imple- 
mentation and enforcement of the 
Clean Air Act : Houston case study 
(draft) /, 82-6615 


Hunt, Davie L. 
Direction of pollination affects seed pro- 
ductivity in (shortleaf x loblolly) x lo- 
bolly hybrids /, 82-17493 


Hunt, Douglas, L. 
Uphill falling of old-growth Douglas-fir / 
82-22595 


Hunt, John Clark. 
The forest that men made /, 82-17430 





Hunt, L. Roane (Lewis Roane). 
Cyclic tests of P-bulb end-seal designs for 
a shuttle-type wing-elevon cove mem- 
brane seal /, 82-718 


Hunten, Donald M. 
The Saturn system /, 82-6130 


Hunter, David R. (David Robert), 1945- 
Pilot selection system development /, 
82-272 


Hunter, Erick D. 
G-seat component development /, 
1563 


Hunter, Thomas W. 
Effects of air quality requirements on 
coal supply., 82-602 


82- 


Hunter, W. L. 
Aseptic bone necrosis among U.S. Navy 
divers : survey of 934 nonrandomly se- 
lected personnel /, 82-5101 


Evaluation of portable recompression sys- 
tems (PRS) : life support, schedule ade- 
quacy, and human factors /, 82-9858 


On the effects of exposure to intense un- 
derwater sound on navy divers : a 
report of a conference on the bio-ef- 
fects of sound / by Paul F. Smith and 
William L. Hunter, Jr., 82-18244 


Hunter, W. L. (Willard L.) 
Electric-arc furnace processing of domes- 
tic titaniferous materials /, 82-21747 


Hunter, William W. 
An analysis of mopeds as a potential 
safety problem in the United States /, 
82-3990 


Huntoon, Richard B. 

Visual search performance in simulated 
remotely piloted vehicle utilization as a 
function of auxiliary task loading on 
the observer /, 82-9763 


Huntsville Research & Engineering Center. 
Hyperfiltration processes for treatment 
and renovation of textile wastewater /, 
82-5259 


Huntzinger, Thomas L. 

Application of hydraulic and hydrologic 
data in urban stormwater management : 
interpretation of flood insurance study 
information to aid in urban stormwater 
management decisions /, 82-10768 


High-flow frequencies for selected 
streams in Oklahoma /, 82-10758 


Low-flow characteristics of Oklahoma 
streams /, 82-10759 


Huppert, Daniel D. 
California, 82-17966 


Hurley, Donald E. 
An evaluation of engineering control 
technology for spray painting /, 82- 
555 
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Hutchinson, C. B. 


Hurme, Arthur K. 
Sampling macroinvertebrates on 
energy sand beaches /, 82-13138 


Hurr, R. Theodore. 

Ground-water hydrology of the Mormon 
Island Crane Meadows Wildlife Area, 
near Grand Island, Hall County, Ne- 
braska, 82-28620 


Hurt, Gerald F. 
Spectrum resource assessment in the 
1710-1850 MHz band /, 82-12889 


Hurt, Hugh H. 
Motorcycle accident cause factors and 
identification of countermeasures /, 
82-16960, 82-26883 


Status report of accident investigation 
data : “motorcycle accident cause fac- 
tors and identification of countermeas- 
ures” /, 82-3963 


Hurter, Donald A. 
Evaluation of automobile drivetrain com- 
ponents to improve fuel economy /, 
82-26916 


Near term weight reduction potential in a 
1977 General Motors B body vehicle /, 
82-26908 


Husar, R. B. 

Ohio River valley regional study : long 
range transport of sulfates to and from 
the Ohio River valley study area /, 
82-14681 


Husby, David M. 
Water structure at Ocean Weather Sta- 
tion V, northwestern Pacific Ocean, 
1966-71 /, 82-17944 


Huss, Martin F. 
Noise assessment of the New York City 
rail rapid transit system /, 82-26858 


Hust, J. G. (Jerome G.) 
Effective thermal conductivity of a glass 
fiberblanket standard reference material 
/, %2-27644 
Effective thermal conductivity of a glass 


fiberboard standard reference material 
/, %82-27643 


Husted, Robert A. 
Energy in transportation /, 82-6273 


Hutchins, Cecil C. 
Pulpwood prices in the Southeast, 1979 /, 
82-25107 


Pulpwood prices in the Southeast, 1980 /, 
82-25108 


Hutchinson, C. B. 

Appraisal of ground-water resources in 
the San Antonio Creek Valley, Santa 
Barbara County, California /, 82-1947 

Hydrogeology of well-field areas near 
Tampa, Florida, phase | : development 
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Hutchinson, C. B. 


and documentation of a two-dimension- 
al finite-difference model for simulation 
of steady state ground-water flow, 82- 
19059 


Hutchinson, Louise Daniel. 
Anna J. Cooper, a voice from the South 
/, %82-24256 


Hutchison, Boyd A. 

Forest meteorology : research needs for 
an energy and resource limited future : 
proceedings of a workshop, August 28 
through 30, 1978 /, 82-9934 


Hutchison, James S. 
Hydrological data for urban studies in the 
Houston, Texas metropolitan area, 1978 
/, 82-10843 


Hutmacher, E. S. 
Study of safety relief valve operation 
under ATWS conditions /, 82-27089 


Hutto, Gary L. 
Job attitudes of airway facilities person- 
nel /, 82-2266 


Methodology in the assessment of stress 
among air traffic control specialists 
(ATCS) : normative adult data for the 
State-trait anxiety inventory from non- 
ATCS populations /, 82-16902 


Hutton, P, H. 

Estimate of feasibility to develop acoustic 
emission—flaw relationships for inser- 
vice monitoring of nuclear pressure 
vessels /, 82-6636 


Hutzler, Mary J. 
Energy transitions : the forecasts through 
2020 /, 82-18351 


The Integrating model of the Project 
Independence Evaluation System /, 
82-1647 


Huval, C, J. 

Savannah Harbor investigation and model 
‘study. Volume IV. Reanalysis of fresh- 
water control plan : numerical model 
study /, 82-13130 


Huval, Carl J. 

Lock approach canal surge and tow squat 
at Lock and Dam 17, Arkansas River 
Project : mathematical model investiga- 
tion /, 82-1465 


Huxley College of Environmental Studies. 
Whidbey Island intertidal and shallow 
subtidal benthos /, 82-18395 


Huyler, Neil K. 
Lumber value loss associated with tap- 


ping sugar maples for sap production /, 
82-25098 


Hwang, W. S. 
BWR small break simulation tests with 
and without degraded ECC systems 
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BWR __ blowdown/emergency 
cooling program /, 82-27142 


Hyde, William D. 
The effect of tuition and financial aid on 
access and choice in postsecondary 
education /, 82-10483 


Student financial aid proposals and the 
middle income “squeeze” : tax credits 
or expansion of basic grants /, 82- 
16262 


Hydrocarbon Research, Inc. 
Catalyst evaluation for denitrogenation of 
petroleum residua and coal liquids /, 
82-13564 


Summary of gas stream control technol- 
ogy for major pollutants in raw indus- 
trial fuel gas /, 82-13613 


Hydrocoil, Inc. 
Waste heat recovery system for commer- 
cial cooking appliances /, 82-28040 


Hydrologic Engineering Center (U.S.) 

Finite element solution of steady state po- 
tential flow problems : the Hydrologic 
Engineering Center generalized com- 
puter program 723-G2-L2440., 82- 
18198 


Hydrologic and economic simulation of 
flood control aspects of water re- 
sources systems /, 82-18197 


Preliminary inventory of hydropower re- 
sources /, 82-162, 82-27829 


Hydronautics, inc. 
Maneuvering of tankers at deep water 
ports : final report /, 82-19881 
The prediction of river tow maneuvering 
performance : final report /, 82-6474 


core 


Hyman, Aaron, 
Helicopter electro-optical system display 
requirements /, 82-9782, 82-27821 


Hymson, Patricia K. 
National economic theories, policies, and 
issues /, 82-18112 


Hypes, Warren D. 
An evaluation of the NASA Tech House, 
including live-in test results /, 82- 
11139 


I 


Iachetta, F. Anthony (Fulvio Anthony), 1928- 
APTI course 427, combustion evaluation 
: student manual /, 82-10252 


Iachetta, F. Antonio. 
APTI course 427, combustion evaluation 
: instructor’s guide /, 82-10251 


Iannacchione, Anthony T. 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 
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Thanez, P. (Paul) 
Methods and benefits of experimental 
seismic evaluation of nuclear power 
plants /, 82-11963 


Tberall, A. S. (Arthur Saul), 1918- 
Physical foundations for socio-economic 
modeling for transportation planning /, 
82-14327 


Thison, Richard A. 
The campaign for traffic safety in Portu- 
gal /, 82-3997 


Iceland. 

Trade, Tokyo round of the multilateral 
trade negotiations : agreement between 
the United States of America and Ice- 
land, effected by exchange of letters 
signed at Washington May 16 and 25, 
June 12, September 18, and October 
15, 1979 with related letter signed at 
Washington January 30, 1980., 82- 
11300 


ICF Incorporated. 
Effects of air quality requirements on 
coal supply., 82-602 
Two-market analysis of natural gas de- 
control : appendix A to “A study of 
alternatives to the Natural Gas Policy 
Act of 1978” /, 82-28044 


Idaho. Dept. of Reclamation. 
Water supply outlook for Idaho and fed- 
eral-state-private cooperative snow sur- 
veys., 82-6960 


Idaho. Dept. of Water Resources. 
Effects of drain wells on the ground- 
water quality of the western Snake 
Plain aquifer, Idaho /, 82-10725 


Ground-water quality in north Idaho /, 
82-28543 


Water supply outlook for Idaho and fed- 
eral-state-private cooperative snow sur- 
veys., 82-6960 


Idaho Agricultural Experiment Station. 

Soil survey, Idaho County area, Idaho, 
western part., 82-15509 

Soil survey of Cassia County, Idaho, 
western part., 82-12567 

Soil survey of Kootenai County area, 
Idaho., 82-4402 

Soil survey of Valley area, Idaho, parts 


of Adams and Valley counties., 82- 
4408 


Idaho National Engineering Laboratory. 
Advanced mobile multi-processor 
gamma-ray acquisition and analysis 
system /, 82-11979 
An aluminum-zircaloy galvanic couple in 
reactor water /, 82-14784 


Analysis of the pulsed neutron activation 
technique /, 82-24780 
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Application of a honeycomb insulator 
design in a variable high temperature, 
high pressure environment /, 82- 
27151 


Applications of functional analysis to nu- 
clear reactor operations /, 82-12005 


An assessment of fuel melting, radial ex- 
trusion, and cladding thermal failure 
during a power-cooling-mismatch 
event in light water reactors /, 82- 
4113 


Behavior of a nine-rod fuel assembly 
during power-cooling-mismatch condi- 
tions : results of test PCM-5 /, 82- 
6649 


Boiling water reactor status monitoring 
during accident conditions /, 82- 
17245 


Comparison of thermal-hydraulic re- 
sponse in the semiscale, THTF, and 
FLECHT facilities /, 82-29529 


The computer program K-FIX/MOD1 : 
a modification of the computer pro- 
gram K-FIX for applications to fluid 
flow simulation in LOFT system piping 
/, 82-2472 


Corrected and updated data for IFA-429 
from beginning of life through June 
1978 /, 82-14804 


The correlation of two-dimensional and 
nonequilibrium effects in subcooled 
choked nozzle flow /, 82-14966 


Cracking and relocation of UOz,fuel 
during initial nuclear operation /, 82- 
4151 


Critical heat flux tests of a simulated 
power burst facility rod bundle /, 82- 
6626 


Determination of scale effect on sub- 
cooled critical flow /, 82-24785 


Development of the LOFT prototype 
drag screen : air-water testing /, 82- 
2450 


Drag devices for two-phase mass flow 
measurements /, 82-11959 


Effects of gap gas pressure and xenon 
concentration on the thermal behavior 
of operating fuel rods : experimental 
results and comparison with theory and 
FRAP code predictions /, 82-24746 


The effects of grid turbulence on none- 
quilibrium choked nozzle flow /, 82- 
14981 


Environmental surveillance report for the 
INEL radioactive waste management 
complex /, 82-23076 

Experiment data for LOFT nuclear small 
break experiment L3-6 and severe core 
transient experiment L8-1 /, 82-14959 

Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 





Experiment data report for LOFT antici- 
pated transient experiment L6-7 and 
anticipated transient with multiple fail- 
ures experiment L9-2 /, 82-22336 

Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 


Experiment data report for LOFT inter- 
mediate break experiment LS-1 and 
severe core transient experiment L8-2 / 

82-24774 


Experiment data report for LOFT lower 
ascension test L2-2 /, 82-11912 


Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 


Experiment data report for LOFT nonnu- 
clear test L1-5 : (isothermal test with 
core | installed) /, 82-6627 


Experiment data report for LOFT nucle- 
ar small break experiment L3-2 /, 82- 
4142 


Experiment data report for LOFT nucle- 
ar small break experiment L3-5/L3-5A 
/, 82-6672 


Experiment data report for LOFT nucle- 
ar small break experiment L3-7 /, 82- 
2534 


Experiment data report for LOFT power 
ascension experiment L2-3 /, 82- 
14855 


Experiment data report for PBF-LOCA 
tests LOC-11B and 11C /, 82-2455 


Experiment data report for PBT/LOFT 
Lead Rod Test Series : (tests LLR-SO, 
-3, -4, -4A, and -5) /, 82-2481 


Experiment data report for semiscale 
mod-1 test S-06-3 : (LOFT counterpart 
test) /, 82-11895 


Experiment data report for semiscale 
mod-2A natural circulation test S-NC- 
10 /, 82-27171, 82-29603 


Experiment data report for semiscale 
Mod-2A natural circulation test series 
(Test S-NC-1) /, 82-27154 


Experiment data report for semiscale 
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and toluene oxidation behind shock 

waves /, 82-14232 


Jack Faucett Associates. 


Transportation projections, 1985, 
2000 /, 82-14319 


Jack, John R. 
Reliable aerial thermograph for energy 
conservation /, 82-13325 


Jack, Susan S. 
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18972 


Strong ground motions in two seismic 
gaps, Shumagin Islands, Alaska and 
northern Lesser Antilles, Carribbean, 
82-28663 


Jacobi, William R. 
Multiresource inventories : procedures 
for assessing the damage caused by in- 
sects and diseases /, 82-15394 


Jacobs Associates. 
Utilization of equipment crisis relocation 
program : final report for Defense 
Civil Preparedness Agency /, 82-9655 


Jacobs, H. D. (Howard D.) 
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Jamison, S. W. (Sherwin Woodward), 1938- 
Subregional variability in Missouri torna- 
do statistics : covering the period, 
April 1977 - June 1979 /, 82-29564 


Jan, Hsien-Yun. 

Comparison of stresses calculated using 
the DAISY system to those measured 
on the SL-7 containership program /, 
82-20153 


Janetski, Joel C. 

Prehistory, ethnohistory and history of 
Eastern Nevada : a cultural resources 
summary of the Elko and Ely Districts 
/, 82-14033 


Jankovic, Joanne. 
Criminal justice in rural America /, 82- 
28747 


Jankowski, M. W. (Maciej W.) 
Regulatory impact of nuclear reactor ac- 
cident source term assumptions /, 82- 
2442 


Jansky, Jacqueline H. 
Determination of geologic features asso- 
ciated with linears /, 82-23844 


Japan. 

High seas fisheries of the North Pacific 
Ocean : memorandum of understanding 
between the United States of America 
and Japan relating to the protocol of 
April 25, 1978 signed at Washington 
June 3, 1981., 82-28990 


Trade, Tokyo round of the multilateral 
trade negotiations, agricultural and 
wool products : agreement between the 
United States of America and Japan, 
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Martin, Elizabeth L. 
Contributions of platform motion to sim- 
ulator training effectiveness : study II - 
aerobatics /, 82-1575 


Contributions of platform motion to sim- 
ulator training effectiveness : study I — 
basic contact /, 82-1560 


Martin, Elwood. 
Reliability of kill and activity estimates in 
the U.S. waterfowl hunter survey /, 
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Martin, J. B. 
Hydrologic monitoring of a waste-injec- 
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Martin, J. Rod. 
Structural change in agriculture : the ex- 
perience for broilers, fed cattle, and 
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Experimental verification of a pneumatic 
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The transportation of tunnel muck by 
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Short-term evaluation procedures for 
coatings on structural steel /, 82- 
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Martin Marietta Corporation. 
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dynamic problems /, 82-19824 
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Viking orbiter stereo imaging catalog / 
Karl R. Blasius and, Amelia V. Ve- 
trone, Michael D. Martin ; prepared 
for NASA Office of Space Science 
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Martinka, Clifford J. 

Bears, their biology and management : a 
selection of papers from the Fourth In- 
ternational Conference on Bear Re- 
search and Management held at Kali- 
spell, Montana, USA, February 1977 ; 
edited by Clifford J. Martinka, Kathar- 
ine L. McArthur., 82-23893 


Martino, Orlando 
Mineral industries of Latin America /, 
82-16556 


Martinson, Zoel R. 

Reactivity initiated accident test series 
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Martner, Brooks E. 
The climate of Yellowstone and Grand 
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Fire costs, losses, and benefits : an eco- 
nomic valuation procedure /, 82- 
25120 


Martz, C. William. 
Two-impulse reorientation of asymmetric 
spacecraft /, 82-11135 


Martz, Harry F. (Harry Franklin) 

An error and uncertainty analysis of clas- 
sical and Bayesian failure rate estimates 
from a Poisson distribution /, 82- 
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Nuclear reactor component population, 
reliability data bases, and their relation- 
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certainty analysis /, 82-29572 


Marx, Catherine M. 
Bending strength of shallow glued-lami- 
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Strength and stiffness of small glued-lami- 
nated beams with different qualities of 
tension laminations /, 82-22570 


Marx, D. J. 
Nuclear power plant waste heat horticul- 
ture /, 82-16159 


Marx, Donald H. 
Synthesis of ectomycorrhizae by different 
fungi on northern red oak seedlings /, 
82-15417 


Maryland. Dept. of Agriculture. 
The Mexican bean beetle : biological con- 
trol calendar., 82-2742 


Maryland Agricultural Experiment Station. 
Soil survey of Kent County, Maryland /, 
82-20485 


Maryland Geological Survey. 
Map showing the potentiometric surface 
of the Aquia aquifer, May 19-23, 1980, 
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Data of geochemistry., 82-26230 
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Pitot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
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Mason, R. G. 
Mekometer measurements in the Imperial 
Valley, California, 1980, 82-23768 
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Massachusetts. Division of Water Resources. 
Water-resources investigations in Massa- 
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impact statement for the metropolitan 
Boston area /, 82-5267 
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Commission. 
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Hydrologic data of the coastal drainage 
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Mystic River, Boston /, 82-13949 


Hydrologic data of the coastal drainage 
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northwest shore of Buzzards Bay /, 
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Massachusetts Agricultural Experiment 
Station (1888- ) 
Soil survey of Bristol County, Massachu- 
setts, southern part., 82-12563 


Soil survey of Hampshire County, Massa- 
chusetts, central part., 82-12573 


Massachusetts Agricultural Experiment 
Station (1988- ) 
Soil survey of Essex County, Massachu- 
setts, northern part., 82-48 


Massachusetts Bay Transportation 
Authority. 
Massachusetts Bay Transportation Au- 
thority blue line vehicle evaluation : 
final report /, 82-859 


Massachusetts Cooperative Wildlife 

Research Unit. 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Massachusetts Institute of Technology. 

Behavioral model for reinforced concrete 
pane!s under cyclic shear /, 82-24778 

A comparative study of various types of 
vehicle detectors /, 82-2216 

Development of standards for supercon- 
ductors., 82-27642 

Dynamic centralized and decentralized 
control systems /, 82-2217 

Gravity dominated two-phase flow in 
vertical rod-bundles /, 82-29426 


A three-dimensional fluid finite element / 
, 82-6650 


Massachusetts Institute of Technology. 
Center for Transportation Studies. 
Development of a policy sensitive model 

for forecasting freight demand : final 
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ies /, 82-2222 
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82-6274 


Transportation energy contingency strat- 
egies /, 82-14330 
Transportation system management : the 


record and a look ahead : summary 
report., 82-11584 


Massachusetts Institute of Technology. Dept. 
of Civil Engineering. 
Improved design of tunnel supports : ex- 
ecutive summary /, 82-24431 


Massachusetts Institute of Technology. Dept. 
of Civil Engineering. Constructed 
Facilities Division. 

Movement and stability of cuts and fills / 
, 82-14353 
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of Earth and Planetary Sciences. 
Local changes in the gravity and magnet- 
ic field due to tectonic strain, 82- 
18970 


A study of New England seismicity with 
emphasis on Massachusetts and New 
Hampshire /, 82-17217 
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Considerations in small-scale modeling of 
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systems /, 82-29432 


Upper plenum dump during reflood /, 
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Markovian reliability analysis under un- 
certainty with an application on the 
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Master Media, Inc. 
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Masters, Charles D. 
Assessment of conventionally recoverable 
petroleum resources of Indonesia, 82- 
23769 


Assessment of conventionally recoverable 
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Mexico, 82-19164 


Assessment of conventionally recoverable 
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Assessment of conventionally recoverable 
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Assessment of conventionally recoverable 
petroleum resources of the west Siberi- 
an basin and Kara Sea basin, U.S.S.R., 
82-23770 


Assessment of conventionally recoverable 
petroleum resources of Trinidad, 82- 
21709 


Assessment of conventionally recoverable 
petroleum resources of Venezuela, 82- 
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Matange, J. N. 
Solubilities of acid gases and nitrogen in 
methanol /, 82-18393 


Matanzo, Frank. 
Drydock extension : a 1980 underwater 
technology survey for extension of 
time between drydockings /, 82-11577 


Mathematica Policy Research, inc. 
Responses of Canadian physicians to the 
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insurance the first five years in 
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Mathematical Applications Group. 
Validation of a Monte Carlo code for 
radiation streaming analyses /, 82- 
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Matheny, Neil W. 
Precision controllability of the FY-17 air- 
plane /, 82-6159 


Mathes, J. C. (John C.), 1931- 

Technical communication : perspectives 
for the eighties : proceedings of the 
technical communication sessions at the 
32nd annual meeting of the Conference 
on College Composition and Communi- 
cation held in Dalllas, Texas, March 
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Matheson, R. J. (Robert J.) 
Measurements of electromagnetic noise 
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tems /, 82-12891 


Mathews, Bonnie. 
Who is guarding the guardians? : a report 
on police practices : a report /, 82- 
3136 


Mathews, John J. (John James), 1944- 
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airmen for the radio communications 
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and validation /, 82-266 

Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


Mathey, Robert G. 
Moisture detection in roofing by nondes- 
tructive means a state-of-the art 
survey /, 82-3086 


Mathiasen, Robert L. 
Taxonomy and effects of dwarf mistletoe 
on Bristlecone pine on the San Francis- 
co Peaks, Arizona /, 82-25080 


Mathieson, T. A. 
Inspection of nuclear reactor welding by 
acoustic emission /, 82-11961 


Mathisen, Ole Alfred, 1919- 
Methods for the estimation of krill abun- 
dance in the Antarctic /, 82-22311 


Mathtech, inc, 

Economic impact analysis of proposed 
test rule for dichloromethane 1, 1, 1- 
trichloroethane, and nitobenzene /, 
82-13685 


Mathur, P. S. 
Development of hot isostatically pressed 
Rene 95 turbine parts /, 82-214 


Matrecon, inc. 
Usage guide for rapid-set epoxy adhesive 
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24338 


Matson, M. D. 

Environmental assessment, source test 
and evaluation report : Lurgi (Kosovo) 
medium Btu gasification, phase 1 /, 
82-13620 


Matson, Richard J. 
SERI laser scanner system /, 82-321 
Terrestrial solar spectra, solar simulation, 


and solar cell efficiency measurement / 
, 82-13342 


Matsuo, Tomonori. 
An estimation of the reaeration coeffi- 
cient in natural streams by spectral 
analysis of time series data, 82-28581 
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Possible Alternatives to Jury Trials in 
Complex Civil Cases] /, 82-21842 
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Assessing the methane hazard of gassy 
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Matthews, Gary N. 
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tion of officer grade requirements 
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The Perceived favorableness of selected 
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Matthews, Stephen F. 
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Mattice, Mark. 
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/, 82-10821 
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, 82-10764 


Mattson, S. 
Proposed rear view mirror characteristics 
and costs /, 82-11630 


Matty, R. K. 
Methodology for combining dynamic re- 
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Mauch, Hagen R. 
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Ohio eartquake zone : annual progress 
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Mauri, R. Ernest. 
Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 


Mauser, J. E. 
Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
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Maustellar, J. W. 

Feasibility study of a self-contained envi- 
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J.W. Maustellar ; prepared for U.S. 
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and Development., 82-6470 


Mavrodineanu, Radu, 1910- 

Standard reference materials : summary 
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issued by the National Bureau of 
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Off-duty accident 
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Mayer-Oakes, William J., 1923- 
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Technical and economic evaluation of 
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Calculation of signals in coded-aperture 
imaging of many-pin bundles of 
LMFBR fuel /, 82-4107 


McArthur, D. A. (David A.) 
Effect of neutron-induced background ra- 
diations on thin imaging scintillators /, 
82-6674 


McArthur, Katharine L. 

Bears, their biology and management : a 
selection of papers from the Fourth In- 
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Climatological data. West Virginia., 82- 


Climatological data. Wisconsin., 82-7326 
Climatological data. Wyoming., 82-7327 


Climatological data, annual summary. Al- 
abama., 82-125 


Climatological data, annual summary. Ar- 
izona., 82-126 


Divisional normals and standard devi- 
ations of temperature (F) and precipita- 
tion (inches) 1931-80 (1931-60, 1941-70, 
1951-80)., 82-3117 


Estimating water equivalent snow depth 

from related meteorological variables / 
82-29438 

Global monitoring of the environment for 
selected atmospheric constituents /, 
82-22841 

A history of sunshine data in the United 
States, 1891-1980 /, 82-9548 

Hourly precipitation data. Alabama., 82- 
7329 


Hourly precipitation data. Arizona., 82- 
7330 


Hourly precipitation data. Arkansas., 
82-7331 
Hourly precipitation data. California., 
82-7332 
Hourly precipitation data. ‘ Colorado., 
82-7333 


Hourly precipitation data. Florida., 82- 
7334 
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Natl Climatic Center. 


Hourly precipitation data. Georgia., 82- 
7335 

Hourly precipitation data. Hawaii and 
Pacific. Hawaii and Pacific. Hawaii 
and Pacific., 82-7336 

Hourly precipitation data. Idaho., 82- 
7337 

Hourly precipitation data. Illinois., 
7338 


Hourly precipitation data. Indiana., 
7339 


Hourly precipitation data. Iowa., 
7340 


Hourly precipitation data. Kansas., 82- 
7341 


Hourly precipitation data. Kentucky., 
82-7342 


Hourly precipitation data. Louisiana., 
82-7343 


Hourly precipitation data. Maryland and 
Delaware., 82-7344 


Hourly precipitation data. Michigan., 
82-7345 


Hourly precipitation data. Minnesota., 
82-7346 


Hourly precipitation data. Mississippi., 
82-7347 


Hourly precipitation data. Missouri., 82- 
7348 


Hourly precipitation data. Montana., 82- 
7349 


Hourly precipitation data. Nebraska., 
82-7350 


Hourly precipitation data. Nevada., 82- 
7351 


Hourly precipitation data. New England., 
82-7352 


Hourly precipitation data. New Jersey., 
82-7353 


Hourly precipitation data. New Mexico., 
82-7354 


Hourly precipitation data. New York., 
82-7355 


Hourly precipitation data. North Caroli- 
na., 82-7356 


Hourly precipitation data. North Dakota., 
82-7357 


Hourly precipitation data. Ohio., 82- 
7358 


Hourly precipitation data. Oklahoma., 
82-7359 


Hourly precipitation data. Oregon., 82- 
7360 


Hourly precipitation data. Pennsylvania., 
82-7361 


Hourly precipitation data. Puerto Rico 
and Virgin Islands., 82-7372 

Hourly precipitation data. South Caroli- 
na., 82-7362 
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Natl Climatic Center. 


Hourly precipitation data. South Dakota., 
82-7363 

Hourly precipitation data. Tennessee., 
82-7364 

Hourly precipitation data. Texas., 82- 
7365 

Hourly precipitation data. Utah., 82- 
7366 

Hourly precipitation data. Virginia., 82- 
7367 

Hourly precipitation data. Washington., 
82-7368 

Hourly precipitation data. West Virginia., 
82-7369 

Hourly precipitation data. Wisconsin., 
82-7370 

Hourly precipitation data. Wyoming., 
82-7371 

Human biometeorology : 
liography /, 82-25520 

International Field Year for the Great 
Lakes (IFYGL) data catalog : United 
States data archive /, 82-1380 

Local climatological data. Aberdeen, 
South Dakota. Monthly summary., 
82-7601 

Local climatological data. Abilene, 
Texas. Monthly summary., 82-7608 

Local climatological data. Alamosa, 
Colorado. Monthly summary., 82- 
7431 

Local climatological data. Albany, New 
York. Monthly summary., 82-7550 

Local climatological data. Albuquerque, 
New Mexico. Monthly summary., 82- 
7547 

Local climatological data. Alpena, Michi- 
gan. Monthly summary., 82-7497 

Local climatological data. Amarillo, 
Texas. Monthly summary., 82-7609 

Local climatological data. Anchorage, 
Alaska. Monthly summary., 82-7384 

Local climatological data. Annette, 
Alaska. Monthly summary., 82-7385 

Local climatological data. Asheville, 
North Carolina. Monthly summary., 
82-7558 

Local climatological data. storia, 
Oregon. Monthly summary., 82-7583 

Local climatological data. Athens, Geor- 
gia. Monthly summary., 82-7450 

Local climatological data. Atlanta, Geor- 
gia. Monthly summary., 82-7451 

Local climatological data. Augusta, 
Georgia. Monthly summary., 82-7452 

Local climatological data. Austin, Texas. 
Monthly summary., 82-7610 

Local climatological data. Bakersfield, 
California. Monthly summary., 82- 
7414 
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a selected bib- 





Local climatological data. Baltimore, 
Maryland. Monthly summary., 82- 
7493 

Local climatological data. Barrow, 
Alaska. Monthly summary., 82-7386 

Local climatological data. Barter Island, 
Alaska. Monthly summary., 82-7387 

Local climatological data. Baton Rouge, 
Louisiana. Monthly summary., 82- 
7487 

Local climatological data. Beckley, West 
Virginia. Monthly summary., 82-7642 

Local climatological data. Bethel, Alaska. 
Monthly summary., 82-7388 

Local climatological data. Bettles, 
Alaska. Monthly summary., 82-7389 

Local climatological data. Big Delta, 
Alaska. Monthly summary., 82-7390 

Local climatological data. Billings, Mon- 
tana. Monthly summary., 82-7520 

Local climatological data. Bishop, Cali- 
fornia. Monthly summary., 82-7416 

Local climatological data. Bismarck, 
North Dakota. Monthly summary., 
82-7564 

Local climatological data. Block Island, 
Rhode Island. Monthly summary., 82- 
7593 

Local climatological data. Blue Canyon, 
California. Monthly summary., 82- 
7417 

Local climatological data. Boise, Idaho. 
Monthly summary., 82-7461 

Local climatological data. Boston, Massa- 
chusetts. Monthly summary., 82-7495 

Local climatological data. Bristol-John- 
son City-Kingsport, Tenn. Monthly 
summary., 82-7602 

Local climatological data. Brownsville, 
Texas. Monthly summary., 82-7611 

Local climatological data. Buffalo, New 
York. Monthly summary., 82-7552 

Local climatological data. Burlington, 
Iowa. Monthly summary., 82-7478 

Local climatological data. Burlington, 
Vermont. Monthly summary., 82-7628 

Local climatological data. Burns, Oregon. 
Monthly summary., 82-7577 

Local climatological data. Cairo, Illinois. 
Monthly summary., 82-7464 

Local climatological data. Caribou, 
Maine. Monthly summary., 82-7491 

Local climatological data. Casper, Wyo- 
ming. Monthly summary., 82-7651 

Local climatological data. Charleston, 
South Carolina. Municipal Airport. 
Monthly summary., 82-7595, 82- 
7596 

Local climatological data. Charleston, 
West Virginia. Monthly summary., 
82-7643 
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Author Index 


Local climatological data. Charlotte, 
North Carolina. Monthly summary., 
82-7560 

Local climatological data. Chattanooga, 
Tennessee. Monthly summary., 82- 
7603 

Local climatological data. Cheyenne, 
Wyoming. Monthly summary., 82- 
7652 

Local climatological data. Chicago, IIli- 
nois. O’Hare International Airport. 
Monthly summary., 82-7465 

Local climatological data. Cincinnati, 
Ohio. Abbe Observatory. Monthly 
summary., 82-7568 

Local climatological data. [Cincinnati, 
Ohio]. Greater Cincinnati Airport. 
Boone County, Kentucky. Monthly 
summary., 82-7484 

Local climatological data. Clayton, New 
Mexico. Monthly summary., 82-7548 

Local climatological data. Cleveland, 
Ohio. Monthly summary., 82-7569 

Local climatological data. Cold Bay, 
Alaska. Monthly summary., 82-7391 

Local climatological data. Colorado 
Springs, Colorado. Monthly summary., 
82-7432 

Local climatological data. Columbia, Mis- 
souri. Monthly summary., 82-7514 

Local climatological data. Columbus, 
Georgia. Monthly summary., 82-7453 

Local climatological data. Columbus, 
Ohio. Monthly summary., 82-7570 

Local climatological data. Concord, New 
Hampshire Monthly summary., 82- 
7541 

Local climatological data. Concordia, 
Kansas. Monthly summary., 82-7479 

Local climatological data. Corpus Christi, 
Texas. Monthly summary., 82-7612 

Local climatological data. Dallas-Fort 
Worth, Texas. Monthly summary., 
82-7613 

Local climatological data. Dayton, Ohio. 
Monthly summary., 82-7571 

Local climatological data. Daytona 
Beach, Florida. Monthly summary., 
82-7440 

Local climatological data. Del Rio, 
Texas. Monthly summary., 82-7614 

Local climatological data. Denver, Colo- 
rado. Monthly summary., 82-7433 

Local climatological data. Des Moines, 
Iowa. Monthly summary., 82-7474 

Local climatological data. Detroit, Michi- 
gan. City airport. Monthly summary., 
82-7498 





January—December 1982 


Local climatological data. Detroit, Michi- 
gan. Metropolitan airport. Monthly 
summary., 82-7499 

Local climatological data. Dodge City, 
Kansas. Monthly summary., 82-7480 

Local climatological data. Dubuque, 
Iowa. Monthly summary., 82-7475 

Local climatological data. Duluth, Min- 
nesota. Monthly summary., 82-7507 

Local climatological data. El Paso, 
Texas. Monthly summary., 82-7615 

Local climatological data. Elkins, West 
Virginia. Monthly summary., 82-7644 

Local climatological data. Elko, Nevada. 
Monthly summary., 82-7536 

Local climatological data. Ely, Nevada. 
Monthly summary., 82-7537 

Local climatological data. Erie, Pennsyl- 
vania. Monthly summary., 82-7587 

Local climatological data. Eugene, 
Oregon. Monthly summary., 82-7578 

Local climatological data. Evansville, In- 
diana. Monthly summary., 82-7470 

Local climatological data. Fairbanks, 
Alaska. Monthly summary., 82-7392 

Local climatological data. Fargo, North 
Dakota. Monthly summary., 82-7565 

Local climatological data. Flagstaff, Ari- 
zona. Monthly summary., 82-7406 

Local climatological data. Flint, Michi- 
gan. Monthly summary., 82-7500 

Local climatological data. Fort Smith, 
Arkansas. Monthly summary., 82- 
7411 

Local climatological data. Fort Wayne, 
Indiana. Monthly summary., 82-7471 

Local climatological data. Fresno, Cali- 
fornia. Monthly summary., 82-7419 

Local climatological data. Galveston, 
Texas. Monthly summary., 82-7616 

Local climatological data. Glasgow, 
Montana. Monthly summary., 82-7521 

Local climatological data. Goodland, 
Kansas. Monthly summary., 82-7481 

Local climatological data. Grand Island, 
Nebraska. Monthly summary., 82- 
7528 

Local climatological data. Grand Junc- 
tion, Colorado. Monthly summary., 
82-7434 

Local climatological data. Grand Rapids, 
Michigan. Monthly summary., 82- 
7501 

Local climatological data. Great Falls, 
Montana. Monthly summary., 82-7522 

Local climatological data. Green Bay, 
Wisconsin. Monthly summary., 82- 
7647 

Local climatological data. Greenville- 
Spartanburg Ap. Greer, S.C. Monthly 
summary., 82-7597 





Local climatological data. Guam, Pacific. 
Monthly summary., 82-7655 

Local climatological data. Gulkana, 
Alaska. Monthly summary., 82-7393 

Local climatological data. Harrisburg, 
Pennsylvania. Monthly summary., 82- 
7588 

Local climatological data. Hartford, Con- 
necticut. Monthly summary., 82-7437 

Local climatological data. Havre, Mon- 
tana. Monthly summary., 82-7523 

Local climatological data. Helena, Mon- 
tana. Monthly summary., 82-7524 

Local climatological data. Hilo, Hawaii. 
Monthly summary., 82-7457 

Local climatological data. Homer, 
Alaska. Monthly summary., 82-7394 

Local climatological data. Honolulu, 
Hawaii. Monthly summary., 82-7458 

Local climatological data. Houghton 
Lake, Michigan. Monthly summary., 
82-7502 

Local climatological data. Houston, 
Texas. Monthly summary., 82-7617 

Local climatological data. Huntington, 
West Virginia. Monthly summary., 
82-7645 

Local climatological data. Huntsville, Al- 
abama. Monthly summary., 82-7381 

Local climatological data. Huron, South 
Dakota. Monthly summary., 82-7598 

Local climatological data. Indianapolis, 
Indiana. Monthly summary., 82-7472 

Local climatological data. International 
Falls, Minnesota. Monthly summary., 
82-7508 

Local climatological data. Jackson, Mis- 
sissippi. Monthly summary., 82-7513 

Local climatological data. Jacksonville, 
Florida. Monthly summary., 82-7442 

Local climatological data. Juneau, 
Alaska. Monthly summary., 82-7395 

Local climatological data. Kahului, 
Hawaii. Monthly summary., 82-7460 

Local climatological data. Kalispell, 
Montana. Monthly summary., 82-7525 

Local climatological data. Kansas City, 
Missouri. International Airport. Month- 
ly summary., 82-7516 

Local climatological data. Kansas City, 
Mo. Downtown Airport. Monthly 
summary., 82-7515 

Local climatological data. Key West, 
Florida. Monthly summary., 82-7443 

Local climatological data. King Salmon, 
Alaska. Monthly summary., 82-7396 

Local climatological data. Knoxville, 
Tennessee. Monthly summary., 82- 
7605 

Local climatological data. Kotzebue, 
Alaska. Monthly summary., 82-7398 


Do not order from index; see indicated entry 





Natl Climatic Center. 


Local climatological data. La Crosse, 
Wisconsin. Monthly summary., 82- 
7648 

Local climatological data. Lake Charles, 
Louisiana. Monthly summary., 82- 
7488 

Local climatological data. Lander, Wyo- 
ming. Monthly summary., 82-7653 

Local climatological data. Lansing, 
Michigan. Monthly summary., 82- 
7503 

Local climatological data. Las Vegas, 
Nevada. Monthly summary., 82-7540 

Local climatological data. Lewiston, 
Idaho. Monthly summary., 82-7462 

Local climatological data. Lexington, 
Kentucky. Monthly summary., 82- 
7485 

Local climatological data. Lihue, Hawaii. 
Monthly summary., 82-7459 

Local climatological data. Lincoln, Ne- 
braska. Monthly summary., 82-7529 

Local climatological data. Little Rock, 
Arkansas. Monthly summary., 82- 
7412 

Local climatological data. Long Beach, 
California. Monthly summary., 82- 
7420 

Local climatological data. Los Angeles, 
California. Civic Center. Monthly sum- 
mary., 82-7421, 82-7422 

Local climatological data. Louisville, 
Kentucky. Monthly summary., 82- 
7486 

Local climatological data. Lubbock, 
Texas. Monthly summary., 82-7618 

Local climatological data. Lynchburg, 
Virginia. Monthly summary., 82-7629 

Local climatological data. Macon, Geor- 
gia. Monthly summary., 82-7454 

Local climatological data. Madison, Wis- 
consin. Monthly summary., 82-7649 

Local climatological data. Mansfield, 
Ohio. Monthly summary., 82-7572 

Local climatological data. Marquette, Mi. 
Monthly summary., 82-7504 

Local climatological data. Mc Grath, 
Alaska. Monthly summary., 82-7399 

Local climatological data. Medford, 
Oregon. Monthly summary., 82-7584 

Local climatological data. Memphis, Ten- 
nessee. Monthly summary., 82-7604 

Local climatological data. Meridian, Mis- 
sissippi. Monthly summary., 82-7512 

Local climatological data. Miami, Flor- 
ida. Monthly summary., 82-7444 

Local climatological data. Midland- 
Odessa, Texas. Monthly summary., 
32-7619 
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Natl Climatic Center. 


Local climatological data. Miles City, 
Montana. Monthly summary., 82-7526 

Local climatological data. Milford, Utah. 
Monthly summary., 82-7626 

Local climatological data. Milwaukee, 
Wisconsin. Monthly summary., 82- 
7650 

Local climatological data. Missoula, 
Montana. Monthly summary., 82-7527 

Local climatological data. Mobile, Ala- 
bama. Monthly summary., 82-7383 

Local climatological data. Moline, IlIli- 
nois. Monthly summary., 82-7466 

Local climatological data. Mount Shasta, 
California. Monthly summary., 82- 
7423 

Local climatological data. Muskegon, 
Michigan. Monthly summary., 82- 
7505 

Local climatological data. Nashville, 
Tennessee. Monthly summary., 82- 
7606 

Local climatological data. New Orleans, 
Louisiana. Monthly summary., 82- 
7489 

Local climatological data. New York, 
New York. Central Park Observatory. 
Monthly summary., 82-7553 

Local climatological data. New York, 
New York. John F. Kennedy Intl. Air- 
port. Monthly summary., 82-7554 

Local climatological data. Newark, New 
Jesery. Monthly summary., 82-7545 

Local climatological data. No. Little 
Rock, Ar. Monthly summary., 82- 
7413 

Local climatological data. Nome, Alaska. 
Monthly summary., 82-7400 

Local climatological data. Norfolk, Ne- 
braska. Monthly summary., 82-7530 

Local climatological data. Norfolk, Vir- 
ginia. Monthly summary., 82-7630 

Local climatological data. North Platte, 


Nebraska. Monthly summary., 82- 
7531 


Local climatological data. Oak Ridge, 
Tennessee. Monthly summary., 82- 
7607 

Local climatological data. Oakland, Cali- 
fornia. Monthly summary., 82-7424 


Local climatological data. Oklahoma 
City, Oklahoma. Monthly summary., 
82-7575 


Local 


climatological data. Olympia, 
Washington. Monthly summary., 82- 
7634 


Local climatological data. Omaha, Ne- 
braska. Monthly summary., 82-7534 
Local climatological data. Omaha, Ne- 
braska (North). Monthly summary., 

82-7535 
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Local climatological data. Orlando, Flor- 
ida. Monthly summary., 82-7445 

Local climatological data. Parkersburg, 
West Virginia. Monthly summary., 
82-7646 

Local climatological data. Pendleton, 
Oregon. Monthly summary., 82-7579 

Local climatological data. Pensacola, 
Florida. Monthly summary., 82-7446 

Local climatological data. Peoria, Illinois. 
Monthly summary., 82-7467 

Local climatological data: Philadelphia, 
Pennsylvania. Monthly summary., 82- 
7589 

Local climatological data. Phoenix, Ari- 
zona. Monthly summary., 82-7407 

Local climatological data. Pittsburgh, 
Pennsylvania. Wea. Svs. Contract Met. 
Obsy. Greater Pittsburgh Intl. Ap. 
Monthly summary., 82-7590 

Local climatological data. Pocatello, 
Idaho. Monthly summary., 82-7463 

Local climatological data. Portland, 
Maine. Monthly summary., 82-7492 

Local climatological data. Portland, 
Oregon. Monthly summary., 82-7580 

Local climatological data. Providence, 
Rhode Island. Monthly summary., 82- 
7594 

Local climatological data. Pueblo, Colo- 
rado. Monthly summary., 82-7435 

Local climatological data. Quillayute, 
Washington. Monthly summary., 82- 
7635 

Local climatological data. Rapid City, 
South Dakota. Monthly summary., 
82-7600 

Local climatological data. Red Bluff, 
California. Monthly summary., 82- 
7425 

Local climatological data. Reno, Nevada. 
Monthly summary., 82-7538 

Local climatological data. Richmond, 
Virginia. Monthly summary., 82-7631 

Local climatological data. Roanoke, Vir- 
ginia. Monthly summary., 82-7632 

Local climatological data. Rochester, 
Minnesota. Monthly summary., 82- 
7509 

Local climatological data. Rochester, 
New York. Monthly summary., 82- 
7556 

Local climatological data. Rockford, IIli- 
nois. Monthly summary., 82-7468 

Local climatological data. Rome, Geor- 
gia. Monthly summary., 82-7455 

Local climatological data. Roswell, New 
Mexico. Monthly summary., 82-7549 

Local climatological data. Sacramento, 
California. Monthly summary., 82- 
7415 
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Author Index 


Local climatological data. Saint Cloud, 
Minnesota. Monthly summary., 82- 
7510 

Local climatological data. Salem, 
Oregon. Monthly summary., 82-7581 

Local climatological data. Salt Lake City, 
Utah. Monthly summary., 82-7627 

Local climatological data. San Angelo, 
Texas. Monthly summary., 82-7621 

Local climatological data. San Antonio, 
Texas. Monthly summary., 82-7622 

Local climatological data. San Diego, 
California. Monthly summary., 82- 
7426 

Local climatological data. San Francisco, 
California. Federal Office Bldg. 
Monthly summary., 82-7427, 82- 
7428 

Local climatological data. San Juan, 
Puerto Rico. Monthly summary., 82- 
7592 

Local climatological data. Santa Maria, 
California. Monthly summary., 82- 
7429 

Local climatological data. Savannah, 
Georgia. Monthly summary., 82-7456 

Local climatological data. Scottsbluff, 
Nebraska. Monthly summary., 82- 
7532 

Local climatological data. Seattle, Wash- 
ington. Nat. Weather Service Urban 
Site. Monthly summary., 82-7636 

Local climatological data. Sheridan, Wy- 
oming. Monthly summary., 82-7654 

Local climatological data. Shreveport, 
Louisiana. Monthly summary., 82- 
7490 

Local climatological data. Sioux City, 
Iowa. Monthly summary., 82-7476 

Local climatological data. Sioux Falls, 
South Dakota. Monthly summary., 
82-7599 

Local climatological data. South Bend, 
Indiana. Monthly summary., 82-7473 

Local climatological data. Spokane, 
Washington. Monthly summary., 82- 
7638 

Local climatological data. Springfield, Il- 
linois. Monthly summary., 82-7469 

Local climatological data. Springfield, 
Missouri. Monthly summary., 82-7519 

Local climatological data. St. Louis, Mis- 
souri. Monthly summary., 82-7518 

Local climatological data. St. Paul Island, 
Alaska. Monthly summary., 82-7401 

Local climatological data. Stampede Pass, 
Pass, Pass, Washington. Monthly sum- 
mary., 82-7639 

Local climatological data. Stockton, Cali- 
fornia. Monthly summary., 82-7430 





January—December 1982 


Local climatological data. Syracuse, New 
York. Monthly summary., 82-7557 

Local climatological data. Talkeetna, 
Alaska. Monthly summary., 82-7402 


Local climatological data. Tallahassee, 
Florida. Monthly summary., 82-7447 


Local climatological data. Tampa, Flor- 
ida. Monthly summary., 82-7448 

Local climatological data. Toledo, Ohio. 
Monthly summary., 82-7573 

Local climatological data. Topeka, 
Kansas. Monthly summary., 82-7482 


Local climatological data. Trenton, New 
Jersey. Monthly summary., 82-7546 


Local climatological data. Tucson, Arizo- 
na, monthly summary., 82-7408 

Local climatological data. Tulsa, Oklaho- 
ma. Monthly summary., 82-7576 


Local climatological data. Unalakleet, 
Alaska. Monthly summary., 82-7403 


Local climatological data. Valdez, 
Alaska. Monthly summary., 82-7404 


Local climatological data. Valentine, Ne- 
braska. Monthly summary., 82-7533 


Local climatological data. Victoria, 
Texas. Monthly summary., 82-7623 


Local climatological data. Waco, Texas. 
Monthly summary., 82-7624 


Local climatological data. Walla Walla, 
Washington. Monthly summary., 82- 
7640 


Local climatological data. Washington, 
D.C. Dulles International Airport. 
Monthly summary., 82-7378 


Local climatological data. Washington, 
D.C. Washington National Airport. 
Monthly summary., 82-7377 


Local climatological data. Waterloo, 
Iowa. Monthly summary., 82-7477 


Local climatological data. West Palm 
Beach, Florida. Monthly summary., 
82-7449 


Local climatological data. Wichita Falls, 
Texas. Monthly summary., 82-7625 


Local climatological data. Wichita, 
Kansas. Monthly summary., 82-7483 


Local climatological data. Wilmington, 
— Monthly summary., 82- 
438 


Local climatological data. Wilmington, 
North Carolina. Monthly summary., 
82-7563 


Local climatological data. Winnemucca, 
Nevada. Monthly summary., 82-7539 

Local climatological data. Winslow, Ari- 
zona. Monthly summary., 82-7409 

Local climatological data. Worcester, 
Massachusetts. Monthly summary., 
82-7496 

Local climatological data. Yakima, Wash- 
ington. Monthly summary., 82-7641 





Local climatological data. Yakutat, 
Alaska. Monthly summary., 82-7405 
Local climatological data. Youngstown, 
Ohio. Monthly summary., 82-7574 


Local climatological data. Yuma, Arizo- 
na. Monthly summary., 82-7410 


Local climatological data. Aberdeen, 
South Dakota, annual summary with 
comparative data., 82-127 


Local climatological data. Abilene, 
Texas, annual summary with compara- 
tive data., 82-15775 


Local climatological data. Akron, Ohio, 
annual summary with comparative 
data., 82-12866 

Local climatological data. Alamosa, 
Colorado, annual summary with com- 
parative data., 82-22851 


Local climatological data. Albany, New 
York, annual summary with compara- 
tive data., 82-12865 

Local climatological data. Albuquerque, 
New Mexico, annual summary with 
comparative data., 82-9522 


Local climatological data. Allentown, 
Pennsylvania, annual summary with 
comparative data., 82-12868 


Local climatological data. Allentown, 
Pennsylvania, monthly summary., 82- 
7585 


Local climatological data. Alpena, Michi- 
gan, annual summary with comparative 
data., 82-18045 


Local climatological data. Amarillo, 
Texas, annual summary with compara- 
tive data., 82-15776 


Local climatological data. Anchorage, 
Alaska, annual summary with compara- 
tive data., 82-12848 


Local climatological data. Annette, 
Alaska, annual summary with compara- 
tive data., 82-12849 


Local climatological data. Apalachicola, 
Florida, annual summary with com- 
parative data., 82-22859 

Local climatological data. Apalachicola, 
Florida, monthly summary., 82-7439 

Local climatological data. Asheville, 
North Carolina, annual summary with 
comparative data., 82-9525 

Local climatological data. storia, 
Oregon, annual summary with com- 
parative data., 82-9546 

Local climatological data. Athens, Geor- 
gia, annual summary with comparative 
data., 82-18009 

Local climatological data. Atlanta, Geor- 
gia, annual summary with comparative 
data., 82-18010 

Local climatological data. Atlantic City, 
New Jersey. Nat. Weather Service 
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Natl Climatic Center. 


Urban Site. Atlantic City State Marina. 
Monthly summary., 82-7543 

Local climatological data. Atlantic City, 
New Jersey. National Weather Service 
Ofc. Aviation Facilities Exper. Cntr. 
Monthly summary., 82-7544 

Local climatological data. Augusta, 
Georgia, annual summary with com- 
parative data., 82-18011 


Local climatological data. Avoca, Penn- 
sylvania, annual summary with com- 
parative data., 82-12869 

Local climatological data. Avoca, Penn- 
sylvania, monthly summary., 82-7586 

Local climatological data. Bakersfield, 
California, annual summary with com- 
parative data., 82-18000 

Local climatological data. Baltimore, 
Maryland, annual summary with com- 
parative data., 82-18041 

Local climatological data. Barrow, 
Alaska, annual summary with compara- 
tive data. 82-12850 


Local climatological data. Barter Island, 
Alaska, annual summary with compara- 
tive data. 82-12851 


Local climatological data. Baton Rouge, 
Louisiana, annual summary with com- 
parative data., 82-18037 


Local climatological data. Bethel, Alaska, 
annual summary with comparative 
data., 82-12852 


Local climatological data. Bettles, 
Alaska, annual summary with compara- 
tive data., 82-12853 


Local climatological data. Big Delta, 
Alaska, annual summary with compara- 
tive data., 82-12854 


Local climatological data. Billings, Mon- 
tana, annual summary with compara- 
tive data., 82-22875 


Local climatological data. Binghamton, 
New York, annual summary with com- 
parative data., 82-4679 


Local climatological data. Binghamton, 
New York, monthly summary., 82- 
7551 


Local climatological data. Birmingham, 
Alabama. Municipal Airport. Monthly 
summary., 82-7380 

Local climatological data. Birmingham, 
Alabama. Nat. Weather Service Fcst. 
Ofc. Monthly summary., 82-7379 

Local climatological data. Bishop, Cali- 
fornia, annual summary with compara- 
tive data. 82-18001 

Local climatological data. Bismarck, 
North Dakota, annual summary with 
comparative data., 82-9531 
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Natl Climatic Center. 


Local climatological data. Block Island, 
Rhode Island, annual summary with 
comparative data., 82-12875 


Local climatological data. Blue Canyon, 
California, annual summary with com- 
parative data., 82-18002 


Local climatological data. Blue Hill Ob- 
servatory, Milton, Massachusetts, 
annual summary with comparative 
data., 82-18042 


Local climatological data. Blue Hill Ob- 
servatory, Milton, Massachusetts, 
monthly summary., 82-7494 


Local climatological data. Boise, Idaho, 
annual summary with comparative 
data., 82-18019 


Local climatological data. Boston, Massa- 
chussets, annual summary with com- 
parative data., 82-18043 


Local climatological data. Bridgeport, 
Connecticut, annual summary with 
comparative data., 82-22856 


Local climatological data. Bridgeport, 
Connecticut. Monthly summary., 82- 
7436 


Local climatological data. Brownsville, 
Texas, annual summary with compara- 
tive data., 82-15777 


Local climatological data. Buffalo, New 
York, annual summary with compara- 
tive data., 82-4680 


Local climatological data. Burns, Oregon, 


annual summary with comparative 
data., 82-9542 


Local climatological data. Cairo, Illinois, 
annual summary with comparative 
data., 82-18022 


Local climatological data. Cape Hatteras, 
North Carolina, annual summary with 
comparative data., 82-9526 


Local climatological data. Cape Hatteras, 
North Carolina, monthly summary., 
82-7559 

Local climatological data. Caribou, 
Maine, annual summary with compara- 
tive data., 82-18039 

Local climatological data. Charleston, 
South Carolina, annual summary with 
comparative data., 82-12877 

Local climatological data. Charlotte, 
North Carolina, annual summary with 
comparative data., 82-9527 

Local climatological data. Clayton, New 
Mexico, annual summary with com- 
parative data., 82-4678 

Local climatological data. Cleveland, 
Ohio, annual summary with compara- 
tive data., 82-9534 

Local climatological data. Cold Bay, 
Alaska, annual summary with compara- 
tive data, 82-12855 
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Local climatological data. Colorado 
Springs, Colorado, annual summary 
with comparative data., 82-22852 


Local climatological data. Columbia, Mis- 
souri, annual summary with compara- 
tive data., 82-22871 


Local climatological data. Columbia, 
South Carolina, annual summary with 
comparative data., 82-12878 


Local climatological data. Columbus, 
Georgia, annual summary with com- 
parative data., 82-18012 


Local climatological data. Columbus, 
Ohio, annual summary with compara- 
tive data., 82-9535 


Local climatological data. Concord, New 
Hampshire, annual summary with com- 
parative data., 82-4675 


Local climatological data. Concordia, 
Kansas, annual summary with com- 
parative data., 82-18031 


Local climatological data. Corpus Christi, 
Texas, annual summary with compara- 
tive data., 82-15778 


Local climatological data. Dallas-Fort 
Worth, Texas, annual summary with 
comparative data., 82-15779 


Local climatological data. Dayton, Ohio, 
annual summary with comparative 
data., 82-9536 


Local climatological data. Daytona 
Beach, Florida, annual summary with 
comparative data., 82-22860 


Local climatological data. Del Rio, 
Texas, annual summary with compara- 
tive data., 82-15780 


Local climatological data. Denver, Colo- 
rado, annual summary with compara- 
tive data., 82-22853 


Local climatological data. Des Moines, 
Iowa, annual summary with compara- 
tive data., 82-4662 


Local climatological data. Detroit, Michi- 
gan, City airport, annual summary with 
comparative data., 82-18046 

Local climatological data. Detroit, Michi- 
gan, Metropolitan Airport, annual sum- 
mary with comparative data. 82- 
18047 

Local climatological data. Dodge City, 
Kansas, annual summary with com- 
parative data., 82-18032 

Local climatological data. Dubuque, 
Iowa, annual summary with compara- 
tive data., 82-1394 

Local climatological data. Duluth, Min- 
nesota, annual summary with compara- 
tive data., 82-18054 

Local climatological data. El Paso, 
Texas, annual summary with compara- 
tive data., 82-15781 


Do not order from index; see indicated entry 





Author Index 


Local climatological data. Elko, Nevada, 
annual summary with comparative 
data., 82-4670 

Local climatological data. Ely, Nevada, 
annual summary with comparative 
data., 82-4671 


Local climatological data. Erie, Pennsyl- 
vania, annual summary with compara- 
tive data., 82-12870 


Local climatoiogical data. Eugene, 
Oregon, annual summary with com- 
parative data., 82-9543 


Local climatological data. Eureka, Cali- 
fornia, annual summary with compara- 
tive data., 82-18003 


Local climatological data. Evansville, In- 
diana, annual summary with compara- 
tive data., 82-4660 


Local climatological data. Fairbanks, 
Alaska, annual summary with compara- 
tive data., 82-12856 


Local climatological data. Fargo, North 
Dakota, annual summary with com- 
parative data., 82-9532 


Local climatological data. Flagstaff, Ari- 
zona, annual summary with compara- 
tive data., 82-17994 


Local climatological data. Flint, Michi- 
gan, annual summary with comparative 
data., 82-18048 


Local climatological data. Fort Myers, 
Florida, annual summary with com- 
parative data., 82-22861 


Local climatological data. Fort Myers, 
Florida, monthly summary., 82-7441 


Local climatological data. Fort Smith, 
Arkansas, annual summary with com- 
parative data., 82-3119 


Local climatological data. Fort Wayne, 
Indiana, annual summary with com- 
parative data., 82-4661 


Local climatological data. Fresno, Cali- 
fornia, annual summary with compara- 
tive data., 82-18004 

Local climatological data. Glasgow, 
Montana, annual summary with com- 
parative data., 82-22876 

Local climatological data. Goodland, 
Kansas, annual summary with com- 
parative data. 82-18033 


Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 


Local climatological data. Grand Junc- 
tion, Colorado, annual summary with 
comparative data., 82-22854 

Local climatological data. Grand Rapids, 
Michigan, annual summary with com- 
parative data., 82-18049 





January—December 1982 


Local climatological data. Great Falls, 
Montana, annual summary with com- 
parative data., 82-22877 


Local climatological data. Greensboro, 
High Point, Winston-Salem AP, N.C, 
monthly summary., 82-7561 


Local climatological data. Greensboro, 
North Carolina, annual summary with 
comparative data., 82-9528 


Local climatological data. Greenville- 
Spartanburg Airport, Greer, South 
Carolina, annual summary with com- 
parative data., 82-12879 


Local climatological data. Guam, Pacific, 
annual summary with comparative 
data., 82-18057 


Local climatological data. Gulkana, 
Alaska, annual summary with compara- 
tive data., 82-12857 


Local climatological data. Harrisburg, 
Pennsylvania, annual summary with 
comparative data., 82-12871 


Local climatological data. Hartford, Con- 
necticut, annual summary with com- 
parative data., 82-22857 


Local climatological data. Havre, Mon- 
tana, annual summary with compara- 
tive data., 82-22878 


Local climatological data. Helena, Mon- 
tana, annual summary with compara- 
tive data., 82-22879 


Local climatological data. Hilo, Hawaii, 
annual summary with comparative 
data., 82-18015 


Local climatological data. Homer, 
Alaska, annual summary with compara- 
tive data., 82-12858 


Local climatological data. Honolulu, 
Hawaii, annual summary with com- 
parative data., 82-18016 


Local climatological data. Houghton 
Lake, Michigan, annual summary with 
comparative data., 82-18050 

Local climatological data. Huntsville, Al- 
abama, annual summary with compara- 
tive data., 82-12845 

Local climatological data. Huron, South 
Dakota, annual summary with com- 
parative data., 82-15772 

Local climatological data. Indianapolis, 
Indiana, annual summary with com- 
parative data., 82-18027 

Local climatological data. International 
Falls, Minnesota, annual summary with 
comparative data., 82-18055 

Local climatological data. Jackson, Mis- 
sissippi, annual summary with com- 
parative data., 82-22870 

Local climatological data. Jacksonville, 
Florida, annual summary with com- 
parative data., 82-22862 





Local climatological data. Johnston 
Island, Pacific, annual summary with 
comparative data., 82-22880 


Local climatological data. Johnston 
Island, Pacific, monthly summary., 
82-7656 


Local climatological data. Juneau, 
Alaska, annual summary with compara- 
tive data., 82-12859 


Local climatological data. Kahului, 
Hawaii, annual summary with com- 
parative data., 82-18018 


Local climatological data. Kalispell, 
Montana, annual summary with com- 
parative data., 82-1397 


Local climatological data. Key West, 
Florida, annual summary with com- 
parative data., 82-22863 


Local climatological data. King Salmon, 
Alaska, annual summary with compara- 
tive data., 82-12860 


Local climatological data. Kodiak, 
Alaska, annual summary with compara- 
tive data., 82-12861 


Local climatological data. Kodiak, 
Alaska, monthly summary., 82-7397 


Local climatological data. Koror Island, 
Pacific, annual summary with compara- 
tive data., 82-18059 


Local climatological data. Koror Island, 
Pacific, monthly summary., 82-7658 


Local climatological data. Kotzebue, 
Alaska, annual summary with compara- 
tive data., 82-12862 


Local climatological data. 
Island, Pacific, monthly 
82-7657 


Local climatological data. Kwajalein, 
Marshall Islands, Pacific, annual sum- 
mary with comparative data, 82- 
18058 


Local climatological data. Lake Charles, 


Louisiana, annual summary with com- 
parative data., 82-18038 


Local climatological data. Lansing, 
Michigan, annual summary with com- 
parative data., 82-18051 


Local climatological data. Las Vegas, 
Nevada, annual summary with com- 
parative data., 82-4674 


Local climatological data. Lewiston, 
Idaho, annual summary with compara- 
tive data., 82-18020 

Local climatological data. Lexington, 
Kentucky, annual summary with com- 
parative data., 82-1395 

Local climatological data. Lihue, Hawaii, 
annual summary with comparative 
data., 82-18017 

Local climatological data. Lincoln, Ne- 
braska, annual summary with compara- 
tive data., 82-4665 


Kwajalein 
summary., 
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Natl Climatic Center. 


Local climatological data. Little Rock, 
Arkansas, annual summary with com- 
parative data., 82-17998 


Local climatological data. Long Beach, 
California, annual summary with com- 
parative data., 82-18005 

Local climatological data. Los Angeles, 
California, civic center, annual sum- 
mary with comparative data, 82- 
18006 


Local climatological data. Los Angeles, 
California, International Airport, 
annual summary with comparative 
data., 82-22842 


Local climatological data. Louisville, 
Kentucky, annual summary with com- 
parative data., 82-18036 


Local climatological data. Macon, Geor- 
gia, annual summary with comparative 
data., 82-18013 


Local climatological data. Majuro, Mar- 
shall Is., Pacific, monthly summary., 
82-7659 


Local climatological data. Majuro, Mar- 
shall Islands, Pacific, annual summary 
with comparative data., 82-18060 


Local climatological data. Mansfield, 
Ohio, annual summary with compara- 
tive data., 82-9537 


Local climatological data. McGrath, 
Alaska, annual summary with compara- 
tive data., 82-12863 


Local climatological data. Medford, 
Oregon, annual summary with com- 
parative data., 82-9547 


Local climatological data. Meridian, Mis- 
sissippi, annual summary with com- 
parative data., 82-22869 


Local climatological data. Miami, Flor- 
ida, annual summary with comparative 
data., 82-22864 


Local climatological data. Miles City, 
Montana, annual summary with com- 
parative data., 82-1398 


Local climatological data. Minneapolis- 
St. Paul, Minnesota, annual summary 
with comparative data., 82-22868 

Local climatological data. Minneapolis- 
St. Paul, Minnesota, monthly sum- 
mary., 82-7511 

Local climatological data. Missoula, 
Montana, annual summary with com- 
parative data., 82-1399 

Local climatological data. Mobile, Ala- 
bama, annual summary with compara- 
tive data., 82-12847 

Local climatological data. Moline, Illi- 
nois, annual summary with compara- 
tive data., 82-18023 

Local climatological data. Montgomery, 
Alabama, annual summary with com- 
parative data., 82-12846 
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Natl Climatic Center. 


Local climatological data. Montgomery, 
Alabama, monthly summary., 82-7382 

Local climatological data. Mount Shasta, 
California, annual summary with com- 
parative data., 82-22843 

Local climatological data. Mount Wash- 
ington Observatory, Gorham, New 
Hampshire, annual summary with com- 
parative data., 82-9521 

Local climatological data. Mt. Washing- 
ton Observatory, Gorham, N.H., 
monthly summary., 82-7542 

Local climatological data. Muskegon, 
Michigan, annual summary with com- 
parative data., 82-18052 


Local climatological data. New Orleans, 
Louisiana, annual summary with com- 
parative data., 82-1396 


Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 


Local climatological data. No. Little 
Rock, Arkansas, annual summary with 
comparative data., 82-17999 


Local climatological data. Nome, Alaska, 
annual summary with comparative 
data., 82-12864 


Local climatological data. Norfolk, Ne- 
¢ braska, annual summary with compara- 
tive data., 82-4666 


Local clim-tological data. North Platte, 
Nebraska, annual summary with com- 
parative data., 82-4667 


Local climatological data. Oakland, Cali- 
fornia, annual summary with compara- 
tive data., 82-22844 


Local climatological data. Oklahoma 
City, Oklahoma, annual summary with 
comparative data., 82-9540 


Local climatological data. Omaha, Ne- 
braska, annual summary. with compara- 
tive data., 82-9520 

Local climatological data. Orlando, Flor- 
ida, annual summary with comparative 
data., 82-22865 

Local climatological data. Pago Pago, 
American Samoa, annual summary 
with comparative data., 82-22883 

Local climatological data. Pago Pago, 
American Samoa, monthly summary., 
82-7664 

Local climatological data. Pendleton, 
Oregon, annual summary with com- 
parative data., 82-9544 

Local climatological data. Pensacola, 
Florida, annual summary with com- 
parative data., 82-22866 

Local climatological data. Peoria, Illinois, 
annual summary with comparative 
data., 82-18024 


Local climatological data. Philadelphia, - 


Pennsylvania, annual summary with 
comparative data., 82-12872 
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Local climatological data. Phoenix, Ari- 
zona, annual summary with compara- 
tive data., 82-17995 

Local climatological data. Pocatello, 
Idaho, annual summary with compara- 
tive data., 82-18021 

Local climatological data. Ponape Island, 
Pacific, annual summary with compara- 
tive data., 82-22881 

Local climatological data. Ponape Island, 
Pacific, monthly summary., 82-7660 


Local climatological data. Port Arthur, 
Texas, monthly summary., 82-7620 


Local climatological data. Portland, 
Maine, annual summary with compara- 
tive data., 82-18040 

Local climatological data. Portland, 
Oregon, annual summary with com- 
parative data., 82-12867 


Local climatological data. Providence, 
Rhode Island, annual summary with 
comparative data., 82-12876 


Local climatological data. Pueblo, Colo- 
rado, annual summary with compara- 
tive data., 82-22855 


Local climatological data. Raleigh, North 
Carolina, annual summary with com- 
parative data., 82-9529 


Local climatological data. Raleigh, North 
Carolina, monthly summary., 82-7562 


Local climatological data. Rapid City, 
South Dakota, annual summary with 
comparative data., 82-15774 

Local climatological data. Red Bluff, 


California, annual summery with com- 
parative data., 82-22845 


Local climatological data. Reno, Nevada, 
annual summary with comparative 
data., 82-4672 


Local climatological data. Rochester, 
Minnesota, annual summary with com- 
parative data., 82-18056 


Local climatological data. Rochester, 
New York, annual summary with com- 
parative data., 82-9524 

Local climatological data. Rockford, IIli- 
nois, annual summary with compara- 
tive data., 82-18025 

Local climatological data. Rome, Geor- 
gia, annual summary with comparative 
data., 82-18014 

Local climatological data. Roswell, New 
Mexico, annual summary with com- 
parative data., 82-9523 

Local climatological data. Sacramento, 
California, annual summary with com- 
parative data., 82-22846 

Local climatological data. Saint Cloud, 
Minnesota, annual summary with com- 
parative data., 82-22867 
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Author Index 


Local climatological data. Saint Joseph, 
Missouri, annual summary with com- 
parative data., 82-22872 

Local climatological data. Saint Joseph, 
Missouri, monthly summary., 82-7517 

Local climatological data. Salem, 
Oregon, annual summary with com- 
parative data., 82-9545 

Local climatological data. San Diego, 
California, annual summary with com- 
parative data., 82-22847 

Local climatological data. San Francisco, 
California, Federal Office Building, 
annual summary with comparative 
data., 82-22848 

Local climatological data. San Francisco, 
California, International Airport, 
annual summary with comparative 
data., 82-22849 

Local climatological data. San Juan, 
Puerto Rico, annual summary with 
comparative data., 82-12874 ¥ 

Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 

Local climatological data. Sault Ste. 
Marie, Michigan, annual summary with 
comparative data., 82-18053 4 

Local climatological data. Sault Ste. 
Marie, Michigan, monthly summary., 

2-7506 

Local climatological data. Savannah, 
Georgia, annual summary with com- 
parative data., 82-4659 

Local climatological data. Scottsbluff, 
Nebraska, annual summary with com- 
parative data., 82-4668 

Local climatological data. Seattle, Wash- 
ington. National Weather Service Ofc. 
Seattle-Tacoma airport. Monthly sum- 
mary., 82-7637 

Local climatological data. Sexton 
Summit, Oregon, monthly summary., 
82-7582 

Local climatological data. Shreveport, 
Louisiana, annual summary with com- 
parative data., 82-4663 

Local climatological data. Sioux City, 
Iowa, annual summary with compara- 
tive data., 82-18029 

Local climatological data. Sioux Falls, 
South Dakota, annual summary with 
comparative data., 82-15773 

Local climatological data. South Bend, 
Indiana, annual summary with com- 
parative data., 82-18028 

Local climatological data. Springfield, I- 
linois, annual summary with compara- 
tive data., 82-18026 

Local climatological data. Springfield, 
Missouri, annual summary with com- 
parative data., 82-22874 





January—December 1982 


Local climatological data. St. Louis, Mis- 
souri, annual summary with compara- 
tive data., 82-22873 

Local climatological data. St. Paul Island, 
Alaska, annual summary with compara- 
tive data., 82-17989 

__Local climatological data. Stockton, Cali- 
fornia, annual summary with compara- 
tive data., 82-22850 

Local climatological data. Syracuse, New 
York, annual summary with compara- 
tive data., 82-4681 

Local climatological data. Talkeetna, 
Alaska, annual summary with compara- 
tive data., 82-17990 

Local climatological data. Tallahassee, 
Florida, annual summary with com- 
parative data., 82-4658 


Local climatological data. Tampa, Flor- 
ida, annual summary with comparative 
data., 82-18007 

Local climatological data. Toledo, Ohio, 
annual summary with comparative 
data., 82-9538 

Local climatological data. Topeka, 
Kansas, annual summary with com- 
parative data., 82-18034 

Loca! climatological data. Trenton, New 


Jersey, annual summary with compara- 
tive data., 82-4677 


Local climatological data. Truk, Caroline 
Is., Pacific, monthly summary., 82- 
661 


Local climatological data. Truk, Eastern 
Caroline Is., Pacific, annual summary 
with comparative data., 82-18061 


Local climatological data. Tucson, Arizo- 
na, annual summary with comparative 
data., 82-17996 


Local climatological data. Tulsa, Oklaho- 
ma, annual summary with comparative 
data., 82-9541 


Local climatological data. Unalakleet, 
Alaska, annual summary with compara- 
tive data, 82-17991 


Local climatological data. Valdez, 
Alaska, annual summary with compara- 
tive data., 82-17992 


Local climatological data. Valentine, Ne- 
braska, annual summary with compara- 
tive data., 82-4669 

Local climatological data. Wake Island, 
Pacific, annual summary with compara- 
tive data., 82-18062 

Local climatological data. Wake Island, 
Pacific, monthly summary., 82-7662 

Local climatological data. Wallops 
Island, Virginia, monthly summary., 
82-7633 

Local climatological data. Washington, 
D.C., Dulles International Airport, 
annual summary with comparative 
data., 82-12844 





Natl Coastal Ecosystems Team (U.S.) 


Local climatological data. Washington, 
D.C., National Airport, annual sum- 
mary with comparative data, 82- 
12843 

Local climatological data. Waterloo, 
Iowa, annual summary with compara- 
tive data., 82-18030 


Local climatological data. West Palm 
Beach, Florida, annual summary with 
comparative data., 82-18008 


Local climatological data. Williamsport, 
Pennsylvania, annual summary with 
comparative data., 82-12873 


Local climatological data. Williamsport, 
Pennsylvania, monthly summary., 82- 
7591 


Local climatological data. Williston, 
North Dakota, annual summary with 
comparative data., 82-9533 


Local climatological data. Wilmington, 
Delaware, annual summary with com- 
parative data., 82-22858 


Local climatological data. Wilmington, 
North Carolina, annual summary with 
comparative data., 82-9530 


Local climatological data. Winnemucca, 
Nevada, annual summary with com- 
parative data., 82-4673 


Local climatological data. Winslow, Ari- 
zona, annual summary with compara- 
tive data., 82-17997 


Local climatological data. Worcester, 
Massachussets, annual summary with 
comparative data., 82-18044 


Local climatological data. Yakutat, 
Alaska, annual summary with compara- 
tive data., 82-17993 


Local climatological data. Yap Island, 
Pacific, annual summary with compara- 
tive data., 82-22882 


Local climatological data. Yap Island, 
Pacific, monthly summary., 82-7663 


Local climatological data. Youngstown, 
Ohio, annual summary with compara- 
tive data., 82-9539 


Local climatological data. Yuma, Arizo- 
na, annual summary with comparative 
data, 82-3118 


Local climatological data, Williston, 
North Dakota. Monthly summary., 
82-7566 

Monthly climatic data for the world /, 
82-7279 

Monthly summary, solar radiation data., 
82-7665 


The Mt. St. Helens story : its destructive 
force and climatological aspects., 82- 
25541 


National thunderstorm frequencies for the 
contiguous United States /, 82-29549 
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Probability estimates of temperature ex- 
tremes for the contiguous United States 
/, 82-6659 


Solar radiation data., 
Storm data., 82-7280 


Tropical cyclones of the North Atlantic 
Ocean, 1871-1980 /, 82-17981 

Wind-ceiling-visibility data at selected 
airports., 82-16895, 82-19833 


82-9519 


National Climatic Center. Environmental 
Data and Information Service. 
Heat stress., 82-15771 


National Coalition for Jail Reform. 
National Symposium on Children in Jail 
/, 82-19512 


National Coastal Ecosystems Team (U.S.) 
Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 


Atlantic coast ecological inventory user’s 
guide and information base /, 82- 
19414 


Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


An Ecological characterization of the Pa- 
cific Northwest coastal region /, 82- 
19413 


Ecological characterization of the Sea 
Island coastal region of South Carolina 
and Georgia : directory of information 
sources /, 82-23897 


Ecological characterization of the Sea 
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radiated sound pressure, and reflected 
sound pressure for plane plate struc- 
tures with fluid on one side /, 82-3280 


Ringen, Bruce H. 

Hydrologic data for the Cache Creek- 
Bear Thrust environmental impact 
statement near Jackson, Wyoming, 
82-16457 


Ringo, Martin. 
Fundamental economic issues in the de- 
velopment of small scale hydro /, 82- 
13368 


Rinne, John N. 
A new Gila topminnow locality in south- 
ern Arizona /, 82-25104 


Rinzler, Ralph. 
The Meaders family, north Georgia pot- 
ters /, 82-24260 


Riordan, S. A. 
Power plant entrainment simulation uti- 
lizing a condenser tube simulator / 
final report /, 82-12011 


Ripp, J. A. 
Assessment of surface runoff from iron 
and steel mills /, 82-10127 


Ripple, R. 

Proceedings of the ANS/ASME/NRC 
International Topical Meeting on Nu- 
clear Reactor Thermal-Hydraulics 
held at Saratoga Springs, New York, 
October 5-8, 1980 /, 82-2578 


Risbrudt, Christopher. 
Trends in economic scarcity of U.S. 
timber commodities /, 82-22586 


Risch, Erna, 1904- 
Supplying Washington’s Army /, 82-189 
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River, Bryan H. 


Risse, Lawrence A. 
Containers in common use for selected 
fresh fruits and vegetables exported to 
western Europe /, 82-15269 


Ristau, Toni K. 
Small water purification systems /, 82- 
3735, 82-5939 


Ritchie, L. T. (Lynn T.) 

Impact of rainstorm and runoff modeling 
on predicted consequences of atmo- 
speric releases from nuclear reactor ac- 
cidents /, 82-14912 


A method for determining radioactive 
material shipment patterns in urban 
areas /, 82-962 


Rite, Alan. 
July 1980 Mt. Hood earthquake swarm, 
82-26262 


Ritschard, Ronald L. 
Assessment of solar energy within a com- 
munity : summary of three community- 
level studies /, 82-15980 


Ritter, Eric W. 
Cultural resources inventory of the cen- 
tral Mojave and Colorado Desert re- 
gions, California /, 82-5943 


An overview of the cultural resources of 
the Western Mojave Desert /, 82- 
1992 


Ritter, John R. 
An evaluation of the effects of acid rain 
on low conductivity headwater streams 
in Pennsylvania, 82-26290 


Sediment data for streams near Mount St. 
Helens, Washington, 82-28595 


Riva, Joseph P. 
Assessment of conventionally recoverable 
petroleum resources of Indonesia, 82- 
23769 


Rivard, J. B. 
Feasibility of bottom-cooled debris bed 
experiments in the annular core re- 
search reactor (ACRR) /, 82-29428 


Rivard, Joseph B. 
Postaccident heat removal : debris-bed 
experiments D-2 and D-3 /, 82-14796 


Review of in-vessel meltdown models /, 
82-6664 


Rivard, W. C. 

K-FIX (3D,FLX) : application of the K- 
FIX code to fluid-structure interaction 
phenomena in the HDR geometry /, 
82-24781 


PRESBC, pressure boundary conditions 
for the K-FIX code /, 82-2530 


River, Bryan H. 
Behavior of construction adhesives under 
long-term load /, 82-4367 


Page 1-449 





Rivers, Larry, 1923- 


Rivers, Larry, 1923- 
Larry Rivers : the Hirshhorn Museum 
and Sculpture Garden collection, 
Smithsonian Institution /, 82-24257 


Riverside County Flood Control and Water 
Conservation District. 
Water-resources data, 1970-75, for Perris 
Valley and vicinity, Riverside County, 
California /, 82-10817 


Riverside Forest Fire Laboratory. 
Ignition characteristics of internal com- 
bustion engine exhaust products /, 82- 
25001 


Meteorology for forest and brushland 
management research work unit /, 82- 
17459 


Riviera Beach (Fla.) 
Ground-water resources of the Riviera 
Beach area, Palm Beach County, Flor- 

ida, 82-28516 


Roach, Craig. 

A strategy for oil proliferation, expedit- 
ing petroleum exploration and produc- 
tion in non-OPEC developing countries 
: a Staff working paper /, 82-4288 


Robards, Mac H. 
Soil survey of Putnam County, Indiana., 
82-9128 


Robb, James M. 

Geology and potential hazards of the 
Continental Slope between Lindenkohl 
and South Toms Canyons, offshore 
Mid-Atlantic United States, 82-16477 


Submersible obsérvations of potential 
geologic hazards along the mid-Atlan- 
tic outer Continental shelf and upper- 
most slope, 82-16487 


Robb, Preston. 
Epilepsy : a manual for health workers /, 
82-23514 


Robbins, Jackie W. D. 
Environmental impact resulting from un- 
confined animal production /, 82-1670 


Robbins, M. Kathryn. 
Needlecast of European larch /, 82- 
15485 


Squirrel damage to pines /, 


Robbins, S. L. 
Description of a special logging truck 
built for the U.S. Geological Survey 
for borehole gravity survyes [sic], 82- 
28539 


82-15486 


Robboy, Stanley J. 

Prenatal diethylstilbestrol (DES) expo- 
sure : recommendations of the diethys- 
tilbestrol-adenosis (DESAD) project 
for the identification and management 
of exposed individuals /, 82-10517 
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Robert C. Ronstadt Associates. 
Multinational activities of major U.S. 
automotive producers /, 82-29186 


Robert S. Kerr Environmental Research 
Laboratory. 
Cropping systems for treatment and utili- 
zation of municipal wastewater and 
sludge /, 82-18415 


Evaluation of the effectiveness of granu- 
lar actived carbon adsorption and aqua- 
culture for removing toxic compounds 
from treated petroleum refinery ef- 
fuents [i.e. effluents] /, 82-10218 


Irrigating with municipal effluent : a so- 
cioeconomic study of community expe- 
riences /, 82-15532 


Irrigation tailwater management /, 82- 
10219 


Proceedings of the Fourth National 
Ground Water Quality Symposium, 
September 20-22, 1978, Minneapolis, 
Minnesota /, 82-1660 


Robert S. Kerr Environmental Research 
Laboratory. Source Management Branch. 
Environmental impact resulting from un- 

confined animal production /, 82-1670 


Robert S. Kerr Water Research Center. 
Treatment of primary effluent by rapid 
inflation /, 82-5295 


Roberts, Albert Eugene, 1921- 

Geology and petrology of the Upper 
Miocene phosphate deposit near New 
Cuyama, Santa Barbara County, Cali- 
fornia, 82-26292 


Roberts, Alfred, 1918- 
Soil survey of Windham County, Con- 
necticut., 82-12602 


Roberts, Barry, 1947- 
The impact of 1980 scheduled capacity 
additions on electric utility oil con- 
sumption : analysis report /, 82-10005 


U.S. commercial nuclear power : histori- 
cal perspective, current status, and out- 
look /, 82-23102 


Roberts, Carter W. 
Preliminary isostatic residual gravity map 
of California, 82-16475 


Roberts, F. P. 

Methods of determining and controlling 
bias in nuclear material accounting 
measurements /, 82-24738 

Monitoring the random errors of nuclear 
material measurements /, 82-17194 

Training and qualifying personnel for 
performing measurements for the con- 


trol and accounting of special nuclear 
material /, 82-20082 
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Roberts, M. J. 


Measurement of the electromagnetic en- 
vironment at Primarkreislauf /, 82- 
14812 


Roberts, Matt, 1929- 
Bookbinding and the conservation of 
books : a dictionary of descriptive ter- 
minology /, 82-24005 


Roberts, Pamela S. 
Growth of hybrid poplars, white spruce, 
and jack pine under various artificial 
lights /, 82-2782 


Roberts, Paul O. 
Development of a policy sensitive model 
for forecasting freight demand : final 
report /, 82-26699 


Roberts, Ralph Jackson, 1911- 
Iron sulfide deposits at Wadi Wassat, 
Kingdom of Saudi Arabia, 82-28668 


Robertson, George D. 
Soil survey of Wright County, Missouri., 
82-12603 


Robertson, Jacqueline L. 
Moellman spray chamber : versatile re- 
search tool for laboratory bioassays /, 
82-12491 


Robinove, Charles Joseph, 1931- 
Annotated bibliography of remote sens- 
ing methods for monitoring desertifica- 
tion /, 82-1920 


Robins, A. Warner. 
Longitudinal aerodynamic characteristics 
of an elliptical body with a horizontal 
tail at mach numbers 2.3 to 4.63 /, 82- 
28890 


Supersonic wings with significant lead- 
ing-edge thrust at cruise /, 82-26541 


Robinson, Casey P. 
Reactions of methamidophos with mam- 
malian cholinesterases /, 82-3919 


Robinson, Charles Sherwood, 1920- 
Geology of the eastern part of the 
Harold D. Roberts Tunnel, Colorado 
(Stations 69000 to 123858) /, 82-23657 


Robinson, Ferrol O. 
Feasibility of demand incentives for non- 
motorized travel /, 82-22111 


Feasibility of demand incentives for non- 
motorized travel : appendices /, 82- 
6314 


Robinson, G. D. 
The perturbation of some atmospheric 
mechanisms by emissions from aircraft 

/, 82-6442 
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Robinson, Harold Ernest, 1932- 
A revision of the tribal and subtribal 
limits of the Heliantheae (Asteraceae) / 
, 82-29001 


Robinson, John. 
Locomotive cab design development /, 
82-26779 


Robinson, Sandra. 
The adult illiterate speaks out : personal 
perspectives on learning to read and 
write /, 82-16092 


Robison, J. H. 
Data from geothermal test wells near 
Mount Hood, Oregon, 82-26289 


Robkin, M. A. 
Analysis of credible accidents for Argo- 
naut reactors /, 82-4175 


Roche-Farmer, L. (Lidia) 
Study of alternative methods for the 
management of liquid scintillation 
counting wastes /, 82-27047 


Rochelle, J. M. 

Development of the capacitor discharge 
vaporization technique to produce aer- 
osols formed under conditions postulat- 
ed for hypothetical core disruptive ac- 
cidents /, 82-4098 


Power regulator for direct heating of ma- 
terial with inverse resistance-tempera- 
ture properties /, 82-20115 


Rockwell, Gerald L. 
Description of wells at Beale Air Force 
Base and vicinity, California /, 82- 
10754 


Rockwell International. 

Visual search performance in simulated 
remotely piloted vehicle utilization as a 
function of auxiliary task loading on 
the observer /, 82-9763 


Rockwell International. Energy Systems 
Group. 
Is the wind a practical source of energy 
for you?., 82-13234 


An Unconstrained overview of the criti- 
cal elements in a model state system 
for emergency response to radiological 
transportation incidents /, 82-27141 


Rockwell International. Environmental 

Monitoring & Services Center. 

An Unconstrained overview of the criti- 
cal elements in a model state system 
for emergency response to radiological 
transportation incidents /, 82-27141 


Rockwell International. Rocketdyne Divsion. 

Design optimization and field verification 

of an integrated residential furnace : 
phase 1 /, 82-13583 





Rockwell International. Rocky Flats Plant. 
Critical experiments on low-enriched ura- 
nium oxide systems with H/U 2.03 : 
reference critical experiments /, 82- 
24786 


Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) 
Abert squirrel use of ponderosa pine as 

feed trees /, 82-12493 


Aerial stand volume table for plains cot- 
tonwood in eastern Colorado /, 82- 
15415 


An artificial bald eagle nest structure /, 
82-22584 


A bibliography of the lesser prairie chick- 
en, 1873-1980 /, 82-15446 


Biology and control of lilac borer in the 
northern Great Plains /, 82-20459 


Characteristics of scaled quail loafing co- 
verts in northwest Texas /, 82-12499 


Chimney Spring forest fire history /, 
82-15386, 82-15387 


A classification of spruce-fir and mixed 
conifer habitat types of Arizona and 
New Mexico /, 82-12465 


A computer program to calculate the sus- 
ceptibility of spruce-fir stands to spruce 
beetle outbreaks /, 82-25136 


Constructing wooden boxes for cavity- 
nesting birds /, 82-22583 
Cydia youngana 

(Lepidoptera:Tortricidae) and  asso- 
ciates in Engelmann spruce cones, 


Fraser Experimental Forest, Colorado 
1974-1977 /, 82-15416 


Dead trees used by cavity-nesting birds 
on the Fraser Experimental Forest : a 
case history /, 82-20460 


Design criteria for avalanche control 
structures in the runout zone /, 82- 
25135 


Eastern redcedar seed sources recom- 
mended for North Dakota sites /, 82- 
12496 


Ecology of Arizona cottontop /, 82- 
12467 


Effects of mountain home developments 
on surface water quality : a case study 
/, 82-12500 


Effects of watering treatments on germi- 
nation, survival, and growth of Rocky 
Mountain Douglas-fir : a greenhouse 
study /, 82-20458 


An Engelmann spruce seed source study 
in the central Rockies /, 82-25084 


Establishment, survival, and growth of 
selected browse species in a ponderosa 
pine forest /, 82-15385 


Five-year growth and development in a 


virgin Arizona mixed conifer stand /, 
82-15382 


(Kearfott) 
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Rocky Mountain Forest and Range Experiment Station (Fort Collins, Colo.) 


Food habits of coyotes in a semidesert 
grass-shrub habitat /, 82-12495 


Forests and recreation : a comparison of 
the United States and the Federal Re- 
public of Germany /, 82-15365 


Incidence of western spruce budworm 
parasites in New Mexico after aerial 
spraying with carbaryl /, 82-27404 

Lumber yield potential of aspen in the 
Rocky Mountains /, 82-22576 


Management of lodgepole pine in even- 
aged stands in the central Rocky 
Mountains /, 82-25082 


Management of ponderosa pine in even- 
aged stands in the Black Hills /, 82- 
25081 


Management of ponderosa pine in even- 
aged stands in the Southwest /, 82- 
17470 


Microbial populations in undisturbed soils 
and coal mine spoils in semi-arid condi- 
tions /, 82-12497 


Mountain pine beetle, timber manage- 
ment, and timber industry in Colora- 
do’s front range : production and mar- 
keting alternatives /, 82-17501 


A new Gila topminnow locality in south- 
ern Arizona /, 82-25104 


82-6946 


Numerical simulation of jet roof geome- 
try for snow cornice control /, 82- 
15384 


Numerical simulation of snow avalanche 
flow /, 82-15383 


Ponderosa pine provenances for the 
northern Great Plains /, 82-17469 


A portable irrigation system for remote 
sites /, 82-12498 


Preliminary classification for the conifer- 
ous forest and woodland series of Ari- 
zona and New Mexico /, 82-12466 


Proceedings of the Fire History Work- 
shop, October 20-24, 1980, Tucson, Ar- 
izona /, 82-38 


Proceedings of the twenty-seventh annual 
Western International Forest Disease 
Work Conference : Marion Executive 
Inn, Salem, Oregon, September 25-28, 
1979 / compiled by Thomas E. Hinds., 
82-15366 


Processing potential for insect-infected 
Front Range forests /, 82-22587 


Productivity equations for forest vegeta- 
tion treatment projects in the Colorado 
Front Range /, 82-25083 

Protect your pines from mountain pine 
beetles /, 82-15296, 82-22562 


Reducing natural ponderosa pine fuels 
using prescribed fire : two case studies 
/, %82-20461 


New publications /, 
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Rocky Mountain Forest and Range Experiment Station (Fort Collins, Colo.) 


Regeneration on aspen clearcuts in north- 
western Colorado /, 82-25105 


Regional directory, leafy spurge control., 
82-17461 


Remote sensing of wildland resources : a 
state-of-the-art review /, 82-12527 


Roots of lodgepole pine seedlings reach 
depth of only 3 to 4 inches their first 
season /, 82-12494 


RUN WILD, for the UNIVAC 1100 
series implementation and mainte- 
nance /, 82-12526 


Selection and use of snags by secondary 
cavity-nesting birds of the ponderosa 
pine forest /, 82-15388 


Sterilization of dominant males will not 
limit feral horse populations /, 82- 
15389 


Stream dynamics : an overview for land 
managers /, 82-12528 


Suitability of beetle-killed pine in Colora- 
do’s front range for wood and fiber 
products /, 82-12506 


Taxonomy and effects of dwarf mistletoe 
on Bristlecone pine on the San Francis- 
co Peaks, Arizona /, 82-25080 


Timber yield and financial return per- 
formance of the 1974 forestry incen- 
tives program /, 82-12464 


Tradeoff analysis in local land manage- 
ment planning /, 82-15447 


The Use of termites and other soil fauna 
to develop soils on strip mine spoils /, 
82-15414 


Volume tables and point-sampling factors 
for ponderosa pine in the front range 
of Colorado /, 82-17468 


Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.). 
Resources Evaluation Techniques 


Resources evaluation newsletter /, 82- 
6947 


Rodabaugh, E. C. 
Evaluation of the plastic characteristics 
of piping products in relation to 
ASME code criteria /, 82-4101 


Realistic seismic design margins of 
pumps, valves, and piping /, 82-995 

Stress indices and flexibility factors for 
nozzles in pressure vessels and piping / 
, 82-14850 


Stress indices for girth welded joints, in- 
cluding radial weld shrinkage, mis- 
match, and tapered-wall transitions /, 
82-2461 


Rodden, William P. 
Aeroelastic addition to NASTRAN /, 
82-11090, 82-14164 
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Rodekohr, Mark. 
An analysis of the impact of a one million 
barrel per day demand reduction on 
world oil prices /, 82-13441 


A qualitative assessment of the impact of 
energy demand-management programs 
/, %2-28049 


Rodes, Thomas W. 
National childcare consumer study, 1975 
/, 82-26058 


Rodewald, Gordon E. 
Economies of size in U.S. field crop 
farming /, 82-13 


Rodgers, John M. 
Financing the airport and airway system : 
cost allocation and recovery /, 82- 
16899 


Rodgers, Kay. 
Biofeedback /, 82-26488 


Rodgers, Richard J. 
Initial conceptual design study of self- 
critical nuclear pumped laser systems /, 
82-14166 


Rodgers, S. J. 
Material development study for a hazard- 
ous chemical protective clothing outfit 
: final report /, 82-884 


Rodgers, S. J., (Sheridan Joseph), 1929- 
Material development study for a hazard- 
ous chemical protective clothing outfit 
: final report /, 82-884 


Rodriguez, Robert G. 
Helicopter mobilization of oil and gas 
drilling operations in mountainous 
areas of western Wyoming, 82-26283 


Rodwell, Julie F. 
The states aviation forecasting needs /, 
82-3906 


Roeck, Douglas R. 

Review of concurrent mass emission and 
opacity measurements for coal-burning 
utility and industrial boilers /, 82- 
13642 


Roedder, Edwin, 1919- 
Petrographic study of fluid inclusions in 
salt core samples from Asse mine, Fed- 
eral Republic of Germany, 82-28624 


Roeder, Robert T. 

Frozen potato products from Canada : 
determination of no reasonable indica- 
tion of material injury or threat thereof 
in investigation no. 701-TA-3 (prelimi- 
nary) under section 703(a) of the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation., 82- 
16861 


Roelke, Richard J. 
Reasons for low aerodynamic perform- 
ance of 13.5-centimeter-tip-diameter 
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aircraft engine starter turbine /, 82- 
6169 


Roelof, E. C. 
Solar observations during Skylab, April 
1973-February 1974 /, 82-17988 


Roesch, Stephen E. 
Assessment of 1977 water quality condi- 
tions in the upper Potomac estuary /, 
82-10072 


User’s manual for the dynamic (Potomac) 
estuary model /, 82-10085 


Roessner, J. David. 
Making solar laws work : a study of state 
solar energy incentives /, 82-16035 


Rogers, A. M. 
Nuclear event time histories and comput- 
ed site transfer functions for locations 
in the Los Angeles region /, 82-3685 


Southern Great Basin seismological data 
report for 1980 and preliminary data 
analysis, 82-28616 


Rogers and Associates Engineering 
Corporation. 
A handbook for the determination of 
radon attenuation through cover mate- 
rials /, 82-20136 


Rogers, Clarence D. 
Cotton quality evaluation : 
ods and use /, 82-22644 


testing meth- 


Rogers, Daniel T. 

Computer simulation applied to the sepa- 
ration of porous leach residue solids 
from liquor by horizontal belt filtration 
/, %2-21789 


Rogers, David (David Francis), 1953- 
NPDES compliance evaluation inspection 
manual /, 82-363, 82-5307 


Rogers, David C. 
Development of pump characteristics 
from field tests /, 82-19243 


Rogers, Lynn L. 
Estimating plant biomass for under- 
growth species of northeastern Minne- 
sota /, 82-15435 


Foods of white-tailed deer in the Upper 
Great Lakes Region: a review /, 82- 
12519 


Rogers National Research. 
Study of consumer automotive preference 
with regard to fuel economy measures 
/, 82-29190 


Rogers, Peter W. 
Study of consumer automotive preference 
with regard to fuel economy measures 

/, 82-29190 
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Rogers, S. E. (Sharron E.) 
Environmental assessment of coal clean- 
ing processes : Homer City power 
complex testing /, 82-16158 


Proceedings, Symposium on Coal Clean- 
ing to Achieve Energy and Environ- 
mental Goals, (September 1978, Holly- 
wood, FL) /, 82-13601 


Rogers, Terrence J. 
Forest management practices to prevent 
insect and disease damage to southern 
pine /, 82-15473 


Rogers, V. C. (Vern Child), 1941- 
A handbook for the determination of 
radon attenuation through cover mate- 
rials /, 82-20136 


Rogerson, T. L. 
Rainfall data simulation /, 82-20463 


Rogoff, Kenneth S. 
The information content of the interest 
rate and optimal monetary policy /, 
82-28221 


The out-of-sample failure of empirical ex- 
change rate models : sampling error or 
misspecification? /, 82-28225 


Speculative hyperinflations in maximizing 
models : can we rule them out? /, 82- 
28222 


Rogoshewski, P. J. 
Evaluation of lime precipitation for treat- 
ing boiler tube cleaning wastes /, 82- 
13641 


Rogowski, Robert S. 
Carbon-catalyzed oxidation of SO,by 
NO,and air /, 82-26554 


Rohani, Behzad. 
Analysis of steerability of tracked vehi- 
cles theoretical predictions versus 
field measurements /, 82-5028 


Liquefaction potential of dams and foun- 
dations. Report 5. Development of a 
constitutive relation for simulating the 
response of saturated cohesionless soil 
/, 82-9812 


Rohatgi, Upendra S. 
Constitutive relations in TRAC-PIA /, 
82-29468 


Rohr Industries, inc. 
Phase [IlIlIc-test and 
(PTACV) /, 82-6355 


Rohter, L. (Laurence) 
Review and evaluation of automotive fuel 
conservation technologies : summary 
report /, 82-29164 


Rojahn, Christopher. 

An analysis of strong-motion data from a 
severely damaged structure, the Impe- 
rial County Services Building, El 
Centro, California, 82-23704 


demonstration 





October 15, 1979, main-shock strong- 
motion records from the Meloland 
Road-Interstate Route 8 overcrossing, 
Imperial County, California, 82-16417 

Selected papers on the Imperial Valley, 
California, earthquake of October 15, 
1979, 82-18957 


Roklan, John. 

The windwave and turbulence observa- 
tion program (WAVTOP) : the mea- 
surement of parameters controlling 
downward mixing of oil from the sea 
surface /, 82-11578 


Roland, H. E. 
Investigation of motor vehicle/bicycle 
collision parameters /, 82-14315 


Roline, R. A. 
Evaluation of the algal assay bottle test ;, 
82-19245 


Results of a limnological study of Lake 
Pocasse, South Dakota /, 82-1964 


Roll, Tom E. 
The Bootlegger Trail site : a late prehis- 
toric spring bison kill /, 82-23935 


Rollwitz, William L. 
Development and evaluation of a proto- 
type checked baggage system : NMR 
technique /, 82-16913 


ROLM MIL-SPEC Computers Users Group 
Conference. 
Ruggedized minicomputer hardware and 
software topics - 1981., 82-16712 


Roman, George J. 
Transnational contracts in the Swiss draft 
Statute and in the general European 
context /, 82-26493 


Roman L, Hruska U.S. Meat Animal 
Research Center. 
Anaerobic fermentation of beef cattle 
manure and crop residues : annual 
report, 1980 /, 82-16037 


Roman, Ward C. 
Argon/UF6 plasma experiments : UF6 
regeneration and product analysis /, 
82-732 


Romania. 

Aviation, air transport services : agree- 
ment between the United States of 
America and the Socialist Republic of 
Romania extending the agreement of 
December 4, 1973, as renewed and 
amended effected by exchange of notes 
dated at Bucharest January 23 and 30, 
1981., 82-19729 


Cultural relations, exchanges for 1981- 
1982 : agreement between the United 
States of America and the Socialist Re- 
public of Romania signed at Bucharest 
May 21, 1981., 82-28979 
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Rooney, James A. 


Trade, Tokyo round of the multilateral 
trade negotitions : agreement between 
the United States of America and the 
Socialist Republic of Romania, effected 
by letters signed at Bucharest and 
Washington March 2 and November 8, 
1979 with related letters signed at Bu- 
charest September 30, 1980., 82-11306 


Romano, Anthony J. 

Reactor safety research programs : quar- 
terly progress report, April 1-June 30, 
1978 /, 82-2456 

Water Reactor Safety Research Division 
: quaterly progress report July 1-Sep- 
tember 30, 1979 /, 82-11951 


Romberg, Robert A. 

Tri-level study, modification : task 1, final 
report on the potential benefits of var- 
ious improvements in vehicle systems 
in preventing accidents or reducing 
their severity /, 82-2328 


Tri-level study, modification : task 2, final 
report on driver/vehicle characteristics 
: related to vehicle condition and cau- 
sation and an assessment of Indiana 
PMVI effectiveness to reduce the fre- 
quency and severity of accidents causes 
by vehicular-related malfunctions/deg- 
radations /, 82-6533 


Rome Air Development Center. 

NBS/RADC workshop, moisture mea- 
surement technology for hermetic se- 
miconductor devices, II : proceedings 
of the NBS/RADC workshop held at 
the National Bureau of Standards, 
Gaithersburg, MD, November 5-7, 
1980 /, 82-25502 


Romer, Russell. 
Marketing in Iceland /, 


Ronan, Larry. 

The development and introduction of the 
automotive turbocharger : a case of in- 
novation in response to fuel economy 
regulation /, 82-26917 


Honda Motor Company's CVCC engine 
/, 82-26922 


82-18091 


Ronco, Frank. 
An Engelmann spruce seed source study 
in the central Rockies /, 82-25084 


Ronstadt, Robert C. 
Multinational activities of major U.S. 
automotive producers /, 82-29186 


Rony, A. Kohar, 1933- 
Vietnamese holdings in the Library of 
Congress : a bibliography /, 82-26483 


Rooney, James A. 

Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 
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clay-filled Mississippi River channel on 
details of the gravity field at the Reel- 
foot Scarp, Lake County, Tennessee /, 
82-6697 


Monoclinal structure and shallow faulting 
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mability limits as determined using a 
standard flammability tube apparatus /, 
82-2072, 82-6113 


Streit, Ronald D. 
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Information management for the Tactical 
Operations System (TOS) /, 82-27813 


Information summarization in a corps- 
level scenario /, 82-4950 


Mission/data-base imagery correlation 
techniques (M/DICT) /, 82-13118 


Selective feedback as a training aid to on- 
line tactical data inputting /, 82-1449 


Summary of ARI research on remotely 
monitored sensors /, 82-27815 


Total system accuracy for APPS (the 
analytical photogrammetric positioning 
system) /, 82-13119 


User performance under several automat- 
ed approaches to changing displayed 
maps /, 82-9769 


The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 


Visual search performance in simulated 
remotely piloted vehicle utilization as a 
function of auxiliary task loading on 
the observer /, 82-9763 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Individual 
Training & Skill Evaluation Technical 
Area, 

An empirical investigation of the effect of 
the heteroscedasticity and heterogene- 
ity variance on the analysis of covar- 
iance and the Johnson-Neyman tech- 
nique /, 82-9755 

Retention of motor skills, review /, 82- 
(44a 





U.S. Army Research Institute for the 
Behavioral and Social Sciences. Leadership 
and Management Technical Area. 

Male and female soldiers’ beliefs about 
the “appropriateness” of various jobs 
for women in the Army /, 82-4942 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Manpower 
and Educational Systems Technical Area. 
An annotated selective bibliography on 

human performance in fault diagnosis 
tasks /, 82-27810 


Army training technology transfer : a 
systems model /, 82-9779 


Helicopter electro-optical system display 
requirements /, 82-9782, 82-27821 


Human performance in continuous oper- 
ations : description of a simulation 
model and user’s manual for evaluation 
of performance degradation /, 82- 
27825 


An investigation of the adoption process 
in training technology transfer /, 82- 
27822 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
Accession and Utilization Technical Area. 
Development of the Armed Services Vo- 

cational Aptitude Battery (ASVAB) 
forms 2 and 3 /, 82-9754 


Differential validity of the army aptitude 
areas for predicting army job training 
performance of blacks and whites /, 
82-1443 


Early development of the military apti- 
tude predictor (MAP) /, 82-15896 


An evaluation of two systems for reduc- 
ing discipline failure in BCT /, 82-157 


Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


Replication and extension of Collins’ 
locus of control scale /, 82-3173 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
and Manpower Technical Area. 

Construct validity of leader effectiveness 
criteria /, 82-9771 


Development of factorially based 
ASVAB high school composites /, 
82-9765 


Duty modules : an approach to the iden- 
tification and classification of personnel 
resources and requirements /, 82-9770 


The effects of multidimensionality on the 
predictive and construct validity of the 
LPC scale /, 82-9766 

Efficacy of a training priorities model in 
an army environment /, 82-159 

Relationship between leader knowledge, 
directive behavior, and performance in 
administrative, technical, and combat 
situations /, 82-9773 
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Relationship between officer duty per- 
formance and certain measures of po- 
tential /, 82-4945 


Review of peer evaluation research /, 
82-3174 


Some properties of an officer measure of 
performance and potential /, 82-1448 


Subgroup differences in military-related 
perceptions and attitutes : implications 
for ROTC recruitment /, 82-9778 


Validity of peer ratings obtained during 
ranger training /, 82-4941 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Personnel 
Utilization Technical Area. 

Adaptive mental testing : the state of the 
art /, 82-13123 


Enhancing quality control in the testing 
of military applicants /, 82-9776 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Simulation 
Systems Technical Area. 

Artillery engagement simulation /, 82- 
9780 


Evaluator rating of unit performnce in 
field exercises a multidimensional 
scaling analysis /, 82-9781 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Training 
Technical Area. 

The applicability of the ISD 4-factor 
model of job analysis in identifying 
task training priority in nine technical 
military occupational specialities /, 
82-13124 

Discriminant function job analysis in 
three army technical MOS /, 82-9783 


Effects of presentation- and _test-trial 
training on motor acquisiton and reten- 
tion /, 82-27819 


An exploratory investigation of the skill 
qualification testing system /, 82- 
13121 


The role of presupposed and focal infor- 
mation in integrating sentences, 82- 
9768 


Typewriting, retention and relearning /, 
82-27812 


U.S. Army Research Institute for the 
Behavioral and Social Sciences. Unit 
Training & Evaluation Systems Technical 
Area, 

A Bayesian method for evaluating trainee 
proficiency /, 82-4937 


Criterion-referenced testing : a critical 
analysis of selected models /, 82-9758 

The educational effectiveness of graphic 
displays for computer assisted instruc- 
tion /, 82-4939 
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An experimental investigation of the mili- 
tary police firearms qualification course 
/, 82-1447 


U.S. Army Reserve Components Personnel 
and Administration Center. 

Information pamphlet for the career de- 
velopment of enlisted members of the 
United States Army Reserve., 82- 
13104 


MOBPERS data /, 82-13035 


U.S. Army Signal Center and Fort Gordon. 
The Army communicator., 82-7887 


U.S. Army Signal School. 
The Army communicator., 82-7887 


U.S. Army Training Support Center. 
Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


U.S. Coast and Geodetic Survey. 
Tidal current tables ... Atlantic Coast of 
North America., 82-22895, 82-22896 


Tide tables ... high and low water predic- 
tions, Central and Western Pacific 
Ocean and Indian Ocean., 82-15792, 
82-20718 


Tide tables ... high and low water predic- 
tions, East coast of North and South 
America, including Greenland. 82- 
15790 


Tide tables ... high and low water predic- 
tions, Europe and West Coast of 
Africa, including the Mediterranean 
Sea., 82-15791, 82-20717 


Tide tables ... high and low water predic- 
tions, West coast of North and South 
America, including the Hawaiian Is- 
lands., 82-15789 


United States coast pilot. 1, Atlantic 
Coast, Eastport to Cape Cod., 82- 
22891, 82-22892 


United States coast pilot. 2, Atlantic 
coast, Cape Cod to Sandy Hook., 82- 
15793, 82-25544 


United States coast pilot. 3, Atlantic 
Coast, Sandy Hook to Cape Henry., 
82-22893, 82-27689 


United States coast pilot. 4, Atlantic 
Coast, Cape Henry to Key West., 82- 
22894, 82-27690 


United States coast pilot. 5, Atlantic 
Coast, Gulf of Mexico, Puerto Rico, 
and Virgin Islands., 82-18066 


United States earthquakes. 82-9518, 
82-27686 


U.S. Commercial Service. 
U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 
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U.S. Commission on Proposals for the 
National Academy of Peace and Conflict 
Resolution. 

To establish the United States Academy 
of Peace : report of the Commission on 
Proposals for the National Academy of 
Peace and Conflict Resolution to the 
President of the United States and the 
Senate and House of Representatives of 
the United States Congress., 82-25689 


U.S. Congressional Travel and Tourism 
Caucus. 
Travel, tourism and energy : a final 
report on the National Travel and 
Tourism Energy Conference., 82-3352 


U.S. Consumer Product Safety Commission. 
Annual report /, 82-2427, 82-29341 


Back to the basics : the 4R’s of product 
safety : recall, refund, repair, replace- 
ment., 82-17129 


Compilation of laws administered by the 
Consumer Product Safety Commis- 
sion., 82-20040 


Consumer product safety alert /, 82- 
14698 


Crib safety : keep them on the safe side., 
82-27026 


High chairs., 82-11856 
Infant falls, 82-14699 


Poison prevention : student readings., 
82-14700 


Poison prevention : teacher’s guide., 82- 
14701 


Poison prevention packaging : alterna- 
tives for older consumers & the handi- 
capped., 82-24671 

Poison prevention packaging : what phar- 
macists should know., 82-24672 


Power lawn mowers., 82-11854 


Project burn prevention, final report : the 
effects of an experimental public educa- 
tion program on knowledge, attitudes, 
and burn injury rates, 1975-1980 /, 
82-11855 


A Toy & sports equipment safety guide., 
82-17130 


What you should know about smoke de- 
tectors., 82-27025 


U.S. Consumer Product Safety Commission. 
Directorate for Communications. 
CPSC memo /, 82-8924 


U.S. Consumer Product Safety Commission. 
Directorate for Hazard Identification and 
Analysis. 

NEISS data highlights /, 82-8923 


U.S. Consumer Product Safety Commission. 
Office of Communications. 
CPSC memo /, 82-8924 
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U.S. Customs Service. 

Customs bulletin and decisions : regula- 
tions, rulings, decisions, and notices 
concerning customs and related matters 
of the United States Court of Customs 
and Patent Appeals and the United 
States Customs Court., 82-8781 


Customs hints for returning U.S. residents 
: know before you go., 82-24279 


Customs regulations of the United States., 
82-8791 


Keyword directory, 82-8790 
Keyword worksheet, 82-8789 


U.S. customs guide for private flyers, 
(general aviation pilots), 82-11381, 
82-19746 


U.S. customs tips for visitors., 82-24281 


United States import requirements., 82- 
24282 


U.S. Customs Service. Office of Regulations 
& Rulings 
Decisions/rulings for public release-un- 
classified /, 82-8788 


U.S. Customs Service. Public Information 
Division. 
U.S. customs tips for visitors., 82-24281 


Zollabfertigung tips USA fur besucher., 
82-24280 


U.S. Department of Energy Environmental 
Control Symposium (2nd : 1980 : Reston, 
Va.) 

Proceedings of the Second U.S. Depart- 
ment of Energy Environmental Con- 
trol Symposium, March 17-19, 1980, 
Reston, Virginia /, 82-15974 


U.S. Fish and Wildife Service. 
Emerging patterns and problems in natu- 
ral resource administration /, 82-3728 


U.S. Fish and Wildlife Service. 

Abate - effects of the organophosphate 
insecticide on bluegills and inverte- 
brates in ponds /, 82-19478 

Activities of the American public relating 
to animals /, 82-26395 

Alamosa-Monte Vista National Wildlife 
Refuge complex., 82-21829 

Alaska, research for the 80's : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 

The American alligator., 82-16580 

Arapaho National Wildlife Refuge., 82- 
28712 

Arapaho National Wildlife Refuge : self- 
guided auto tour., 82-21830 

Avian use of Sheyenne Lake and associ- 
ated habitats in central North Dakota / 
, 82-19473 

Bats and environmental contaminants, a 
review /, 82-19443 
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Best current practices for fish and wild- 
life on surface-mined land in the north- 
ern Appalachian coal region /, 82- 
26398 


Best current practices for fish and wild- 
life on surface-mined lands in the east- 
ern intérior coal region /, 82-26397 


A bibliography of references to avian 
cholera /, 82-19438 


A Bird of fire : Kirtland’s warbler., 82- 
4302 


Birds : Kern National Wildlife Refuge, 
California., 82-19453 


Birds : Malheur National 
Refuge, Oregon., 82-16587 


Birds of the Piedmont National Wildlife 
Refuge., 82-19457 


Birds of the St. Croix River Valley, Min- 
nesota and Wisconsin /, 82-19448 


Birds of Wilamette Valley National Wild- 
life Refuges, Oregon., 82-19466 


Birds, Turnbull National Wildlife Refuge, 
Washington., 82-19461 


Black-footed ferret surveys on seven coal 
occurrence areas in Wyoming : Febru- 
ary-September 1979 : final report 1980 
/, 82-5925 


Bowdoin National Wildlife Refuge., 82- 
19449 


The Canada goose (Branta Canadensis) : 
an annotated bibliography /, 82-19440 


Catalog of Alaskan seabird colonies /, 
82-23905 


Charles M. Russell National Wildlife 
Refuge., 82-21832 


Chassahowitzka National Wildlife refuge 
master plan., 82-3730 


Chlorinated hydrocarbons as a factor in 
the reproduction and survival of lake 
trout (Salvelinus namaycush) in Lake 
Michigan., 82-19479 


Common wildlife of Turnbull National 
Wildlife Refuge, Washington., 82- 
19462 

Conservation of the amphibia of the 
United States, a review /, 82-19468 

Cresent Lake., 82-23909 

Cross Creeks National Wildlife Refuge., 
82-19450 

Deer Flat National Wildlife Refuge, 
Idaho., 82-19451 

Description of the ecoregions of the 
United States /, 82-22490 

Directory, Pacific States region national 
wildlife refuges and fish hatcheries., 
82-19421 

Duck stamp data., 82-8449 

The Duck stamp story., 82-19411 

Ecology and biology of the Pacific 
walrus, odobenus rosmarus divergens 
illiger /, 82-26400 


Wildlife 





Effects of highways on wildlife /, 82- 
22126 


Effects of post-impoundment shore modi- 
fications on fish populations in Missouri 
River reservoirs /, 82-19447 


Elk., 82-23899 


Endangered and threatened vertebrate 
animals and vascular plants of Illinois / 
, 82-5910, 82-10910 


Endangered means there’s still time., 82- 
19416 


Endangered species., 82-16582 


Endangered species, the road to recov- 
ery., 82-19415 


Environmental statement on the reauthor- 
ization of the Central Valley Project 
and the Central Valley Project—State 
Water Project coordinated operating 
agreement /, 82-13942 


Establishment of seeded grasslands for 
wildlife habitat in the prairie pothole 
region /, 82-19442 


Fish and wildlife news /, 82-8448 
Fisheries and wildlife research., 82-641 


Fisheries of the United States /, 82- 
22887, 82-22888 


Fishery statistics of the United States /, 
82-18064 


Flint Hills National Wildlife Refuge., 
82-19452 


Flood elevations for the Sooes River at 
proposed fish hatchery, Clallam 
County, Washington : a surface-water 
site study /, 82-10756 


Garrison Dam National Fish Hatchery., 
82-28716 


Gonad development, fecundity, and 
spawning season of largemouth bass in 
newly impounded West Point Reser- 
voir, Alabama-Georgia /, 82-19477 


Guide for collecting and seeding native 
forbs for wildlife in douglas-fir clear- 
cuts., 82-19437 


A guide to stream habitat analysis using 
the Instream Flow Incremental Meth- 
odology /, 82-23920 


Habitat preservation program manage- 
ment document fiscal year 1980-1985 /, 
82-19417 

Hart Mountain National 
Refuge., 82-23910 


Homes for birds /, 82-13935 
A host of sea birds—Alaska, 82-23917 


Hunting : Columbia National Wildlife 
Refuge, Washington., 82-28713 


Hydrologic analysis of the proposed 
Badger-Beaver Creeks  artificial-re- 
charge project, Morgan County, Colo- 
rado /, 82-3678 


Antelope 
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Hydrologic setting of wetlands in the 
Cottonwood Lake area, Stutsman 
County, North Dakota /, 82-1935 


Immune response and antibody character- 
ization of the channel catfish (Ictalurus 
punctatus) to a naturally pathogenic 
bacterium and virus /, 82-19475 


Important resource problem source docu- 
ment /, 82-5913 


Index of selected aerial photography of 
the United States : prepared for the 
National Wetland Inventory., 82- 
28709 


An Introduction to the environmental lit- 
erature of the Mississippi deltaic plain 
region /, 82-14022 


J. Clark Salyer National Wildlife Refuge, 
North Dakota., 82-19458 


J. Clark Salyer National Wildlife Refuge 
scenic trail guide., 82-19435 


Kansas stream and river fishery resource 
evaluation /, 82-1976 


Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 


Key to trematodes reported in waterfowl 
/, 82-19472 


Kirwin National Wildlife Refuge., 82- 
28714 


Klamath Basin National Wildlife Refuges, 
California-Oregon., 82-19454 


Knowledge, affection and basic attitudes 
toward animals in American society /, 
82-26396 


Laboratory procedure for estimating resi- 
due dynamics of xenobiotic contami- 
nants in a freshwater food chain /, 
82-23916 


Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


The Little Rock Wildlife Drive., 82- 
21831 

Long Lake National Wildlife Refuge., 
82-28715 

Major vegetative types of southeastern 
Alaska /, 82-14019 

Manual of fish culture : section G, fish 
transportation /, 82-5920 

Marine birds of the southeastern United 
States and Gulf of Mexico /, 82-21824 


National Bison Range 
tour., 82-23907 


National wildlife refuge system celebrat- 
ing 75 years., 82-19410 
Native names of Mexican birds : cross- 


referenced English/ Spanish/scientific 
/, 82-19469 


: self-guided auto 


conservation 


North American tortoises : 
and ecology /, 82-23915 
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Noxubee National Wildlife Refuge master 
plan., 82-3731 
Okefenokee National Wildlife Refuge : 


Suwannee Canal Recreation Area, 
Folkston, Georgia., 82-23911 


Ouray National Wildlife Refuge., 
19456 


Pacific coast ecological inventory, Cape 
Blanco, Oregon /, 82-10927 


Pacific coast ecological inventory, Cape 
Disappointment, Washington-Oregon /, 
82-10933 


Pacific coast ecological inventory, Cape 
Flattery, Wash. U.S.-B.C., Can. /, 
82-10937 

Pacific coast ecological inventory, Coos 
Bay, Oregon /, 82-10929 

Pacific coast ecological inventory, Copa- 
lis Beach, Washington /, 82-10935 

Pacific coast ecological inventory, 
Eureka, California /, 32-10924 

Pacific coast ecological inventory, Ho- 
quiam, Washington-Oregon /, 82- 
10932 

Pacific coast ecological inventory, Long 
Beach, California /, 82-10913 

Pacific coast ecological inventory, Los 
Angeles, California /, 82-10915 

Pacific coast ecological inventory, Med- 
ford, Oregon-California /, 82-10926 

Pacific coast ecological inventory, Mon- 
terey, California /, 82-10918 

Pacific coast ecological inventory, Red- 
ding, California /, 82-10923 

Pacific coast ecological inventory, Rose- 
burg, Oregon /, 82-10928 

Pacific coast ecological inventory, Sacra- 
mento, California /, 82-10920 

Pacific coast ecological inventory, Salem, 
Oregon /, 82-10930 

Pacific coast ecological inventory, San 
Diego, California /, 82-10911 

Pacific coast ecological inventory, San 
Francisco, California /, 82-10919 

Pacific coast ecological inventory, San 
Luis Obispo, California /, 82-10917 


82- 


Pacific coast ecological inventory, Santa 
Anna, California /, 82-10912 


Pacific coast ecological inventory, Santa 


82-10916 


Pacific coast ecological inventory, Santa 
Rosa, California /, 82-10921 


Pacific coast ecological inventory, Santa 
Rosa Island, California /, 82-10914 


Pacific coast ecological inventory, Seat- 
tle, Washington /, 82-10934 


Pacific coast ecological inventory, Ukiah, 
California /, 82-10922 
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Pacific coast ecological inventory, Van- 
couver, Washington-Oregon /, 82- 
10931 


Pacific coast ecological inventory, Victo- 
ria, B.C., Can.-Wash., U.S. /, 82- 
10936 

Pacific coast ecological inventory, Weed, 
California-Oregon /, 82-10925 

Policy guidelines on ecological informa- 
tion and technology management, FY 
1978., 82-19483 

Procedures for the use of aircraft in wild- 
life biotelemetry studies /, 82-19470 


The Progressive fish-culturist., 82-8442 

Public attitudes toward critical wildlife 
and natural habitat issues /, 82-26394 

Rapid assessment methods for wildlife 
and land use planning., 82-19409 

The razorback sucker, Xyrauchen tex- 
anus, in the Upper Colorado River 
basin, 1974-76 /, 82-19476 

Regulations for implementing the Fish 
and Wildlife Coordination Act : draft 
environmental statement /, 82-3671 

Relative attractiveness of different foods 
at wild bird feeders /, 82-19441 

Reliability of kill and activity estimates in 
the U.S. waterfowl hunter survey /, 
82-19446 

Reproduction of smallmouth bass, Mi- 
cropterus dolomieui, in Bull Shoals 
Lake, Arkansas /, 82-19480 

Resource publication /, 82-9064 

Ridgefield National Wildlife 
Washington., 82-23912 

The Rocky Mountain population of the 
western Canada goose : its distribution, 
habitats, and management /, 82-19439 

Salton Sea National Wildlife Refuge, 
California., 82-21833 

San Juan Islands National Wildlife 
Refuge and wilderness area, Washing- 
ton., 82-23913 

Seedskadee National Wildlife Refuge., 
82-19459 

Service Management Plan., 82-16584 

Sport fishery abstracts., 82-8443 

Status reports on twelve raptors /, 
19444 

Streamside areas—management 
dends., 82-19426 

Summary of federal hunting regulations., 
82-640 

Summary of foreign game bird liber- 
ations, 1969-78 /, 82-19445 

Summary of research programs and facil- 
ities, March 1980., 82-19425 

Swanquarter National Wildlife Refuge, 
North Carolina., 82-19460 

This is a salmon hatchery., 82-19467 
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Upper Souris auto tour guide., 82-19463 


Upper Souris National Wildlife Refuge., 
82-23914 


Use of wetland habitats by birds in the 
National Petroleum Reserve—Alaska /, 
82-19471 


Valentine National Wildlife Refuge, Val- 
entine, Nebraska., 82-19464 


Waterfowl hunting with steel shot., 
16585 


Waterfowl regulations : 
82-19428 


Waterfowl status report., 82-21828 


Wetlands values and management /, 82- 
19431 


Wheeler National Wildlife Refuge., 82- 
19465 


Where land and sea converge., 


82- 


why and how?., 


82-19419 


Whooping Crane recovery plan /, 82- 
19432 


[Wildlife pictures], 82-23918 
Wildlife review., 82-8441 
Wildlife update /, 82-8447 


Wolf depredation on livestock in Minne- 
sota /, 82-19474 


U.S, Fish and Wildlife Service. Division of 
Contracting and General Services. 
Radio system users handbook /, 82- 
19434 


U.S, Fish and Wildlife Service. Division of 
Ecological Services. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


Habitat evaluation procedures (HEP) : 
ESM 102., 82-16586 


Habitat evaluation procedures training 
course /, 82-19418 


U.S. Fish and Wildlife Service. Division of 
Ecological Services. Boise Field Office. 
Plan for fish and wildlife habitat treat- 

ments, Dworshak Reservoir, North 
Fork Clearwater River, Clearwater 
County, Idaho /, 82-16581 


U.S, Fish and Wildlife Service. Division of 
Federal Aid. 
Current federal aid research. Fish., 
1980 


Current federal aid research report. Fish., 
82-1981, 82-5926, 82-5927 


Current federal aid research report. Wild- 
life., 82-1982 


U.S. Fish and Wildlife Service. Division of 
Program Plans. 
Trends in animal use and perception in 
20th century America /, 82-23896 


82- 
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U.S. Fish and Wildlife Service. Fisheries 
Assistance Office. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Instream flow requirements of the lower 
North Fork, South Fork and main- 
stream Skokomish River /, 82-1979 


U.S. Fish and Wildlife Service. Office of 
Biological Services. 


Bridging the water barrier., 82-19430 


The Bulletin, habitat preservation news., 
82-8446 


Entrainment of ichthyoplankton by irri- 
gation withdrawal systems /, 82-5912 


Existing state and local wetland surveys 
(1965-1975) /, 82-28710 


Proceedings of the National Wetland 
Classification and Inventory Work- 
shop, held at University of Maryland, 
College Park, July 20-23, 1975 /, 82- 
3732 


U.S. Fish and Wildlife Service. Office of 
Endangered Species. 
Liaison conservation directory for endan- 
gered and threatened species /, 82- 
14020 


Placing animals and plants on the list of 
endangered and threatened species., 
82-16583 


U.S. Fish and Wildlife Service. Region 2. 
Freshwater needs of fish and wildlife re- 
sources in the Nueces-Corpus Christi 
Bay Area, Texas : a literature synthesis 
/, 82-3729 


U.S, Fish and Wildlife Service. Region 2. 
Office of Environment. 
Playa Lakes Symposium proceedings : 
Arlington, Texas, December 4-5, 1979 
/, 82-23904 


Proceedings of the Gulf of Mexico Coast- 
al Ecosystems Workshop /, 82-19412 


U.S. Fish and Wildlife Service. Region 3. 
Fish and wildlife resources of the Great 
Lakes coastal wetlands within the 
United States /, 82-14021 


Proceedings of a Symposium on the 
Native Cats of North America, Their 
Status and Management : held in con- 
junction with the Thirty-sixth North 
American Wildlife and Natural Re- 
sources Conference, Portland, Oregon, 
March 9, 1971 /, 82-23919 


U.S. Fish and Wildlife Service, Southeast 

Reservoir Investigations. 

Proceedings of the Clemson Workshop 
on Environmental Impacts of Pumped 
Storage Hydroelectric Operations 
Clemson, South Carolina, May 15-16, 
1979 /, 82-1974 
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U. S. Fish and Wilflife Service. 

Report of the U S. [sic] Delegation to the 
Second Meeting of the Conference of 
the Parties to the Convention on Inter- 
national Trade in Endangered Species 
of Wild Fauna and Flora (CITES) : 
San Jose, Costa Rica, March 19-30, 
1979., 82-1975 


US. Irrigation Water Quality Team. 

The use of saline water for irrigation in 
the U.S.S.R. : final report of the U.S. 
Irrigation Water Quality Team in ac- 
cordance with the U.S.S.R. Joint Com- 
mission on Scientific and Technical 
Cooperation-Water Resources., 82- 
26316 


U.S. Joint Publication Research Service. 
Toxic effect of shale tar water /, 82- 
§221 


U.S. Joint Publications Research Service. 
Toxicological characteristics of shale 
waste waters /, 82-9976 


U.S. Livestock Insects Laboratory. 
Chemicals tested as acaricides to control 
one-host ticks, U.S. Livestock Insects 
Laboratory, 1962-77 /, 82-15596 


U.S. National Commission for UNESCO. 
Towards an American agenda for a new 
world order of communications., 82- 
11296 


U.S. National Commission on the 
International Year of the Child, 1979. 
Preliminary report to the president /, 

82-24670 


U.S. National Committee for Geochemistry. 
Workshop report on basic research in or- 
ganic geochemistry applied to national 
energy needs, December 15-17, 1980, 
St. Petersburg, Florida /, 82-28014 


U.S. Nuclear Commission, Office of Nuclear 

Regulatory Research. 

Eddy-current inspection for steam gener- 
ator tubing program quarterly progress 
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Cooperative Agreement Act., 82- 
26032 


An Act to Amend the Federal Water 
Pollution Control Act to Authorize 
Funds for Fiscal Year 1982, and for 
Other Purposes., 82-26013 


An Act to Amend the Food Stamp Act 
of 1977 to Increase the Authorizatiion 
for Appropriations for Fiscal Year 
1981, and to Amend Public Law 93- 
233 to Continue, Through August 1, 
1981, the Cash-Out ...., 82-1806 


An Act to Amend the Foreign Assistance 
Act of 1961 with Respect to the Activ- 
ities of the Overseas Private Invest- 
ment Corporation., 82-21595 


An Act to Amend the Immigration and 
Nationality Act, and for Other Pur- 
poses., 82-23460 


An Act to Amend the Independent 
Safety Board Act of 1974 to Authorize 
Appropriations for Fiscal Years 1981, 
1982, and 1983, and for Other Pur- 
poses., 82-25994 


An Act to Amend the Internal Revenue | 


Code of 1954 to Provide a Temporary 
Increase in the Tax Imposed on Pro- 
ducers of Coal, and for Other Pur- 
poses., 82-26015 


An Act to Amend the International 
Travel Act of 1961 to Establish a Na- 
tional Tourism Policy, and for Other 
Purposes., 82-23443 


An Act to Amend the Mineral Leasing 
Laws of the United States to Provide 
for Uniform Treatment of Certain Re- 
ceipts under Such Laws, and for Other 
Purposes., 82-23452 


An Act to Amend the National Advisory 
Committee on Oceans and Atmosphere 
Act of 1977 to Authorize Appropri- 
ations to Carry Out the Provisions of 
Such Act for Fiscal Year 1982, and for 
Other Purposes., 82-23450 


An Act to Amend the National Visitor 
Center Facilities Act of 1968 to Pro- 
vide for the Rehabilitation and Com- 
pletion of Union Station in Washing- 
ton, District of Columbia, and for 
Other Purposes., 82-23461 


An Act to Amend the Omnibus Recon- 
ciliation Act of 1981 [sic] to Restore 
Minimum Benefits under the Social Se- 
curity Act., 82-26017 

An Act to Amend the Poultry Products 
Inspection Act to Increase the Number 
of Turkeys Which May Be Slaughtered 
and Processed without Inspection 
Under Such Act, and for Other Pur- 
poses., 82-23490 

An Act to Amend the Provisions of Title 
39, United States Code, Relating to the 
Use of the Frank, and for Other Pur- 
poses., 82-23447 
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An Act to Amend the Small Business 
Act to Strengthen the Role of the 
Small, Innovative Firms in Federally 
Funded Research and Development, 
and to Utilize Federal Research and 
Development as a Base for Technologi- 
cal Innovation to Meet Agency Needs 
and to Contribute to the Growth and 
Strength of the Nation’s Economy., 
82-28364 


An Act to Amend the Surface Transpor- 
tation Assistance Act of 1978, to Estab- 
lish Obligation Limitations for Fiscal 
Year 1982, and for Related Purposes., 
82-26021 


An Act to Amend the Toxic Substances 
Control Act to Authorize Appropri- 
ations for Fiscal Years 1982 and 1983., 
82-28357 


An Act to Amend the Voting Rights Act 
of 1965 to Extend the Effect of Certain 
Provisions, and for Other Purposes., 
82-26050 


An Act to Amend Title III of the Marine 
Protection, Research, and Sanctuaries 
Act of 1972, as Amended, to Authorize 
Appropriations for Such Title for 
Fiscal Years 1982 and 1983, and for 
Other Purposes., 82-28356 


An Act to Amend Title 10, United States 
Code, to Improve the Military Justice 
System., 82-25999 


An Act to Amend Title 10, United States 
Code, to Revise and Codify the Perma- 
nent Provisions of Law Relating to 
Military Construction and Military 
Family Housing., 82-28361 


An Act to Amend Title 38, United States 
Code, to Extend by Twelve Months 
the Period During Which Funds Ap- 
propriated for Grants by the Veterans 
Administration for the Establishment 
and Support of New State Medical 
Schools May be Expended [i.e. Ex- 
tended]., 82-3596 


An Act to Amend Title 38, United States 
Code, to Extend the Period for Viet- 
nam-Era Veterans to Request Counsel- 
ing Under the Veterans’ Readjustment 
Counseling Program, to Provide Medi- 
cal Care Eligibility for Veterans Ex- 
posed to Herbicides or Defoliants (In- 
cluding Agent Orange) ...., 82-28353 


An Act to Amend Title 38, United States 
Code, to Improve Certain Benefit Pro- 
grams of the Veterans’ Administration 
for Veterans Who are Former Prisoner 
of War, and for Other Purposes., 82- 
3602 

An Act to Amend Titles 18 and 17 of the 
United States Code to Strengthen the 
Laws Against Record, Tape, and Film 
Piracy and Counterfeiting, and For 
Other Purposes., 82-26041 
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An Act to Amend Title I of the Marine 
Protection, Research, and Sanctuaries 
Act, as Amended., 82-1804 


An Act to Authorize an Under Secretary 
of Commerce for Economic Affairs., 
82-23487 


An Act to Authorize Appropriations for 
Fiscal Year 1982 for the Armed Forces 
for Procurement, for Research, Devel- 
opment, Test, and Evaluation, and for 
Operation and Maintenance, to Pre- 
scribe Personnel Strengths for Such 
Fiscal Year for the Armed Forces and 
for Civilian Employees of the Depart- 
ment of Defense, to Authorize Appro- 
priations for Such Fiscal Year for Civil 
Defense, and for Other Purposes., 82- 
23449 


An Act to Authorize Appropriations for 
the Coast Guard for Fiscal Year 1982, 
and for Other Purposes., 82-26022 


An Act to Authorize Appropriations for 
the Department of Energy for National 
Security Programs for Fiscal Year 
1982, and for Other Purposes., 82- 
26003 


An Act to Authorize Appropriations for 
the Fiscal Years 1982 and 1983 to 
Carry Out the Purposes of the Export 
Administration Act of 1979, and for 
Other Purposes., 82-21600 


An Act to Authorize Appropriations to 
the Natonal Aeronautics and Space 


Administration for Research and De- 
velopment, Construction of Facilities, 
and Research and Program Manage- 
ment, and for Other Purposes., 82- 
26005 


An Act to Authorize Certain Construc- 
tion at Military Installations for Fiscal 
Year 1982, and for Other Purposes., 
82-23454 


Act to Authorize Humanitarian Assist- 
ance for the People of Lebanon., 82- 
26051 


An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for 
the Armed Forces for Procurement of 
Aircraft, Missiles, Naval Vessels, and 
Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalu- 
ation, to Increase the Authorized Per- 
sonnel End Strengths for Military and 
Civilian Personnel of the Department 
of Defense for Such Fiscal Year, to 
Authorize Supplemental Appropri- 
ations for Such Fiscal Year for Con- 
struction at Certain Military Installa- 
tions, and for Other Purposes., 82- 
5662 


An Act to Authorize the Exchange of 
Certain Lands in Idaho and Wyoming., 
82-26036 


An Act to Authorize the Generation of 
Electrical Power at Palo Verde Irrigra- 
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tion District Diversion Dam, Califor- 
nia., 82-5663 


An Act to Authorize the Secretary of 
Agriculture to Sell the Portion of the 
Tahoe National Forest Known as 
Blyth Arena., 82-26040 


An Act to Authorize the Secretary of the 
Army to Acquire, by Purchase or Con- 
demnation, such Interests in Oil, Gas, 
Coal, and Other Minerals Owned or 
Controlled by the Osage Tribe of Indi- 
ans as are Needed for Skiatook Lake, 
Oklahoma, and for Other Purposes., 
82-26025 


An Act to Authorize the Secretary of the 
Army to Contract with the Tarrant 
County Water Control and Improve- 
ment District Numbered 1 and the City 
of Weatherford, Texas, for the Use of 
Water Supply Storage in Benbrook 
Lake, and for Other Purposes., 82- 
26024 


An Act to Authorize the Secretary of the 
Interior to Assist in the Preservation of 
Historic Camden in the State of South 
Carolina, and for Other Purposes., 82- 
26054 


An Act to Authorize the Secretary of the 
Interior to Disburse Certain Trust 
Funds of the Lac Courte Oreilles Band 
of Lake Superior Chippewa Indians of 
Wisconsin, and Other Purposes., 82- 
23458 


An Act to Authorize the Sergeant at 
Arms and Doorkeeper of the Senate, 
Subject to the Approval of the Com- 
mittee on Rules and Administration, to 
Enter into Contracts which Provide 
for the Making of Advance Payments 
for Computer Programming Services., 
82-3598 


An Act to Authorize the Smithsonian In- 
stitution to Construct a Building for 
the National Museum of African Art 
and a Center for Eastern Art Together 
with Structures for Related Education- 
al Activities in the Area South of the 
Original Smithsonian Institution Build- 
ing Adjacent to Independence Avenue 
at Tenth Street Southwest, in the City 
of Washington., 82-26049 


An Act to Change the Name of Aubrey 
Lake, Texas, to Ray Roberts Lake., 
82-536 


An Act to Change the Name of the 
Landing Strip at White Sands Missile 
Range in the State of New Mexico, to 
“White Sands Space Harbor”., 82- 
26038 

An Act to Clarify the Treatment of In- 
ternational Banking Facility Deposits 
for Purposes of Deposit Insurance As- 
sessments and to Remove Certain 
Limitations on the Mortgage Loan 
Purchase Authority of the Federal 
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Home Loan Mortgage Corporation and 
the Federal National Mortgage Associ- 
ation., 82-23457 


An Act to Continue in Effect Any Au- 
thority Provided Under the Depart- 
ment of Justice Appropriation Authori- 
zation Act, Fiscal Year 1980, for a Cer- 
tain Period, and For Other Purposes., 
82-25996 


An Act to Deauthorize Several Projects 
within the Jurisdiction of the Army 
Corps of Engineers., 82-23463 


An Act to Designate Certain Lands of 
the Fire Island National Seashore as 
the “Otis Pike Fire Island High Dune 
Wilderness”, and for Other Purposes., 
82-537 


An Act to Designate Certain National 
Wildlife Refuge Lands., 82-28359 


An Act to Designate the Building 
Known as the Lincoln Federal Build- 
ing and Courthouse in Lincoln, Ne- 
braska, as the “Robert V. Denney Fed- 
eral Building and Courthouse”., 82- 
26006 


An Act to Designate the Control Tower 
at Memphis International Airport the 
Omlie Tower., 82-26046 


An Act to Designate the John Archibald 
Campbell United States Courthouse., 
82-26019 


An Act to Designate the United States 
Department of Agriculture Boll Weevil 
Research Laboratory Building, Locat- 
ed adjacent to the Campus of Mis- 
sissppi State University, Starkville, 
Mississippi, as the “Robey Wentworth 
Harned Laboratory”; to Extend the 
Delay in Making Any Adjustment in 
the Price Support Level for Milk; and 
to Extend the Time for Conducting the 
Referenda with Respect to the Nation- 
al Marketing Quotas for Wheat and 
Upland Cotton., 82-25997 


An Act to Designate the United States 
Post Office Building in Hartford, Con- 
necticut, as the “William R. Cotter 
Federal Building”., 82-23491 


Act to Direct the Secretary of the De- 
partment in Which the United States 
Coast Guard is Operating to Cause the 
Vessel Capt. Tom to be Documented 
as a Vessel of the United States so as 
to be Entitled to Engage in the Coast- 
wise Trade., 82-26055 


An Act to Enable the Secretary of Agri- 
culture to Assist, on an Emergency 
Basis, in the Eradication of Plant Pests 
and Contagious or Infectious Animal 
and Poultry Diseases., 82-25981 


An Act to Enable the Secretary of the 
Interior to Erect Permanent Improve- 
ments on Land Acquired for the Con- 
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federated Tribes of Siletz Indians of 
Oregon., 82-1817 


An Act to Ensure Necessary Funds for 
the Implementation of the Federal 
Crop Insurance Act of 1980., 82-1801 


An Act to Establish a United States 
Court of Appeals for the Federal Cir- 
cuit, to Establish a United States 
Claims Court, and for Other Purposes., 
82-26034 


An Act to Expand the Membership of 
the United States Holocaust Memorial 
Council from Sixty to Sixty-five and 
for Other Purposes., 82-26001 


An Act to Extend by One Year the Expi- 
ration Date of the Defense Production 
Act of 1950., 82-23438 


An Act to Extend for Three Additional 
Years the Provisions of the Fisher- 
men’s Protective Act of 1967 Relating 
to the Reimbursement of United States 
Commercial Fishermen for Certain 
Losses Incurred Incident to the Seizure 
of their Vessels by Foreign Nations, 
and for Other Purposes., 82-23446 


An Act to Extend the Authorization for 
Youth Employment and Demonstration 
Programs, and for Other Purposes., 
82-3595 


An Act to Extend the Expiration Date of 
Section 252 of the Energy Policy and 
Conservation Act., 82-23484, 82- 
25983, 82-26033 


An Act to Extend the Federal Tort 
Claims Provisions of Title 28, United 
States Code, to Acts or Omissions of 
Members of the National Guard, and 
to Provide that the Remedy under 
Those Provisions Shall be Exclusive in 
Medical Malpractice Actions Involving 
Members of the National Guard., 82- 
26018 


An Act to Extend the Older Americans 
Act of 1965, and for Other Purposes., 
82-21598 


An Act to Extend the Time for Conduct- 
ing the Referendum with Respect to 
the National Marketing Quota for 
Wheat for the Marketing Year Begin- 
ning June 1, 1982, and to Eliminate the 
Requirement that the Secretary of Ag- 
riculture Waive Interest on Loans ...., 
82-1810, 82-25990 


An Act to Facilitate the Ability of Prod- 
uct Sellers to Establish Product Liabili- 
ty Risk Retention Groups, to Facilitate 
the Ability of Such Sellers to Purchase 
Product Liability Insurance on a 
Group Basis, and for Other Purposes., 
82-25980 


An Act to Improve the Operation of 
Fishermen’s Contingency Fund Estab- 
lished to Compensate Commercial 
Fishermen for Damages Resulting from 
Oil and Gas Exploration, Develop- 





ment, and Production in Areas of the 
Outer Continental Shelf., 82-26053 


An Act to Improve the Operation of the 
Marine Mammal Protection Act of 
1972, and for Other Purposes., 82- 
25987 


An Act to Increase the Pay and Allow- 
ances of Members of the Uniformed 
Services, and for Other Purposes., 82- 
25988 


An Act to Make a Technical Amendment 
to the International Investment Survey 
Act of 1976., 82-21596 


An Act to Name the Lock and Dam Au- 
thorized to Replace Locks and Dam 
26, Mississippi River, Alton, Illinois, as 
“Melvin Price Lock and Dam”., 82- 
26014 


An Act to Permit Certain Funds Allo- 
cated for Official Expenses of Senators 
to be Utilized to Procure Additional 
Office Equipment., 82-3597 


An Act to Permit to Become Effective 
Certain Farm Credit Administration 
Regulations Which Expand the Au- 
thority of Financing Institutions, Other 
than Farm Credit System Institutions, 
to Borrow from and Discount with 
Federal Intermediate Credit Banks., 
82-26012 


An Act to Provide for Reconciliation 
Pursuant to Section 301 of the First 
Concurrent Resolution on the Budget 
for the Fiscal Year 1982., 82-21593 


An Act to Provide for the Control of 
Illegally Taken Fish and Wildlife., 82- 
23448 


An Act to Provide for the Distribution 
within the United States of the Interna- 
tional Communication Agency Slide 
Show Entitled “Montana: the People 
Speak”., 82-23471 


An Act to Provide for the Establishment 
of the Bandon Marsh National Wildlife 
Refuge, Coos County, State of Oregon, 
and for Other Purposes., 82-23467 


An Act to Provide for the Final Settle- 
ment of Certain Claims against Czecho- 
slovakia, and for Other Purposes., 82- 
23462 


An Act to Provide for the Minting of 
Half Dollars with a Design Emblemat- 
ic of the Two Hundred and Fiftieth 
Anniversary of the Birth of George 
Washington., 82-26009 


An Act to Provide for the Operation of 
the Tobacco Price Support and Pro- 
duction Adjustment Program in Such a 
Manner as to Result in No Net Cost to 
Taxpayers, to Limit Increases in the 
Support Price for Tobacco, and for 
Other Purposes., 82-28363 


An Act to Provide Price and Income 
Protection for Farmers, Assure Con- 
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sumers an Abundance of Food and 
Fiber at Reasonable Prices, Continue 
Food Assistance to Low-income 
Households, and for Other Purposes., 
82-21597 


An Act to Recognize the Organization 
Known as the American Council of 
Learned Societies., 82-21603, 82- 
23485 


An Act to Recognize the Organization 
Known as the Italian American War 
Veterans of the United States., 82- 
26000 


An Act to Regulate the Operation of 
Foreign Fish Processing Vessels 
Within State Waters., 82-26044 


An Act to Require the Federal Govern- 
ment to Pay Interest on Overdue Pay- 
ments, and for Other Purposes., 82- 
23479 


An Act to Revise the Laws Pertaining to 
the Maritime Administration., 82-1815 


An Act to Temporarily Delay the Octo- 
ber 1, 1981, Increase in the Price Sup- 
port Level for Milk and to Extend the 
Time for Conducting the Referendum 
with Respect to the National Market- 
ing Quota for Wheat for the Marketing 
Year Beginning June 1, 1982., 82- 
23445 


An Act to Temporarily Extend the Au- 
thority to Conduct Experiments in 
Flexible Schedules and Compressed 
Schedules Under the Federal Employ- 
ees Flexible and Compressed Work 
Schedules Act of 1978., 82-26031 


Activities of the United States in Panama 
: agreement between the United States 
of America and Panama : signed at 
Washington September 7, 1977., 82- 
2196 


Aeronautical statutes and related materi- 
al., 82-7709 


Agreement between the United States 
Nuclear Regulatory Commission, 
Studsvik energiteknik AB of Sweden, 
Fors@scndo@gslg Ris@scndo@ of 
Denmark, and Valtion teknillinen tutki- 
muskeskus of Finland Regarding the 
Extension of Research Participation 
and Technical Exchange in the LOFT 
Research Program and NORHAV 
Project (1976). Protocols, etc., 1981 
Jan. 28., 82-28964 


Agreement Establisiiing the South Pacific 
Commission (1947). Protocols, etc., 
1976 Oct. 20., 82-28962, 82-28963 


Agricultural Adjustment Act of 1938., 
82-25990 


Agricultural commodities : agreement be- 
tween the United States of America 
and Sierra Leone, amending the agree- 
ment of August 8, 1980 effected by ex- 
change notes signed at Freetown Sep- 
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tember 29, 1980., 82-11297, 
11333, 82-24218, 82-24220, 82- 
24229, 82-24234, 82-26663, 82- 
26664, 82-26665, 82-26673, 82- 
26674, 82-26676, 82-28968, 82- 
28972, 82-28987 


Agricultural commodities : agreements 
between the United States of America 
and Egypt amending the agreement of 
March 20, 1979 effected by exchange 
of notes signed at Cairo June 30, 1980 
and signed at Cairo June 28, 1981., 
82-19730 


Agricultural commodities, agreement be- 
tween the United States of America 
and Indonesia, signed at Jakarta De- 
cember 2, 1980 with agreed minutes 
signed at Jakarta December 3, 1980., 
82-11334 


Agricultural commodities, agreement be- 
tween the United States of America 
and Morocco signed at Rabat May 21, 
1980 with agreed minutes., 82-24224 


Agricultural trade and cooperation : joint 
statement between the United States of 
America and the Hungarian People’s 
Republic signed at Washington May 
13, 1981., 82-24232 


Agriculture, control and eradication of 
foot-and-mouth disease : agreement be- 
tween the United States of America 
and Colombia signed at Bogota, 
August 8, 1979., 82-28971 


Agriculture, cooperation in agriculture, 
livestock, and forestry : agreement be- 
tween the United States of America 
and Argentina signed at Washington 
May 20, 1981., 82-28988 


Agriculture, mediterranean fruit fly 
agreement between the United States 
of America and Peru extending the 
agreement of July 24, 1980 dated at 
Washington and Lima August 28, 1980, 
and amending agreements signed at 
Lima December 10, 1980, and signed at 
Lima and Monterrey January 26 and 
February 9, 1981., 82-16816 


Agriculture, Mediterranean fruit fly labo- 
ratory : agreement between the United 
States of America and Mexico signed 
at Washington and Mexico August 17, 
1978 and amending agreement signed 
at Washington and Mexico November 
12, 1980., 82-28961 


Agriculture, science, and technology : 
memorandum of understanding be- 
tween the United States of America 
and Zimbabwe, signed at Salisbury 
September 25, 1980., 82-11330 


Agricutural commodities : agreement be- 
tween the United States of America 
and Somalia, signed at Mogadishu Jan- 
vary 12, 1981., 82-11336 


Alaska Natural Gas Transportaton Act of 
1976., 82-26004 
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Annotated manual of statutes and regula- 
tions /, 82-8096 


Atomic energy, application of safeguards 
by the IAEA to the United States-Ven- 
ezuela cooperative agreement : proto- 
col between the United States of 
America, Venezuela, and the Interna- 
tional Atomic Energy Agency prolong- 
ing the agreement of March 27, 1968 
signed at Vienna February 18, 1981., 
82-24225 


Atomic energy, continuation of safe- 
guards and guarantee provisions of the 
agreement of October 8, 1958, as 
amended : agreement between the 
United States of America and Venezu- 
ela effected by exchange of notes 
signed at Caracas February 18, 1981., 
82-24226 


Atomic energy, cooperation for civil uses 
and nuclear safeguards : agreement be- 
tween the United States of America 
and Indonesia extending certain provi- 
sions of the agreement of June 8, 1960 
as amended and extended, effected by 
exchange of notes signed at Jakarta 
September 16 and 19, 1980., 82-11329 


Atomic energy, loss of fluid test (LOFT) 
and power burst facility (PBF) re- 
search programs : agreement between 
the United States of America and Aus- 
tria extending the agreements of Febru- 
ary 25 and March 3, 1977 effected by 
exchange of letters signed at Vienna 
and Washington March 18 and April 9, 
1981., 82-28969 


Atomic energy, management of radioac- 
tive wastes : agreement between the 
United States of America and the Fed- 
eral Republic of Germany amending 
and extending the agreement of De- 
cember 20, 1974 signed at Bonn March 
19, 1980., 82-16814 


Atomic energy, peaceful uses of nuclear 
energy : agreement between the United 
States of America and Morocco, signed 
at Washington May 30, 1980., 82- 
11315 


Atomic energy, radioactive waste man- 
agement, agreement between th United 
States of America and Belgium signed 
at Mol and Washington January 7 and 
19, 1981., 82-14273 


Atomic energy, research participation 
and technical exchange in loss of fluid 
test (LOFT) Program : agreement be- 
tween the United States of America 
and other governments amending and 
extending the agreement of September 
15, 1976 opened for signature January 
28, 1981., 82-28964 


Atomic energy, retransfer of nuclear 
power light water reactor technology : 
agreement between the United States 
of America and France signed at 
Washington January 22, 1981 with ex- 
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change of notes dated at Washington 
March 13, 1981., 82-19728 


Atomic energy, technical exchange and 


cooperative arrangement in nuclear 
safety, research, and development : 
agreement between the United States 
of America and Sweden signed at Be- 
thesda and Studsvik January 27 and 
February 23, 1981., 82-24228 


Atomic energy, technical information ex- 


change and cooperation in nuclear 
safety matters : agreement between the 
United States of America and Mexico 
effected by exchange of letters signed 
at Mexico and Washington July 30 and 
October 15, 1980 with implementing 
procedures signed at Bethesda April 8, 
1981., 82-28970 


Atomic energy, technical information ex- 


change and cooperation in nuclear 
safety matters : arrangement between 
the United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland signed at Washington 
May 15, 1981., 82-28980 


Aviation, air transport services : agree- 


ment between the United States of 
America and the United Kingdom of 
Great Britain and Northern Ireland 
amending the agreement of July 23, 
1977, as amended effected by exchange 
of notes signed at Washington, Decem- 
ber 4, 1980 with related letters., 82- 
19723, 82-19729, 82-24248 


Aviation, provision of services : memo- 


randum of agreement between the 
United States of America and Uruguay 
signed at Washington and Montevideo 
March 19 and 20, 1981., 82-24246 


Aviation, reduced fares and charter serv- 


ices : agreement between the United 
States of America and Mexico effected 
by exchange of notes signed at Mexico 
January 20, 1978., 82-26661 


Aviation, search and rescue : memoran- 


dum of understanding between the 
United States of America and Papua 
New Guinea signed at Honolulu and 
Port Moresby November 8, 1980 and 
February 26, 1981., 82-24231 


Basic laws on housing and community 


development /, 82-15041 


Budapest Treaty on the International 


Recognition of the Deposit of Microor- 
ganisms for the Purpose of Patent Pro- 
cedure (1977). Protocols, etc., 1980 
Jan. 20., 82-26659 


Cash Discount Act : [An Act of Amend 


the Truth in Lending Act to Encour- 
age Cash Discounts, and for Other 
Purposes]., 82-3599 


Civil rights acts of 1957, 1960, 1964, 1968 


(as amended through the end of the 
96th Congress) : Voting Rights Act of 
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1965 (as amended through the end of 
the 96th Congress) /, 82-6852 


Clean Air Act., 82-1809 


The Clean Air Act as amended through 
July 1981., 82-2695 


The Clean Water Act : as amended 
through December 1981., 82-17365 


Commerce, embassy branch offices 
agreement between the United States 
of America and the German Democrat- 
ic Republic effected by exchange of 
notes dated at Washington January 30 
,1981., 82-16819 

Commissary and post exchange : agree- 
ment between the United States of 
America and Panama effected by ex- 
change of notes signed at Washington 
September 7, 1977., 82-2194 


Communications Act of 1934., 82-23464 


The Communications Act of 1934, as 
amended through January 1980, with 
index., 82-27707 


Compilation of laws administered by the 
Consumer Product Safety Commis- 
sion., 82-20040 


Compilation of selected acts within the 
jurisdiction of the Committee on 
Energy and Commerce /, 82-29722 


Compilation of selected federal nutrition 
statutes /, 82-24825 


Compiliation of social security laws : in- 
cluding the Social Security Act, as 
amended, and _ related enactments 
through January 1, 1981., 82-27347 


Congressional Budget Act of 1974., 82- 
26011 


Conservation : agreement between the 
United States of America and Panama : 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
2195 


Conservation, Barro Colorado Nature 
Monument : agreement between the 
United States of America and Panama, 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
11323 


Consular convention between the 
United States of America and the 
German Democratic Republic signed 
at Berlin September 4, 1979 with ex- 
change of letters, 82-19724 


Consumer Credit Protection Act., 82- 
3599 


Continuing appropriations for fiscal year 
1982., 82-25984 


Convention Abolishing the Requirement 
of Legalisation for Foreign Documents 
(1961), 82-26656 

Cultural relations, exchanges for 1981- 
1982 : agreement between the United 
States of America and the People’s Re- 





public of Bulgaria, signed at Washing- 
ton November 21, 1980 with final pro- 
tocol., 82-11332, 82-28979 


Cultural relations, Korean-American cul- 
tural exchange committee : agreement 
between the United States of America 
and the Republic of Korea effected by 
exchange of notes signed at Seoul 
April 17, 1981., 82-28976 


Cultural relations, library and museum : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
September 24, 1979., 82-11326 


Defense, Hickam Air Force Base : 
memorandum of understanding be- 
tween the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland signed at 
Honolulu April 21, 1981., 82-24221 


Defense Officer Personnel Management 
Act., 82-1808 


Defense Officer Personnel Management 
Act Technical Corrections Act : [An 
Act to Make Technical Corrections in 
the Defense Officer Personnel Manage- 
ment Act]., 82-1808 


Defense Production Act of 1950., 82- 
23438 


Defense, security of military information : 
agreement between the United States 
of America and Denmark effected by 
exchange of notes dated at Copenhagen 
January 23 and February 27, 1981., 
82-24236 


Defense, storage of materials : agreement 
between the United States of America 
and the Netherlands, effected by ex- 
change of notes signed at The Hague 
January 15, 1981., 82-11340 


Defense, use of facilities in the Azores : 
agreement between the United States 
of America and Portugal extending the 
agreement of September 6, 1951, as 
amended and extended effected by ex- 
change of notes signed at Lisbon June 
18, 1979., 82-24217 


Defenses, use of RAAF Base Darwin : 
agreement between the United States 
of America and Australia effected by 
exchange of notes dated at Canberra 
March 11, 1981., 82-24239 


Department of Transportation and Relat- 
ed Agencies Appropriation Act, 1982., 
82-26008 

Dept. of State., 82-11327, 82-14278, 
82-14280 

Disaster assistance : agreement between 
the United States of America and 


Mexico, signed at Mexico January 15, 
1980., 82-11314 


District of Columbia Self-Government 
and Governmental Reorganization 
Act., 82-1818, 82-23435 
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Double taxation, taxes on income : con- 
vention between the United States of 
America and Egypt signed at Cairo 
August 24, 1980., 82-28978 


Earthquake Hazards Reduction Act of 
1977., 82-25998 


Economic assistance, agricultural produc- 
tion increase : agreement between the 
United States of America and India, 
signed at New Delhi June 30, 1980 and 
amending agreements signed at New 
Delhi December 15, 1980., 82-11318 


Economic assistance, fertilizer promotion 
: agreement between the United States 
of America and India, signed at New 
Delhi September 28, 1979 and amend- 
ing agreements signed at New Delhi 
May 27, 1980 and signed at New Delhi 
December 15, 1980., 82-11317 


Economic assistance, production and em- 
ployment agreement between the 
United States of America and Jamaica 
signed at Kingston January 19, 1981., 
82-26670 


Economic assistance, rural vocation edu- 
cation : agreement between the United 
States of America and Portugal, signed 
at Lisbon: September 30, 1977., 82- 
11321 


Economic assistance, school construction 
: agreement between the United States 
of America and Portugal, signed at 
Lisbon September 30, 1977., 82-11320 


Economic assistance, stability grant 
agreements between the United States 
of America and Israel amending the 
agreement of December 3, 1980 signed 
at Washington March 27, 1981 and 
signed at Washington July 1, 1981., 
82-28985 


Economic assistance, technical consulta- 
tions and training : agreements between 
the United States of America and Por- 
tugal amending the agreement of Feb- 
ruary 28, 1975 signed at Lisbon August 
13, 1976 and signed at Lisbon Septem- 
ber 30, 1977., 82-16812 


Economic cooperation : memorandum of 
understanding between the United 
States of America and the Commission 
of the Cartagena Agreement : signed at 
Washington November 21, 1979., 82- 
2179 


Economic Recovery Tax Act of 198] 
[An Act to Amend the Internal Reve- 
nue Code of 1954 to Encourage Eco- 
nomic Growth Through Reduction of 
the Tax Rates for Individual Taxpay- 
ers, Acceleration of Capital Cost Re- 
covery of Investment in Plant, Equip- 
ment, and Real Property, and Incen- 
tives for Savings, and for Other Pur- 
poses., 82-3601 


Page 1-569 





US. 


Education : memorandum of understand- 
ing between the United States of 
America and the Republic of Korea 
signed at Seoul October 28, 1981., 82- 
28989 


Employment, arrangement between the 
United States of America and the 
United Kingdom of Great Britain and 
Northern Ireland : effected by ex- 
change of notes dated at Washington 
January 14 and 15, 1981., 82-2180 


Energy cooperation : memorandum of 
understanding between the United 
States of America and Italy, signed at 
Rome October 17, 1979., 82-11312 


Energy Policy and Conservation Act., 
82-25983 


Energy, research and development 
agreement between the United States 
of America and Venezuela, signed at 
Washington March 6, 1980., 82-11313 


Environmental protection : memorandum 
of understanding between the United 
States of America and the Netherlands 
signed at Leidschendam November 25, 
1980., 82-26662 


Extradition treaty with the Republic of 
Columbia : message from the president 
of the United States transmitting the 
Treaty of Extradition between the Re- 
public of Columbia, signed at Washing- 
ton on September 14, 1979., 82-29226 


Federal Aviation Act of 1958., 82-27706 


Federal Crop Insurance Act of 1980., 
82-1801 


Federal election campaign laws compiled 
by the Federal Election Commission : 
including the Federal Election Cam- 
paign Act Amendments of 1976, Public 
law 94-28-3., 82-17132 


Federal Employees Flexible and Com- 
pressed Work Schedules Act of 1978., 
82-26031 


Federal Grant and Cooperative Agree- 
ment Act of 1977., 82-26032 


Federal rules of appellate procedure, 
with forms., 82-27294 


Federal rules of evidence., 82-27298 


Federal Water Pollution Control Act., 
82-26013 


Finance, consolidation and rescheduling 
of certain debts : agreement between 
the United States of America and Zaire 
signed at Kinshasa March 10, 1981., 
82-24235, 82-26668, 82-26675, 82- 
28984 


Finance, consolidation and rescheduling 
of certain debts : implementation agree- 
ment between the United States of 
America and Zaire signed at Kinshasa 
April 8, 1981., 82-26672 

Finance, consolidation and rescheduling 
of certain debts : implementing agree- 


Page I-570 





ment between the United States of 
America and Turkey signed at Anakara 
February 7, 1981., 82-19731 


Finance, gold exchange : agreement be- 
tween the United States of America 
and the United Kingdom of Great Brit- 
ain and Northern Ireland signed at 
London January 16, 1981., 82-26657 


Finance, investment guaranties : agree- 
ment between the United States of 
America and Lebanon, effected by ex- 
change of notes signed at Beirut Sep- 
tember 17, 1980 and February 10, 
1981., 82-11339 


Fisheries, albacore tuna off the Pacific 
Coasts of the United States and Canada 
interim arrangement between the 
United States of America and Canada, 
effected by exchange of notes dated at 
Washington August 21, 1980. 82- 
11319 


Fisheries off the coasts of the United 
States : agreement between the United 
States of America and Norway signed 
at Washington January 26, 1981 with 
agreed minutes., 82-19727 


Fisheries, Pacific Coast albacore tuna 
vessels and port privileges : treaty be- 
tween the United States of America 
and Canada signed at Washington May 
26, 1981., 82-16817 


Fishermen’s Protective Act of 1967., 82- 
23446 


Food Aid Convention (1980), 82-26650 


Food Aid Convention, 1980 : between 
the United States of America and other 
governments open for signature at 
Washington March 11 through April 
30, 1980., 82-26650 


Food Stamp Act of 1977., 82-1806 


Foreign Assistance Act of 1961., 82- 
21595 


Frequency modulation broadcasting 
agreement between the United States 
of America and Mexico amending the 
agreement of November 9, 1972, as 
amended effected by exchange of notes 
signed at Mexico and Tlatelolco Febru- 
ary 18 and May 20, 1981., 82-28986 


General Agreement on Tariffs and Trade 
: agreement between the United States 
of America and other governments : 
done at Geneva April 12, 1979., 82- 
796 


General Agreement on Tariffs and Trade 
: bovine meat : arrangement between 
the United States of America and other 
governments : done at Geneva April 
12, 1979., 82-2173 


General Agreement on Tariffs and Trade 
: eleventh proces-verbal extending the 
declaration of November 12, 1959, on 
provisional accession of Tunisia to the 
general agreement : done at Geneva 

November 11, 1977., 82-2171 
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General Agreement on Tariffs and Trade 
: Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done 
at Geneva June 30, 1979., 82-794 


General Agreement on Tariffs and Trade 
: import licensing procedures : agree- 
ment between the United States of 
America and other governments : done 
at Geneva April 12, 1979., 82-2174 


General Agreement on Tariffs and Trade 
: international dairy arrangement : be- 
tween the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-793 


General Agreement on Tariffs and Trade 
: interpretation and application of arti- 
cles VI, XVI, and XXIII : agreement 
between the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-791 


General Agreement on Tariffs and Trade 
: second proces-verbal extending the 
declaration of August 9, 1973, on pro- 
visional accession of the Philippines to 
the General Agreement done at 
Genvea November 11, 1977., 82-2170 


General Agreement on Tariffs and Trade 
: technical barriers to trade : agreement 
between the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-790 


General Agreement on Tariffs and Trade 
: trade in civil aircraft : agreement be- 
tween the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-792 


Government depository libraries, 82- 
6885 


Health : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Washington September 7, 1977., 82- 
14277 


Health cooperation : agreement between 
the United States of America and 
Egypt signed at Washington January 
13, 1981., 82-19726 

Health, technical cooperation : memoran- 
dum of agreement between the United 
States of America and Kuwait signed 
at Geneva May 8, 1981., 82-28977 


High seas fisheries of the North Pacific 
Ocean : memorandum of understanding 
between the United States of America 
and Japan relating to the protocol of 
April 25, 1978 signed at Washington 
June 3, 1981., 82-28990 

Hospital Survey and Construction Act 
with amendments., 82-24659 

Immigration and Nationality Act., 82- 
23460 





January—December 1982 


Impact of S. 1437 upon present federal 
criminal laws /, 82-27297 


Independent Safety Board Act of 1974., 
82-25994 


Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 


Inter-American Institute for Cooperation 
on Agriculture : convention between 
the United States of America and other 
governments : opened for signature at 
Washington March 6, 1979., 82-2176 


Interim Convention on Conservation of 
North Pacific Fur Seals (1957). Proto- 
cols, etc., 1980 Oct. 14., 82-26652 


Internal Revenue Code of 1954., 82- 
3601 


International Center Act., 82-26043 


International Convention for the Safety 
of Life at Sea (1974). Protocols, etc., 
1978 Feb. 17., 82-26648 


International Institute for Cotton 
amendment to the articles of agreement 
of the International Cotton Institute : 
resolution adopted by the general as- 
sembly of the International Cotton In- 
stitute, at Washington, July 31, 1979., 
82-788 


International Institute for the Unification 
of Private Law (UNIDROIT) : amend- 
ment to articles 5, 11, and 16 of the 
Institute statute adopted at the nine- 
teenth session of the UNIDROIT gen- 
eral assembly, Rome, February 18, 
1969., 82-787 


International Investment Survey Act of 
1976., 82-21596 


International Investment Survey Act of 
1976, amendment., 82-23436 


International military education and train- 
ing (IMET) : agreement between the 
United States of America and Domini- 
ca, effected by exchange of notes dated 
at Bridgetown and Roseau December 
11, 1980 and February 4, 1981., 82- 
11338, 82-16815, 82-19725, 82- 
24219, 82-26658, 82-28982 


International Poplar Commission 
amendments to the convention : adopt- 
ed at the third special session of the 
International Poplar Commission, 
Rome, November 15, 1977., 82-783 


International Travel Act of 1961., 82- 
23443 


Joint Reesoluton to Designate the Week 
of November 7, 1982, through Novem- 
ber 14, 1982, as “National Hospice 
Week.”, 82-23480 

Joint Resolution Authorizing and Re- 
questing the President to Issue a Proc- 
lamation Designating the Period from 





October 4, 1981, through October 10, 
1981, as “National Schoolbus Safety 
Week.”, 82-1816, 82-28368 


Joint Resolution Authorizing and Re- 
questing the President to Proclaim 
“National Disabled Veterans Week”, 
82-28373 


Joint Resolution Authorizing and Re- 
questing the President to Proclaim 
“National Orchestra Week”., 82- 
23481 


Joint Resolution Concerning the Success- 
ful Completion of the Test Flight 
Phase of the Space Shuttle Program., 
82-28371 


Joint Resolution Designating August 8, 
1982, as “National Children’s Day.”, 
82-1814 


Joint Resolution Designating August 13, 
1981, as “National Blinded Veterans 
Recognition Day”., 82-3600 

Joint Resolution Designating 
Freedom Day”., 82-23488 


Joint Resolution Designating February 
11, 1983, “National Inventors’ Day”., 
82-28358 


Joint Resolution Designating July 17, 
1981, as “National P.O.W.-M.I.A, Rec- 
ognition Day.”, 82-1803 

Joint Resolution Designating ‘National 
Theatre Week”., 82-23486 


Joint Resolution Designating the Square 
Dance as the National Folk Dance of 
the United States., 82-21602 


Joint Resolution Designating the Week 
Beginning March 7, 1982, as “Women’s 
History Week.”, 82-1813 


Joint Resolution Designating the Week of 
October 4 through October 10, 1918, as 
“National Diabetes Week.”, 82-1812 


Joint Resolution Imploring the Union of 
Soviet Socialist Republics to Allow 
Doctor Semyon Gluzman and _his 
Family to Emigrate to Israel., 82- 
26052 


Joint Resolution Making an Urgent Sup- 
plemental Appropriation for the De- 
partment of Health and Human Serv- 
ices for Fiscal Year Ending September 
30, 1981., 82-1811 


Joint Resolution Making an Urgent Sup- 
plemental Appropriation for the Fiscal 
Year Ending September 30, 1982, for 
the Department of Agriculture., 82- 
23470 


Joint Resolution Making an Urgent Sup- 
plemental Appropriaton for the De- 
partment of Labor for the Fiscal Year 
Ending September 30, 1982., 82-26027 


Joint Resolution Making Further Con- 


tinuing Appropriations for the Fiscal 
Year 1982., 82-23472, 82-26002 


“Baltic 
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Joint Resolution Proclaiming Raoul Wal- 
lenberg to be an Honorary Citizen of 
the United States, and Requesting the 
President to Ascertain from the Soviet 
Union the Whereabouts of Raoul Wal- 
lenberg and to Secure His Return to 
Freedom., 82-25986 


Joint Resolution Providing for the Con- 
vening of the Second Session of the 
Ninety-seventh Congress., 82-23466 


Joint Resolution Providing for the Desig- 
nation of April 12, 1982, as “American 
Salute to Cabanatuan Prisoner of War 
Memorial Day.”, 82-26035 


Joint Resolution to Approve a Constitu- 
tion for the United States Virgin Is- 
lands., 82-1807 


Joint Resolution to Approve the Presi- 
dent’s Recommendation for a Waiver 
of Law Pursuant to the Alaska Natural 
Gas Transportation Act of 1976., 82- 
26004 


Joint Resolution to Authorize and Re- 
quest the President of the United States 
to Issue a Proclamation Designating 
the Seven Calendar Days Beginning 
October 4, 1981, as “National Port 
Week”., 82-23439 


Joint Resolution to Authorize and Re- 
quest the President to Designate 
August 14, 1982, as “National Navaho 
Code Talkers Day”., 82-28367 


Joint Resolution to Authorize and Re- 
quest the President to Designate May 
20, 1982, as “Amelia Earhart Day”., 
82-26039 


Joint Resolution to Authorize and Re- 
quest the President to Designate ‘‘Na- 
tional Family Week”., 82-28369 


Joint Resolution to Authorize and Re- 
quest the President to Designate Sep- 
tember 13, 1981, as “Commodore John 
Barry Day.”, 82-5664 

Joint Resolution to Authorize and Re- 
quest the President to Designate the 
Month of April 1982 as “Parliamentry 
Emphasis Month”., 82-23475 


Joint Resolution to Authorize and Re- 
quest the President to Designate the 
Week of February 28, 1982, through 
March 6, 1982, as “National Construc- 
tion Industry Week”., 82-26029 


Joint Resolution to Authorize and Re- 
quest the President to Designate the 
Week of January 17, 1982 through Jan- 
uary 23, 1982, as “National Jaycee 
Week”., 82-23469 


Joint Resolution to Authorize and Re- 
quest the President to Designate the 
Week of September 20 through 26, 
1981, as “National Cystic Fibrosis 
Week”., 82-23437 
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Joint Resolution to Authorize and Re- 
quest the President to Issue a Procla- 
mation Designating May 3 Through 
May 10, 1981, as “Jewish Heritage 
Week.”, 82-1800, 82-23473, 82- 
23474, 82-25989, 82-26030, 82- 
28370 


Joint Resolution to Authorize the Partici- 
pation of the United States in a Multi- 
national Force and Observers to Imple- 
ment the Treaty of Peace between 
Egypt and Israel., 82-23465 


Joint Resolution to Authorize the Presi- 
dent to Issue a Proclamation Designa- 
ting the Week Beginning November 
22, 1981, as “National Family Week”., 
82-25995 


Joint Resolution to Correct Public Law 
97-12 Due to an Error in the Enroll- 
ment of H.R. 3512., 82-1805 


Joint Resolution to Designate April 19, 
1982, as “Dutch-American Friendship 
Day”., 82-23476 


Joint Resolution to Designate May 6, 
1982, as “National Recognition Day 
for Nurses”., 82-23441 


Joint Resolution to Designate October 
23, 1981, as “Hungarian Freedom 
Fighters Day”., 82-25992 


Joint Resolution to Designate the Week 
Beginning June 5, 1983, and Ending 
June 11, 1983, as “Management Week 
in America”., 82-28366 


Joint Resolution to Designate the Week 
Commencing with the Fourth Monday 
in June 1982 as “National NCO/Petty 
Officer Week”’., 82-23492 


Joint Resolution to Establish National 
Nurse-Midwifery Week., 82-23478 


Joint Resolution to Grant Official Recog- 
nition to the International Ballet Com- 
petition., 82-26042 


Joint Resolution to Permit the Broadcast- 
ing in the United States of the Interna- 
tional Communication Agency Film 
“Let Poland Be Poland: A Day of 
Solidarity with the People of Poland”., 
82-26026 


Joint Resolution to Proclaim March 19, 
1982, “National Energy Education 
Day”., 82-26023 


Joint Resolution to Provide for a Tempo- 


Increase in the Public Debt 
82-21594, 82-23489, 82- 


rary 
Limit., 
25982 

Joint Resolution to Provide for the Des- 
ignation of April 17 to April 23, 1983, 
as “National Coin Week”., 82-28372 

Joint Resolution to provide for the Des- 
ignation of February 7 through 13, 
1982, as “National Scleroderma 
Week”., 82-21599 

Joint Resolution to Provide for the Des- 
ignation of July 9, 1982, and April 9, 
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1983, as “National P.O.W./M.1.A. Rec- 
ognition Day”., 82-23483 

Joint Resolution to Provide for the Des- 
ignation of October 2, 1981, as “Ameri- 
can Enterprise Day”., 82-25985 


Joint Resolution to Provide for the Des- 
ignation of September 5, 1982, as 
“Working Mothers’ Day”., 82-23482 


Joint Resolution to Provide for the Des- 
ignation of the Week Commencing 
with the Third Monday in February 
1982 as “National Patriotism Week”, 
82-26020 


Joint Resolution to Provide for the Des- 
ignation of the Year 1982 as the “Bi- 
centennial Year of the American Bald 
Eagle” and the Designation of June 20, 
1982, as “National Bald Eagle Day”., 
82-23468 


Joint Resolution to Validate the Effec- 
tiveness of a Plan for the Use or Distri- 
bution of Funds Appropriated to Pay a 
Judgment Awarded to the San Carlos 
Tribe of Arizona., 82-23453 

Judicial procedure, abolishing require- 
ment of legislation [sic] for foreign 
public documents : convention between 
the United States of America and other 
governments done at The Hague Octo- 
ber 5, 1961., 82-26656 


Laws administered by EEOC., 82-17133 


Laws enforced by the U.S. Food and 
Drug Administration., 82-13838 


Legislation on foreign relations through 
«-/, 82-15123, 82-17336 


Legislation on foreign relations through 
1980., 82-24893 


Ley Sobre Informes Obrero-Patronales 
de 1959, segun fuera enmendada., 82- 
23970 


Maintenance management /, 82-4965 


Major laws administered by the U.S. De- 
partment of Labor which affect busi- 
ness., 82-16609 


Marine Mammal Protection Act of 1972., 
82-25987 


Marine Protection, Research, and Sanctu- 
aries Act of 1972., 82-28356 


Marine Protection, Research, and Sancu- 
taries Act of 1972., 82-1804 


Maritime transport : agreement between 
the United States of America and the 
People’s Republic of Bulgaria signed at 
Sofia February 19, 1981 with exchange 
of letters., 82-24227 


Military assistance, defense articles and 
services agreement between the 
United States of America and Turkey 
amending the agreement of August 15 
and 31, 1979 effected by exchange of 
notes signed at Ankara April 13 and 
May 27, 1981., 82-28975 
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Mississippi-Louisiana Rapid Rail Transit 
Compact., 82-28360 

Money Orders and Postal Travellers’ 
Cheques Agreement (1979), 82-26647 


Narcotic drugs, additional cooperative ar- 
rangements to curb illegal traffic : 
agreement between the United States 
of America and Mexico, effected by 
exchange of letters signed at Mexico 
January 3, 1981., 82-11335, 82- 
24233, 82-26666, 82-28973 


Narcotic drugs, illicit crop detection 
system : agreement between the United 
States of America and Mexico amend- 
ing the agreement of May 22, 1978, as 
amended effected by exchange of let- 
ters signed at Mexico January 27, 
1981., 82-16818 


National Advisory Committee on Oceans 
and Atmosphere Act of 1977., 82- 
23450 


National Child Abuse Prevention Week., 
82-26045 


National forest system lands in the state 
of Nevada., 82-23440 


National Year of Disabled Persons., 82- 
26028 


North American Aerospace Defense 
Command (NORAD) : agreements be- 
tween the United States of America 
and Canada effected by exchange of 
notes signed at Ottawa March 11, 
1981., 82-24238 


North Pacific fur seals : protocol between 
the United States of America and other 
governments amending the interim 
convention of February 9, 1957, as 
amended and extended signed at Wash- 
ington, October 14, 1980., 82-26652 


Older Americans Act of 1965., 82-21598 


Olympic Commemorative Coin Act., 
82-28365 


Omnibus Budget Reconciliation Act of 


1981., 82-26017 


Outer Continental Shelf Lands Act 
Amendments of 1978., 82-26053 


Panama Canal, permanent neutrality and 
operation : treaty between the United 
States of America and Panama, signed 
at Washington September 7, 1977 with 
attached protocol and protocol of ex- 
change of instruments of ratification 
signed at Panama June 16, 1978., 82- 
11322 


Panama Canal Treaty between the United 
States of America and Panama signed 
at Washington September 7, 1977 with 
agreed minute and related letter., 82- 
26653 


Panama Canal treaty, combined board : 
agreement between the United States 
of America and Panama, effected by 
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exchange of notes signed at Panama 
October 1, 1979., 82-14278 


Panama Canal treaty, consultative com- 
mitttee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14280 


Panama Canal treaty, coordinating com- 
mittee : agreement between the United 
States of America and Panama, effect- 
ed by exchange of notes signed at 
Panama October 1, 1979., 82-14279 


Panama Canal Treaty, implementation of 
Article III : agreement between the 
United States of America and Panama 
signed September 7, 1977 with agreed 
minute., 82-26654 


Panama Canal Treaty, implementation of 
Article IV : agreement between the 
United States of America and Panama 
signed at Washington September 7, 
1977 with agreed minute., 82-19722 


Panama Canal treaty, joint committee : 
agreement between the United States 
of America and Panama, effected by 
exchange of notes signed at Panama 
October 1, 1979., 82-11327 


Partial revision of radio regulations, 1959, 
and final protocol : aeronautical mobile 
(R) service : between the United States 
of America and other governments : 
done at Geneva March 5, 1978., 82- 
2177 


Patents, deposit of microorganisms 
agreement between the United States 
of America and other governments 
amending the regulations to the treaty 
of April 28, 1977 adopted at Geneva 
January 20, 1980., 82-26659 


Peace Corps : agreement between the 
United States of America and Domini- 
ca effected by exchange of letters 
signed at Bridgetown and Roseau May 
15 and 22, 1980., 82-16811, 82-24223, 
82-26651, 82-26660 


Pollution, marine environment : agree- 
ment between the United States of 
America and Mexico, signed at Mexico 
City July 24, 1980., 82-11316 


Postal express mail service : agreement, 
with detailed regulations, between the 
United States of America and Switzer- 
land, signed at Bern and Washington 
December 7, 1978 and January 22, 
1979., 82-11311, 82-24240, 82-24241 


Postal services : agreement between the 
United States of America and Panama 
effected by exchange of notes signed at 
Washington September 7, 1977., 82- 
16813 


Postal Union of the Americas and Spain : 
additional protocols to the constitution, 
convention and related documents be- 
tween the United States of America 
and other governments : signed at 





Lima March 18, 1979 and parcel post 
agreement and related documents and 
money order agreement and final pro- 
tocol., 82-784 


Poultry Products Inspection Act., 82- 
23490 


Privileges and immunities : agreement be- 
tween the United States of America 
and the North Atlantic Treaty Organi- 
zation signed at Brussels March 3, 
1981., 82-24237 


Privileges and immunities, theatre nuclear 
forces delegation : agreement between 
the United States of America and Swit- 
zerland, effected by exchange of letters 
signed at Bern October 17, 1980., 82- 
11331 


Property transfer, housing : agreement 
between the United States of America 
and Panama, signed at Panama August 
29, 1980., 82-11328 


[Public laws]., 82-8178 


Reimbursement of income taxes : agree- 
ment between the United States of 
America and the Intergovernmental 
Maritime Consultative Organization 
(IMCO) : effected by exchange of let- 
ters signed at London May 18 and June 
8, 1977., 82-780 


Reimbursement of income taxes : agree- 
ment between the Unites States of 
America and the International Hydro- 
graphic Bureau : effected by exchange 
of letters signed at Washington and 
Monaco August 27 and October 16, 
1980., 82-799 


Reimbursement of income taxes : ar- 
rangement between the United States 
of America and the International Sugar 
Organization, effected by exchange of 
letters signed at London July 10, 1980., 
82-2175 


Remote sensing : memorandum of under- 
standing between the United States of 
America and Canada signed at Reston 
April 2, 1981., 82-28967 


Rules of civil procedure for the United 
States District Courts, with forms, De- 
cember 1, 1981., 82-27295 


Rules of criminal procedure for the 
United States District Courts : with 
forms., 82-29783 


Safety of life at sea, 1974 : protocol be- 
tween the United States of America 
and other governments done at 
London February 17, 1978., 82-26648 


Science and technolog cooperation 
memorandum of understanding be- 
tween the United States of America 
and the Commission of the Cartagena 
Agreement : signed at Washington No- 
vember 21, 1979., 82-2178 


Scientific and technical cooperation 
memorandum of understanding be- 
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tween the United States of America 
and Pakistan signed at Washington 
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report, Clearwater County, Idaho., 
82-2942 


1978 census of agriculture, preliminary 
report, Clearwater County, Minn., 82- 
3008 


1978 census of agriculture, preliminary 
report, Cleburne County, Ark., 82- 
2851 


1978 census of agriculture, preliminary 
report, Cleveland County, Ark., 82- 
2852 


1978 census of agriculture, preliminary 
report, Cleveland County, N.C., 82- 
1314 


1978 census of agriculture, preliminary 
report, Cloud County, Kans., 82-2981 


1978 census of agriculture, preliminary 
report, Coahoma County, Miss., 82- 
20520 


1978 census of agriculture, preliminary 
report, Cochise County, Ariz., 82- 
9239 


1978 census of agriculture, preliminary 
report, Coconino County, Ariz., 82- 
9240 


1978 census of agriculture, preliminary 
report, Coffey County, Kans., 82-4527 


1978 census of agriculture, preliminary 
report, Colfax County, N. Mex., 82- 
15675 


1978 census of agriculture, preliminary 
report, Colleton County, S.C., 82- 
25270 


1978 census of agriculture, preliminary 
report, Collier County, Fla., 82-17669 


1978 census of agriculture, preliminary 
report, Columbia County, Ark., 82- 
2853 


1978 census of agriculture, preliminary 
report, Columbia County, Fla. 82- 
17670 

1978 census of agriculture, preliminary 


report, Columbiana County, Ohio., 
82-27467 





1978 census of agriculture, preliminary 
report, Columbus County, N.C., 82- 
1315 


1978 census of agriculture, preliminary 
report, Colusa County, Calif., 82- 
15643 


1978 census of agriculture, preliminary 
report, Comanche County, Kans., 82- 
4528 


1978 census of agriculture, preliminary 
report, Comanche County, Okla., 82- 
17876 


1978 census of agriculture, preliminary 
report, Concordia Parish, La, 82- 
17710 


1978 census of agriculture, preliminary 
report, Contra Costa County, Calif., 
82-15644 


1978 census of agriculture, preliminary 
report, Conway County, Ark., 82- 
2854 


1978 census of agriculture, preliminary 
report, Copiah County, Miss., 82- 
20521 


1978 census of agriculture, preliminary 
report, Cottonwood County, Minn., 
82-3009 


1978 census of agriculture, preliminary 
report, Covington County, Miss., 82- 
20522 


1978 census of agriculture, preliminary 
report, Cowley County, Kans., 82- 
2982 


1978 census of agriculture, preliminary 
report, Craighead County, Ark., 82- 
2855 


1978 census of agriculture, preliminary 
report, Craven County, N.C., 82-1316 


1978 census of agriculture, preliminary 
report, Crawford County, Ark., 82- 
2856 


1978 census of agriculture, preliminary 
report, Crawford County, Kans., 82- 
2983 


1978 census of agriculture, preliminary 
report, Crittenden County, Ark., 82- 
2857 


1978 census of agriculture, preliminary 
report, Cross County, Ark., 82-2858 


1978 census of agriculture, preliminary 
report, Crow Wing County, Minn., 
82-3010 


1978 census of agriculture, preliminary 
report, Cumberland County, N.C., 82- 
1317 


1978 census of agriculture, preliminary 
report, Cumberland County, Pa., 82- 
22725 

1978 census of agriculture, preliminary 
report, Currituck County, N.C., 82- 
1318 
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1978 census of agriculture, preliminary 
report, Curry County, N. M., 82- 
22686 


1978 census of agriculture, preliminary 
report, Custer County, Idaho., 82- 
2943 


1978 census of agriculture, preliminary 
report, Custer County, Mont., 82- 
17780 


1978 census of agriculture, preliminary 
report, Custer County, Okla, 82- 
25263 


1978 census of agriculture, preliminary 
report, Cuyahoga County, Ohio., 82- 
25248 


1978 census of agriculture, preliminary 
report, Dade County, Fla., 82-17671 


1978 census of agriculture, preliminary 
report, Daggett County, Utah., 82- 
1324 


1978 census of agriculture, preliminary 
report, Dakota County, Minn., 82- 
25223 


1978 census of agriculture, preliminary 
report, Dallas County, Ark., 82-2859 


1978 census of agriculture, preliminary 
report, Darlington County, S.C., 82- 
17891 


1978 census of agriculture, preliminary 
report, Dauphin County, Pa., 82- 
22726 


1978 census of agriculture, preliminary 
report, Davidson County, N.C., 82- 
4555 


1978 census of agriculture, preliminary 
report, Davie County, N.C., 82-4556 


1978 census of agriculture, preliminary 
report, Davis County, Utah., 82-1325 


1978 census of agriculture, preliminary 
report, Dawson County, Mont., 82- 
17781 


1978 census of agriculture, preliminary 
report, De Baca County, N. Mex., 82- 
20548 


1978 census of agriculture, preliminary 
report, De Soto County, Fla, 82- 
17672 


1978 census of agriculture, preliminary 
report, De Soto County, Miss., 82- 
20523 

1978 census of agriculture, preliminary 
report, De Soto Parish, La., 82-17711 

1978 census of agriculture, preliminary 
report, Decatur County, Kans., 82- 
2984 

1978 census of agriculture, preliminary 
report, Del Norte County, Calif, 82- 
15645 

1978 census of agriculture, preliminary 
report, Desha County, Ark., 82-2860 
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1978 census of agriculture, preliminary 
report, Dickey County, N. Dak., 82- 
17832 


1978 census of agriculture, preliminary 
report, Dickinson County, Kans., 82- 
2985 


1978 census of agriculture, preliminary 
report, Dillon County, S.C., 82-17892 


1978 census of agriculture, preliminary 
report, Divide County, N. Dak., 82- 
17833 


1978 census of agriculture, preliminary 
report, Dixie County, Fla., 82-17673 


1978 census of agriculture, preliminary 
report, Dodge County, Minn., 82- 
3011 


1978 census of agriculture, preliminary 
report, Dona Ana County, N. Mex., 
82-22687 


1978 census of agriculture, preliminary 
report, Doniphan County, Kans., 82- 
2986 


1978 census of agriculture, preliminary 
report, Dorchester County, S.C., 82- 
17893 


1978 census of agriculture, preliminary 
report, Douglas County, Kans., 82- 
2987 


1978 census of agriculture, preliminary 
report, Douglas County, Minn., 82- 
25224 


1978 census of agriculture, preliminary 
report, Drew County, Ark., 82-2861 


1978 census of agriculture, preliminary 
report, Duchesne County, Utah., 82- 
1326 


1978 census of agriculture, preliminary 
report, Dunn County, N. Dak., 82- 
17834 


1978 census of agriculture, preliminary 
report, Duplin County, N.C., 82-4557 


1978 census of agriculture, preliminary 
report, Durham County, N.C., 82- 
4558 


1978 census of agriculture, preliminary 
report, Duval County, Fla., 82-17674 


1978 census of agriculture, preliminary 
report, East Baton Rouge Parish, La., 
82-17712 


1978 census of agriculture, preliminary 
report, East Carroll Parish, La. 82- 
17713 


1978 census of agriculture, preliminary 
report, East Feliciana Parish, La., 82- 
17714 

1978 census of agriculture, preliminary 
report, Eddy County, N. Dak., 82- 
17835 


1978 census of agriculture, preliminary 
report, Eddy County, N. Mex., 82- 
22688 
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1978 census of agriculture, preliminary 
report, Edgecombe County, N.C., 82- 
4559 


1978 census of agriculture, preliminary 
report, Edgefield County, S.C., 82- 
17894 


1978 census of agriculture, preliminary 
report, Edwards County, Kans., 82- 
2988 


1978 census of agriculture, preliminary 
report, El Dorado County, Calif., 82- 
15646 


1978 census of agriculture, preliminary 
report, Elk County, Kans., 82-2989 


1978 census of agriculture, preliminary 
report, Ellis County, Kans., 82-2990 


1978 census of agriculture, preliminary 
report, Elisworth County, Kans., 82- 
2991 


1978 census of agriculture, preliminary 
report, Elmore County, Idaho., 82- 
2944 


1978 census of agriculture, preliminary 
report, Emery County, Utah., 82-1327 


1978 census of agriculture, preliminary 
report, Emmons County, N. Dak., 82- 
17836 


1978 census of agriculture, preliminary 
report, Erie County, Ohio., 82-25249 


1978 census of agriculture, preliminary 
report, Escambia County, Fla. 82- 
17675 


1978 census of agriculture, preliminary 
report, Fairfield County, S.C., 82- 
25271 


1978 census of agriculture, preliminary 
report, Fallon County, Mont., 82- 
17782 


1978 census of agriculture, preliminary 
report, Faribault County, Minn., 82- 
3012 


1978 census of agriculture, preliminary 
report, Faulkner County, Ark., 82- 
2862 


1978 census of agriculture, preliminary 
report, Fergus County, Mont., 82- 
17783 


1978 census of agriculture, preliminary 
report, Fillmore County, Minn., 82- 
3013 


1978 census of agriculture, preliminary 
report, Finney County, Kans., 82- 
2992 


1978 census of agriculture, preliminary 
report, Flagler County, Fla., 82-17676 


1978 census of agriculture, preliminary 
report, Flathead County, Mont., 82- 
17784 


1978 census of agriculture, preliminary 
report, Florence County, S.C., 82- 
17895 
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1978 census of agriculture, preliminary 
report, Florida., 82-17659 


1978 census of agriculture, preliminary 
report, Ford County, Kans., 82-2993 


1978 census of agriculture, preliminary 
report, Forrest County, Miss., 82- 
22671 


1978 census of agriculture, preliminary 
report, Forsyth County, N.C., 82- 
4560 


1978 census of agriculture, preliminary 
report, Foster County, N. Dak., 82- 
17837 


1978 census of agriculture, preliminary 
report, Franklin County, Ark., 82- 
2863 


1978 census of agriculture, preliminary 
report, Franklin County, Idaho., 82- 
2945 


1978 census of agriculture, preliminary 
report, Franklin County, Kans., 82- 
25215 


1978 census of agriculture, preliminary 
report, Franklin County, Miss., 82- 
27458 


1978 census of agriculture, preliminary 
report, Franklin County, N.C., 82- 
4561 


1978 census of agriculture, preliminary 
report, Franklin County, Pa. 82- 
22727 


1978 census of agriculture, preliminary 
report, Franklin Parish, La., 82-17715 


1978 census of agriculture, preliminary 
report, Freeborn County, Minn., 82- 
3014 


1978 census of agriculture, preliminary 
report, Fremont County, Idaho., 82- 
2946 


1978 census of agriculture, preliminary 
report, Fresno County, Calif., 82- 
15647 


1978 census of agriculture, preliminary 
report, Fulton County, Ark., 82-2864 


1978 census of agriculture, preliminary 
report, Gallatin County, Mont., 82- 
17785 


1978 census of agriculture, preliminary 
report, Garfield County, Mont., 82- 
17786 


1978 census of agriculture, preliminary 
report, Garfield County, Utah., 82- 
1328 

1978 census of agriculture, preliminary 
report, Garland County, Ark., 82- 
2865 


1978 census of agriculture, preliminary 
report, Gaston County, N.C., 82-4562 


1978 census of agriculture, preliminary 
report, Gates County, N.C., 82-4563 
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1978 census of agriculture, preliminary 
report, Geary County, Kans., 82-2994 


1978 census of agriculture, preliminary 
report, Geauga County, Ohio., 82- 
25250 


1978 census of agriculture, preliminary 
report, Gem County, Idaho., 82-2947 


1978 census of agriculture, preliminary 
report, George County, Miss., 82- 
20524 


1978 census of agriculture, preliminary 
report, Georgetown County, S.C., 82- 
20571 


1978 census of agriculture, preliminary 
report, Gila County, Ariz., 82-9241 


1978 census of agriculture, preliminary 
report, Gilchrist County, Fla. 82- 
17677 


1978 census of agriculture, preliminary 
report, Glacier County, Mont., 82- 
17787 


1978 census of agriculture, preliminary 
report, Glenn County, Calif, 82- 
15648 


1978 census of agriculture, preliminary 
report, Golden Valley County, Mont., 
82-17788 


1978 census of agriculture, preliminary 
report, Golden Valley County, N. 
Dak., 82-17838 


1978 census of agriculture, preliminary 
report, Goodhue County, Minn., 82- 
3015 


1978 census of agriculture, preliminary 
report, Gooding County, Idaho., 82- 
2948 


1978 census of agriculture, preliminary 
report, Gove County, Kans., 82-2995 


1978 census of agriculture, preliminary 
report, Graham County, Ariz., 82- 
9242 


1978 census of agriculture, preliminary 
report, Graham County, Kans., 82- 
4529 


1978 census of agriculture, preliminary 
report, Graham County, N.C., 82- 
4564 


1978 census of agriculture, preliminary 
report, Grand County, Utah., 82-1329 


1978 census of agriculture, preliminary 
report, Grand Forks County, N. Dak., 
82-17839 


1978 census of agriculture, preliminary 
report, Granite County, Mont., 82- 
17789 

1978 census of agriculture, preliminary 
report, Grant County, Ark., 82-2866 

1978 census of agriculture, preliminary 
report, Grant County, Kans., 82-2996 


1978 census of agriculture, preliminary 
report, Grant County, Minn., 82-3016 





1978 census of agriculture, preliminary 
report, Grant County, N. Dak., 82- 
17840 


1978 census of agriculture, preliminary 
report, Grant County, N. Mex., 82- 
20549 


1978 census of agriculture, preliminary 
report, Grant County, Okla., 82-25264 


1978 census of agriculture, preliminary 
report, Grant Parish, La., 82-17716 


1978 census of agriculture, preliminary 
report, Granville County, N.C., 82- 
4565 


1978 census of agriculture, preliminary 
report, Gray County, Kans., 82-2997 


1978 census of agriculture, preliminary 
report, Greeley County, Kans., 82- 
4530 


1978 census of agriculture, preliminary 
report, Greene County, Ark., 82-2867 


1978 census of agriculture, preliminary 
report, Greene County, Ga., 82-4492 


1978 census of agriculture, preliminary 
report, Greene County, Miss., 82- 
25227 


1978 census of agriculture, preliminary 
report, Greene County, N.C., 82-4566 


1978 census of agriculture, preliminary 
report, Greenlee County, Ariz., 82- 
9243 


1978 census of agriculture, preliminary 
report, Greenville County, S.C., 82- 
17896 


1978 census of agriculture, preliminary 
report, Greenwood County, Kans., 
82-4531 


1978 census of agriculture, preliminary 
report, Greenwood County, S.C., 82- 
20572 


1978 census of agriculture, preliminary 
report, Greer County, Okla., 82-25265 


1978 census of agriculture, preliminary 
report, Grenada County, Miss., 82- 
25228 


1978 census of agriculture, preliminary 
report, Griggs County, N. Dak., 82- 
17841 


1978 census of agriculture, preliminary 
report, Guadalupe County, N. Mex., 
82-20550 


1978 census of agriculture, preliminary 
report, Guilford County, N.C., 82- 
4567 


1978 census of agriculture, preliminary 
report, Gulf County, Fla., 82-17678 


1978 census of agriculture, preliminary 
report, Gwinnett County, Ga. 82- 
4493 

1978 census of agriculture, preliminary 
report, Habersham County, Ga., 82- 
4494 
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1978 census of agriculture, preliminary 
report, Halifax County, N.C., 82-4568 


1978 census of agriculture, preliminary 
report, Hall County, Ga., 82-1231 


1978 census of agriculture, preliminary 
report, Hamilton County, Kans., 82- 
4532 


1978 census of agriculture, preliminary 
report, Hampton County, S.C., 82- 
20573 


1978 census of agriculture, preliminary 
report, Hancock County, Ga. 82- 
1232 


1978 census of agriculture, prelirainary 
report, Hancock County, Miss., 82- 
20525 


1978 census of agriculture, preliminary 
report, Haralson County, Ga., 82- 
1233 


1978 census of agriculture, preliminary 
report, Hardee County, Fla., 82-17679 


1978 census of agriculture, preliminary 
report, Harding County, N. Mex., 82- 
20551 


1978 census of agriculture, preliminary 
report, Harmon County, Okla, 82- 
25266 


1978 census of agriculture, preliminary 
report, Harnett County, N.C., 82-4569 


1978 census of agriculture, preliminary 
report, Harper County, Kans., 82- 
2998 


1978 census of agriculture, preliminary 
report, Harris County, Ga., 82-1234 


1978 census of agriculture, preliminary 
report, Harrison County, Miss., 82- 
20526 


1978 census of agriculture, preliminary 
report, Hart County, Ga., 82-1235 


1978 census of agriculture, preliminary 
report, Harvey County, Kans., 82- 
2999 


1978 census of agriculture, preliminary 
report, Haskell County, Kans., 82- 
3000 


1978 census of agriculture, preliminary 
report, Haskell County, Okla, 82- 
20569 


1978 census of agriculture, preliminary 
report, Hawaii., 82-27448 


1978 census of agriculture, preliminary 
report, Hawaii County, Hawaii., 82- 
27449 

1978 census cf agriculture, preliminary 
report, Haywood County, N.C., 82- 
4570 

1978 census of agriculture, preliminary 
report, Heard County, Ga., 82-4495 

1978 census of agriculture, preliminary 
report, Hempstead County, Ark., 82- 
2868 
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1978 census of agriculture, preliminary 
report, Henderson County, N.C., 82- 
4571 


1978 census of agriculture, preliminary 
report, Hennepin County, Minn., 82- 
3017 


1978 census of agriculture, preliminary 
report, Henry County, Ga., 82-4496 


1978 census of agriculture, preliminary 
report, Hernando County, Fla. 82- 
17680 


1978 census of agriculture, preliminary 
report, Hertford County, N.C., 82- 
4572 


1978 census of agriculture, preliminary 
report, Hettinger County, N. Dak., 
82-17842 


1978 census of agriculture, preliminary 
report, Hidalgo County, N. Mex., 82- 
22689 


1978 census of agriculture, preliminary 
report, Highlands County, Fla., 82- 
17681 


1978 census of agriculture, preliminary 
report, Hill County, Mont., 82-17790 


1978 census of agriculture, preliminary 
report, Hillsborough County, Fla. 82- 
17682 


1978 census of agriculture, preliminary 
report, Hinds County, Miss., 82-17756 


1978 census of agriculture, preliminary 
report, Hodgeman County, Kans., 82- 
3001 


1978 census of agriculture, preliminary 
report, Hoke County, N.C., 82-4573 


1978 census of agriculture, preliminary 
report, Holmes County, Fla. 82- 
17683 


1978 census of agriculture, preliminary 
report, Holmes County, Miss., 82- 
22672 


1978 census of agriculture, preliminary 
report, Holmes County, Ohio., 82- 
27468 


1978 census of agriculture, preliminary 
report, Honolulu County, Hawaii., 
82-27450 


1978 census of agriculture, preliminary 
report, Horry County, S.C., 82-17897 
1978 census of agriculture, preliminary 


report, Hot Spring County, Ark., 82- 
2869 


1978 census of agriculture, preliminary 
report, Houston County, Ga., 82-1236 


1978 census of agriculture, preliminary 
report, Houston County, Minn., 82- 
3018 


1978 census of agriculture, preliminary 
report, Howard County, Ark., 82- 
2870 
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1978 census of agriculture, preliminary 
report, Howard County, Tex., 82- 
25273 


1978 census of agriculture, preliminary 
report, Humboldt County, Calif., 82- 
15649 


1978 census of agriculture, preliminary 
report, Humphreys County, Miss., 82- 
17757 


1978 census of agriculture, preliminary 
report, Hunt County, Texas., 82- 
27478 


1978 census of agriculture, preliminary 
report, Huron County, Ohio., 82- 
25251 


1978 census of agriculture, preliminary 
report, Hyde County, N.C., 82-4574 


1978 census of agriculture, preliminary 
report, Iberia Parish, La., 82-17717 


1978 census of agriculture, preliminary 
report, Iberville Parish, La., 82-17718 


1978 census of agriculture, preliminary 
report, Idaho., 82-2924 


1978 census of agriculture, preliminary 
report, Idaho County, Idaho., 82-2949 


1978 census of agriculture, preliminary 
report, Imperial County, Calif., 82- 
15650 


1978 census of agriculture, preliminary 
report, Independence County, Ark., 
82-2871 


1978 census of agriculture, preliminary 
report, Indian River County, Fla., 82- 
17684 


1978 census of agriculture, preliminary 
report, Inyo County, Calif, 82-15651 


1978 census of agriculture, preliminary 
report, Iredell County, N.C., 82-4575 


1978 census of agriculture, preliminary 
report, Iron County, Utah., 82-1330 


1978 census of agriculture, preliminary 
report, Irwin County, Ga., 82-1237 


1978 census of agriculture, preliminary 
report, Isanti County, Minn., 82-3019 


1978 census of agriculture, preliminary 
report, Issaquena County, Miss., 82- 
20527 


1978 census of agriculture, preliminary 
report, Itasca County, Minn., 82-3020 


1978 census of agriculture, preliminary 
report, Itawamba County, Miss., 82- 
17758 


1978 census of agriculture, preliminary 
report, Izard County, Ark., 82-2872 
1978 census of agriculture, preliminary 
report, Jackson County, Ark., 82-2873 


1978 census of agriculture, preliminary 
report, Jackson County, Fla. 82- 
17685 


1978 census of agriculture, preliminary 
report, Jackson County, Ga., 82-1238 
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1978 census of agriculture, preliminary 
report, Jackson County, Kans., 82- 
3002 


1978 census of agriculture, preliminary 
report, Jackson County, Minn., 82- 
3021 


1978 census of agriculture, preliminary 
report, Jackson County, Miss., 82- 
20528 


1978 census of agriculture, preliminary 
report, Jackson County, N.C., 82- 
4576 


1978 census of agriculture, preliminary 
report, Jackson County, Ohio., 82- 
25252 


1978 census of agriculture, preliminary 
report, Jasper County, Ga., 82-1239 


1978 census of agriculture, preliminary 
report, Jasper County, Miss., 82- 
17759 


1978 census of agriculture, preliminary 
report, Jasper County, S.C., 82-17898 


1978 census of agriculture, preliminary 
report, Jeff Davis County, Ga. 82- 
4497 


1978 census of agriculture, preliminary 
report, Jefferson County, Ark., 82- 
2874 


1978 census of agriculture, preliminary 
report, Jefferson County, Fla, 82- 
17686 


1978 census of agriculture, preliminary 
report, Jefferson County, Ga. 82- 
4498 


1978 census of agriculture, preliminary 
report, Jefferson County, Idaho., 82- 
2950 


1978 census of agriculture, preliminary 
report, Jefferson County, Kans., 82- 
1256 


1978 census of agriculture, preliminary 
report, Jefferson County, Miss., 82- 
27459 


1978 census of agriculture, preliminary 
report, Jefferson Davis County, Miss., 
82-17760 


1978 census of agriculture, preliminary 
report, Jefferson Davis Parish, La., 
82-17720 


1978 census of agriculture, preliminary 
report, Jefferson Parish, La., 82-17719 


1978 census of agriculture, preliminary 
report, Jenkins County, Ga., 82-4499 


1978 census of agriculture, preliminary 
report, Jerome County, Idaho., 82- 
2951 


1978 census of agriculture, preliminary 
report, Jewell County, Kans., 82-4533 
1978 census of agriculture, preliminary 


report, Johnson County, Ark., 82- 
2875 
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1978 census of agriculture, preliminary 
report, Johnson County, Ga., 82-1240 


1978 census of agriculture, preliminary 
report, Johnson County, Kans., 82- 
1257 


1978 census of agriculture, preliminary 
report, Johnston County, N.C., 82- 
4577 


1978 census of agriculture, preliminary 
report, Johnston County, Okla., 82- 
17877 


1978 census of agriculture, preliminary 
report, Jones County, Ga., 82-4500 


1978 census of agriculture, preliminary 
report, Jones County, Miss., 82-25229 


1978 census of agriculture, preliminary 
report, Jones County, N.C., 82-4578 


1978 census of agriculture, preliminary 
report, Juab County, Utah., 82-1331 


1978 census of agriculture, preliminary 
report, Judith Basin County, Mont., 
82-17791 


1978 census of agriculture, preliminary 
report, Kanabec County, Minn., 82- 
3022 


1978 census of agriculture, preliminary 
report, Kane County, Utah., 82-9263 


1978 census of agriculture, preliminary 
report, Kansas., 82-2969 


1978 census of agriculture, preliminary 
report, Kauai County, Hawaii., 82- 
27451 


1978 census of agriculture, preliminary 
report, Kearny County, Kans., 82- 
4534 


1978 census of agriculture, preliminary 
report, Kemper County, Miss., 82- 
20529 


1978 census of agriculture, preliminary 
report, Kentucky., 82-25216 


1978 census of agriculture, preliminary 
report, Keokuk County, Iowa., 82- 
22662 


1978 census of agriculture, preliminary 
report, Kern County, Calif., 82-15652 


1978 census of agriculture, preliminary 
report, Kershaw County, S.C., 82- 
20574 


1978 census of agriculture, preliminary 
report, Kidder County, N. Dak., 82- 
17843 


1978 census of agriculture, preliminary 
report, Kingman County, Kans., 82- 
1258 

1978 census of agriculture, preliminary 
report, Kings County, Calif., 82-17617 

1978 census of agriculture, preliminary 
report, Kiowa County, Kans., 82-4535 

1978 census of agriculture, preliminary 
report, Kiowa County, Okla. 82- 
25267 





1978 census of agriculture, preliminary 
report, Kittson County, Minn., 82- 
22667 


1978 census of agriculture, preliminary 
report, Knox County, Ohio., 82-25253 


1978 census of agriculture, preliminary 
report, Koochiching County, Minn., 
82-3023 


1978 census of agriculture, preliminary 
report, Kootenai County, Idaho., 82- 
2952 


1978 census of agriculture, preliminary 
report, La Moure County, N. Dak., 
82-17844 


1978 census of agriculture, preliminary 
report, La Salle Parish, La., 82-17723, 
82-17724 


1978 census of agriculture, preliminary 
report, Labette County, Kans., 82- 
4536 


1978 census of agriculture, preliminary 
report, Lac qui Parle County, Minn., 
82-3024 


1978 census of agriculture, preliminary 
report, Lafayette County, Ark., 82- 
2876 


1978 census of agriculture, preliminary 
report, Lafayette County, Fla. 82- 
17687 


1978 census of agriculture, preliminary 
report, Lafayette County, Miss., 82- 
17761 


1978 census of agriculture, preliminary 
report, Lafayette Parish, La. 82- 
17721 


1978 census of agriculture, preliminary 
report, Lafourche Parish, La. 82- 
17722 


1978 census of agriculture, preliminary 
report, Lake County, Calif., 82-17618 


1978 census of agriculture, preliminary 
report, Lake County, Fla., 82-17688 


1978 census of agriculture, preliminary 
report, Lake County, Minn., 82-3025 


1978 census of agriculture, preliminary 
report, Lake County, Mont., 82-17792 


1978 census of agriculture, preliminary 
report, Lake County, Ohio., 82-25254 


1978 census of agriculture, preliminary 
report, Lake of the Woods County, 
Minn., 82-3026 


1978 census of agriculture, preliminary 
report, Lamar County, Ga., 82-4501 


1978 census of agriculture, preliminary 
report, Lamar County, Méiss., 82- 
17762 

1978 census of agriculture, preliminary 
report, Lancaster County, S.C., 82- 
20575 


1978 census of agriculture, preliminary 
report, Lane County, Kans., 82-1259 
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1978 census of agriculture, preliminary 
report, Lanier County, Ga., 82-1241 


1978 census of agriculture, preliminary 
report, Lassen County, Calif., 82- 
17619 


1978 census of agriculture, preliminary 
report, Latah County, Idaho., 82-2953 


1978 census of agriculture, preliminary 
report, Lauderdale County, Miss., 82- 
20530 


1978 census of agriculture, preliminary 
report, Laurens County, Ga., 82-1242 


1978 census of agriculture, preliminary 
report, Laurens County, S.C., 82- 
20576 


1978 census of agriculture, preliminary 
report, Lawrence County, Ark., 82- 
2877 


1978 census of agriculture, preliminary 
report, Lawrence County, Miss., 82- 
20531 


1978 census of agriculture, preliminary 
report, Le Flore County, Okla. 82- 
17878 


1978 census of agriculture, preliminary 
report, Le Sueur County, Minn., 82- 
3027 


1978 census of agriculture, preliminary 
report, Lea County, N. Mex., 82- 
22690 


1978 census of agriculture, preliminary 
report, Leake County, Miss., 82-27460 


1978 census of agriculture, preliminary 
report, Leavenworth County, Kans., 
82-1260 


1978 census of agriculture, preliminary 
report, Lebanon County, Pa., 82- 
25268 

1978 census of agriculture, preliminary 
report, Lee County, Ark., 82-2878 

1978 census of agriculture, preliminary 
report, Lee County, Fla., 82-17689 

1978 census of agriculture, preliminary 
report, Lee County, Ga., 82-1243 

1978 census of agriculture, preliminary 
report, Lee County, Miss., 82-20532 

1978 census of agriculture, preliminary 
report, Lee County, N.C., 82-4579 

1978 census of agriculture, preliminary 
report, Lee County, S.C., 82-17899 

1978 census of agriculture, preliminary 
report, Leflore County, Miss., 82- 
20533 

1978 census of agriculture, preliminary 
report, Lemhi County, Idaho., 82- 
2954 

1978 census of agriculture, preliminary 
report, Lenoir County, N.C., 82-4580 


1978 census of agriculture, preliminary 
report, Leon County, Fla., 82-17690 
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1978 census of agriculture, preliminary 
report, Levy County, Fla., 82-17691 


1978 census of agriculture, preliminary 
report, Lewis and Clark County, 
Mont., 82-17793 


1978 census of agriculture, preliminary 
report, Lewis County, Idaho., 82- 
2955 


1978 census of agriculture, preliminary 
report, Lexington County, S.C., 82- 
17900 


1978 census of agriculture, preliminary 
report, Liberty County, Ga., 82-1244 


1978 census of agriculture, preliminary 
report, Liberty County, Mont., 82- 
17794 


1978 census of agriculture, preliminary 
report, Lincoln County, Ark., 82-2879 


1978 census of agriculture, preliminary 
report, Lincoln County, Idaho., 82- 
2956 


1978 census of agriculture, preliminary 
report, Lincoln County, Kans., 82- 
1261 


1978 census of agriculture, preliminary 
report, Lincoln County, Minn., 82- 
3028 


1978 census of agriculture, preliminary 
report, Lincoln County, Miss. 82- 
17763 


1978 census of agriculture, preliminary 
report, Lincoln County, Mont., 82- 
17795 


1978 census of agriculture, preliminary 
report, Lincoln County, N.C., 82- 
4581 


1978 census of agriculture, preliminary 
report, Lincoln County, N. Mex., 82- 
20552 


1978 census of agriculture, preliminary 
report, Linn County, Kans., 82-1262 


1978 census of agriculture, preliminary 
report, Little River County, Ark., 82- 
2880 


1978 census of agriculture, preliminary 
report, Livingston Parish, La. 82- 
17725 

1978 census of agriculture, preliminary 
report, Logan County, Ark., 82-2881 


1978 census of agriculture, preliminary 
report, Logan County, Kans., 82-4537 

1978 census of agriculture, preliminary 
report, Logan County, N. Dak., 82- 
17820 


1978 census of agriculture, preliminary 
report, Logan County, Okla, 82- 
17879 

1978 census of agriculture, preliminary 
report, Long County, Ga., 82-2915 

1978 census of agriculture, preliminary 
report, Lonoke County, Ark., 82-2882 
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1978 census of agriculture, preliminary 
report, Lorain County, Ohio., 82- 
25255 


1978 census of agriculture, preliminary 
report, Los Angeles County, Calif., 
82-17620 


1978 census of agriculture, preliminary 
report, Louisiana., 82-17699 


1978 census of agriculture, preliminary 
report, Lowndes County, Ga., 82- 
1245 


1978 census of agriculture, preliminary 
report, Lowndes County, Miss., 82- 
17764 


1978 census of agriculture, preliminary 
report, Lumpkin County, Ga., 82- 
1246 


1978 census of agriculture, preliminary 
report, Luna County, N. Mex., 82- 
20553 


1978 census of agriculture, preliminary 
report, Lyon County, Kans., 82-1263 


1978 census of agriculture, preliminary 
report, Lyon County, Minn., 82-3029 


1978 census of agriculture, preliminary 
report, Macon County, Ga., 82-1249 


1978 census of agriculture, preliminary 
report, Macon County, N.C., 82-4583 


1978 census of agriculture, preliminary 
report, Madera County, Calif. 82- 
17621 


1978 census of agriculture, preliminary 
report, Madison County, Ark., 82- 
2883 


1978 census of agriculture, preliminary 
report, Madison County, Fla. 82- 
17692 


1978 census of agriculture, preliminary 
report, Madison County, Ga., 82-1250 


1978 census of agriculture, preliminary 
report, Madison County, Idaho., 82- 
2957 


1978 census of agriculture, preliminary 
report, Madison County, Miss., 82- 
20534 


1978 census of agriculture, preliminary 
report, Madison County, N.C., 82- 
25233 


1978 census of agriculture, preliminary 
report, Madison Parish, La., 82-17726 


1978 census of agriculture, preliminary 
report, Mahnomen County, Méinn., 
82-3031 


1978 census of agriculture, preliminary 
report, Mahoning County, Ohio., 82- 
25256 


1978 census of agriculture, preliminary 
report, Manatee County, Fla. 82- 
17693 


1978 census of agriculture, preliminary 
report, Maricopa County, Ariz., 82- 
9244 
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1978 census of agriculture, preliminary 
report, Marin County, Calif. 82- 
17622 


1978 census of agriculture, preliminary 
report, Marion County, Ark., 82-2884 


1978 census of agriculture, preliminary 
report, Marion County, Fla., 82-17694 


1978 census of agriculture, preliminary 
report, Marion County, Ga., 82-1251 


1978 census of agriculture, preliminary 
report, Marion County, Kans., 82- 
1265 


1978 census of agriculture, preliminary 
report, Marion County, Miss., 82- 
20535 


1978 census of agriculture, preliminary 
report, Marion County, S.C., 82- 
20578 


1978 census of agriculture, preliminary 
report, Mariposa County, Calif., 82- 
17623 


1978 census of agriculture, preliminary 


report, Marlboro County, S.C., 82- 
20579 


1978 census of agriculture, preliminary 
report, Marshall County, Kans., 82- 
1266 


1978 census of agriculture, preliminary 
report, Marshall County, Minn., 82- 
3032 


1978 census of agriculture, preliminary 
report, Marshall County, Miss., 82- 
20536 


1978 census of agriculture, preliminary 
report, Martin County, Fla., 82-17695 


1978 census of agriculture, preliminary 
report, Martin County, Minn., 82- 
3033 


1978 census of agriculture, preliminary 
report, Martin County, N.C., 82- 
25234 


1978 census of agriculture, preliminary 
report, Maui County, Hawaii. 82- 
27452 


1978 census of agriculture, preliminary 
report, Mayes County, Okla, 82- 
15676 


1978 census of agriculture, preliminary 
report, McCone County, Mont., 82- 
17796 


1978 census of agriculture, preliminary 
report, McCormick County, S.C., 82- 
20577 


1978 census of agriculture, preliminary 
report, McDowell County, N.C., 82- 
4582 


1978 census of agriculture, preliminary 
report, McDuffie County, Ga, 82- 
1247 
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1978 census of agriculture, preliminary 
report, McHenry County, N. Dak., 
82-17845 


1978 census of agriculture, preliminary 
report, McIntosh County, Ga. 82- 
1248 


1978 census of agriculture, preliminary 
report, McIntosh County, N. Dak., 
82-17846 


1978 census of agriculture, preliminary 
report, McKenzie County, N. Dak., 
82-25246 


1978 census of agriculture, preliminary 
report, McKinley County, N. Mex., 
82-22691 


1978 census of agriculture, preliminary 
report, McLean County, Ill., 82-22661 


1978 census of agriculture, preliminary 
report, McLean County, N. Dak., 82- 
17847 


1978 census of agriculture, preliminary 
report, McLeod County, Minn., 82- 
3030 


1978 census of agriculture, preliminary 
report, McPherson County, Kans., 
82-1264 


1978 census of agriculture, preliminary 
report, McPherson County, Nebr., 
82-22685 


1978 census of agriculture, preliminary 
report, Meade County, Kans., 82-1267 


1978 census of agriculture, preliminary 
report, Meagher County, Mont., 82- 
17797 


1978 census of agriculture, preliminary 
report, Mecklenburg County, N.C., 
82-20560 


1978 census of agriculture, preliminary 
report, Medina County, Ohio., 82- 
27469 


1978 census of agriculture, preliminary 
report, Meeker County, Minn., 82- 
3034 


1978 census of agriculture, preliminary 
report, Mendocino County, Calif., 82- 
17624 


1978 census of agriculture, preliminary 
report, Merced County, Calif., 82- 
17625 


1978 census of agriculture, preliminary 
report, Mercer County, N. Dak., 82- 
17848 


1978 census of agriculture, preliminary 
report, Meriwether County, Ga., 82- 
1252 


1978 census of agriculture, preliminary 
report, Miami County, Kans., 82-1268 

1978 census of agriculture, preliminary 
report, Millard County, Utah., 82- 
1332 

1978 census of agriculture, preliminary 
report, Miller County, Ark., 82-2885 





1978 census of agriculture, preliminary 
report, Miller County, Ga., 82-1253 


1978 census of agriculture, preliminary 
report, Mineral County, Mont., 82- 
17798 


1978 census of agriculture, preliminary 
report, Minidoka County, Idaho., 82- 
2958 


1978 census of agriculture, preliminary 
report, Minnesota., 82-25217 


1978 census of agriculture, preliminary 
report, Mississippi., 82-17753 


1978 census of agriculture, preliminary 
report, Mississippi County, Ark., 82- 
2886 


1978 census of agriculture, preliminary 
report, Missoula County, Mont., 82- 
17799 


1978 census of agriculture, preliminary 
report, Mitchell County, Ga. 82-1254 


1978 census of agriculture, preliminary 
report, Mitchell County, Kans., 82- 
1269 


1978 census of agriculture, preliminary 
report, Mitchell County, N.C., 82- 
25235 


1978 census of agriculture, preliminary 
report, Modoc County, Calif. 82- 
17626 


1978 census of agriculture, preliminary 
report, Mohave County, Ariz., 82- 
9245 


1978 census of agriculture, preliminary 
report, Mono County, Calif., 82-17627 


1978 census of agriculture, preliminary 
report, Monroe County, Ark., 82- 
2887 


1978 census of agriculture, preliminary 
report, Monroe County, Fla. 82- 
17696 


1978 census of agriculture, preliminary 
report, Monroe County, Ga., 82-1255 


1978 census of agriculture, preliminary 
report, Monroe County, Miss., 82- 
25230 


1978 census of agriculture, preliminary 
report, Monroe County, Ohio., 82- 
27470 


1978 census of agriculture, preliminary 
report, Montana., 82-17772 


1978 census of agriculture, preliminary 
report, Monterey County, Calif., 82- 
17628 


1978 census of agriculture, preliminary 
report, Montgomery County, Ala., 
82-22658 


1978 census of agriculture, preliminary 
report, Montgomery County, Ark., 
82-2888 


1978 census of agriculture, preliminary 
report, Montgomery County, Ga., 82- 
2916 
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1978 census of agriculture, preliminary 
report, Montgomery County, Kans., 
82-1270 


1978 census of agriculture, preliminary 
report, Montgomery County, Miss., 
82-17765 


1978 census of agriculture, preliminary 
report, Montgomery County, N.C., 
82-25236 


1978 census of agriculture, preliminary 
report, Moore County, N.C., 82- 
20561 


1978 census of agriculture, preliminary 
report, Mora County, N. Mex., 82- 
20554 


1978 census of agriculture, preliminary 
report, Morehouse Parish, La., 82- 
17727 


1978 census of agriculture, preliminary 
report, Morgan County, Ala., 82-4467 


1978 census of agriculture, preliminary 
report, Morgan County, Ga., 82-4502 


1978 census of agriculture, preliminary 
report, Morgan County, Utah., 82- 
9264 


1978 census of agriculture, preliminary 
report, Morris County, Kans., 82-1271 


1978 census of agriculture, preliminary 
report, Morrison County, Minn., 82- 
3035 


1978 census of agriculture, preliminary 
report, Morrow County, Ohio., 82- 
27471 


1978 census of agriculture, preliminary 
report, Morton County, Kans., 82- 
4538 


1978 census of agriculture, preliminary 
report, Morton County, N. Dak., 82- 
17849 


1978 census of agriculture, preliminary 
report, Mountrail County, N. Dak., 
82-17850 


1978 census of agriculture, preliminary 
report, Mower County, Minn., 82- 
3036 


1978 census of agriculture, preliminary 
report, Murray County, Ga., 82-2917 


1978 census of agriculture, preliminary 
report, Murray County, Minn., 82- 
3037 


1978 census of agriculture, preliminary 
report, Muscogee County, Ga., 82- 
2918 

1978 census of agriculture, preliminary 
report, Muskogee County, Okla. 82- 
15677 


1978 census of agriculture, preliminary 
report, Musselshell County, Mont., 
82-17800 

1978 census of agriculture, preliminary 
report, Napa County, Calif., 82-17629 
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1978 census of agriculture, preliminary 
report, Nash County, N.C., 82-20562 


1978 census of agriculture, preliminary 
report, Nassau County, Fla., 82-4480 


1978 census of agriculture, preliminary 
report, Natchitoches Parish, La. 82- 
17728 


1978 census of agriculture, preliminary 
report, Navajo County, Ariz., 82-9246 


1978 census of agriculture, preliminary 
report, Nelson County, N. Dak., 82- 
17851 


1978 census of agriculture, preliminary 
report, Nemaha County, Kans., 82- 
1272 


1978 census of agriculture, preliminary 
report, Neosho County, Kans., 82- 
1273 


1978 census of agriculture, preliminary 
report, Neshoba County, Miss., 82- 
25231 


1978 census of agriculture, preliminary 
report, Ness County, Kans., 82-1274 


1978 census of agriculture, preliminary 
report, Nevada County, Ark., 82-2889 


1978 census of agriculture, preliminary 
report, Nevada County, Calif. 82- 
17630 


1978 census of agriculture, preliminary 
report, New Hanover County, N.C., 
82-25237 


1978 census of agriculture, preliminary 
report, New Mexico., 82-15673 


1978 census of agriculture, preliminary 
report, Newberry County, S.C., 82- 
20580 


1978 census of agriculture, preliminary 
report, Newton County, Ark., 82- 
2890 


1978 census of agriculture, preliminary 
report, Newton County, Ga., 82-2919 


1978 census of agriculture, preliminary 
report, Newton County, Miss. 82- 
17766 


1978 census of agriculture, preliminary 
report, Nez Perce County, Idaho., 82- 
2959 


1978 census of agriculture, preliminary 
report, Niagara County, N.Y., 82- 
22701 


1978 census of agriculture, preliminary 
report, Nicollet County, Minn., 82- 
3038 


1978 census of agriculture, preliminary 
report, North Carolina., 82-1291 


1978 census of agriculture, preliminary 
report, North Central Region., 82- 
27445 


1978 census of agriculture, preliminary 
report, North Dakota., 82-17821 
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1978 census of agriculture, preliminary 
report, Northampton County, N.C., 
82-25238 


1978 census of agriculture, preliminary 
report, Northeast Region., 82-27444 


1978 census of agriculture, preliminary 
report, Norton County, Kans., 82- 
1275 


1978 census of agriculture, preliminary 
report, Noxubee County, Miss., 82- 
25232 


1978 census of agriculture, preliminary 
report, Oconee County, Ga., 82-2920 


1978 census of agriculture, preliminary 
report, Oconee County, S.C., 82- 
20581 


1978 census of agriculture, preliminary 
report, Oglethorpe County, Ga., 82- 
2921 


1978 census of agriculture, preliminary 
report, Okaloosa County, Fla., 82- 
4481 


1978 census of agriculture, preliminary 
report, Okeechobee County, Fla., 82- 
4482 


1978 census of agriculture, preliminary 
report, Oklahoma., 82-17872 


1978 census of agriculture, preliminary 
report, Oktibbeha County, Miss., 82- 
20537 


1978 census of agriculture, preliminary 
report, Oliver County, N. Dak., 82- 
17852 


1978 census of agriculture, preliminary 
report, Olmsted County, Minn., 82- 
3039 


1978 census of agriculture, preliminary 
report, Oneida County, Idaho., 82- 
2960 


1978 census of agriculture, preliminary 
report, Onslow County, N.C., 82- 
25239 


1978 census of agriculture, preliminary 
report, Orange County, Calif., 82- 
17631 


1978 census of agriculture, preliminary 
report, Orange County, Fla., 82-4483 


1978 census of agriculture, preliminary 
report, Orange County, N.C., 82- 
20563 


1978 census of agriculture, preliminary 
report, Orangeburg County, S.C., 82- 
20582 


1978 census of agriculture, preliminary 
report, Osage County, Kans., 82- 
22663 

1978 census of agriculture, preliminary 
report, Osborne County, Kans., 82- 
1276 


1978 census of agriculture, preliminary 
report, Osceola County, Fla., 82-4484 
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1978 census of agriculture, preliminary 
report, Otero County, N. Mex., 82- 
22692 


1978 census of agriculture, preliminary 
report, Ottawa County, Kans., 82- 
1277 


1978 census of agriculture, preliminary 
report, Ottawa County, Ohio., 82- 
25257 


1978 census of agriculture, preliminary 
report, Ouachita County, Ark., 82- 
2891 


1978 census of agriculture, preliminary 
report, Ouachita Parish, La., 82-17729 


1978 census of agriculture, preliminary 
report, Owyhee County, Idaho., 82- 
2961 


1978 census of agriculture, preliminary 
report, Palm Beach County, Fla. 82- 
4485 


1978 census of agriculture, preliminary 
report, Pamlico County, N.C., 82- 
25240 


1978 census of agriculture, preliminary 
report, Panola County, Méiss., 82- 
20538 


1978 census of agriculture, preliminary 
report, Park County, Mont., 82-17801 


1978 census of agriculture, preliminary 
report, Pasco County, Fla., 82-4486 


1978 census of agriculture, preliminary 
report, Pasquotank County, N.C., 82- 
25241 


1978 census of agriculture, preliminary 
report, Paulding County, Ga., 82-2922 


1978 census of agriculture, preliminary 
report, Paulding County, Ohio., 82- 
27472 


1978 census of agriculture, preliminary 
report, Pawnee County, Kans., 82- 
1278 


1978 census of agriculture, preliminary 
report, Payette County, Idaho., 82- 
2962 


1978 census of agriculture, preliminary 
report, Peach County, Ga., 82-2923 


1978 census of agriculture, preliminary 
report, Pearl River County, Miss., 82- 
20539 


1978 census of agriculture, preliminary 
report, Pembina County, N. Dak., 82- 
17853 


1978 census of agriculture, preliminary 
report, Pender County, N.C., 82- 
25242 


1978 census of agriculture, preliminary 
report, Pennington County, Méinn., 
82-3040 

1978 census of agriculture, preliminary 
report, Perquimans County, N.C., 82- 
22704 
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1978 census of agriculture, preliminary 
report, Perry County, Ala., 82-4468 


1978 census of agriculture, preliminary 
report, Perry County, Ark., 82-2892 


1978 census of agriculture, preliminary 
report, Perry County, Miss., 82-22673 


1978 census of agriculture, preliminary 
report, Person County, N.C., 82- 
22705 


1978 census of agriculture, preliminary 
report, Petroleum County, Mont., 82- 
17802 


1978 census of agriculture, preliminary 
report, Phillips County, Ark., 82-2893 


1978 census of agriculture, preliminary 
report, Phillips County, Kans., 82- 
1279 


1978 census of agriculture, preliminary 
report, Phillips County, Mont., 82- 
17803 


1978 census of agriculture, preliminary 
report, Pickaway County, Ohio., 82- 
27473 


1978 census of agriculture, preliminary 
report, Pickens County, Ala., 82-4469 


1978 census of agriculture, preliminary 
report, Pickens. County, Ga., 82-4503 


1978 census of agriculture, preliminary 
report, Pickens County, S.C., 82- 
17901 

1978 census of agriculture, preliminary 
report, Pierce County, Ga., 82-4504 

1978 census of agriculture, preliminary 
report, Pierce County, N. Dak., 82- 
17854 

1978 census of agriculture, preliminary 
report, Pike County, Ala., 82-4470 

1978 census of agriculture, preliminary 
report, Pike County, Ark., 82-2894 

1978 census of agriculture, preliminary 
report, Pike County, Ga., 82-4505 

1978 census of agriculture, preliminary 
report, Pike County, Miss., 82-22674 

1978 census of agriculture, preliminary 
report, Pike County, Ohio., 82-27474 

1978 census of agriculture, preliminary 
report, Pima County, Ariz., 82-9247 

1978 census of agriculture, preliminary 
report, Pinal County, Ariz., 82-9248 

1978 census of agriculture, preliminary 
report, Pine County, Minn., 82-3041 

1978 census of agriculture, preliminary 
report, Pinellas County, Fla., 82-4487 


1978 census of agriculture, preliminary 
report, Pipestone County, Minn., 82- 
3042 


1978 census of agriculture, preliminary 
report, Pitt County, N.C., 82-22706 


1978 census of agriculture, preliminary 
report, Piute County, Utah., 82-1333 





1978 census of agriculture, preliminary 
report, Placer County, Calif., 82- 
17632 


1978 census of agriculture, preliminary 
report, Plaquemines Parish, La. 82- 
17730 


1978 census of agriculture, preliminary 
report, Plumas County, Calif., 82- 
17633 


1978 census of agriculture, preliminary 
report, Poinsett County, Ark., 82- 
2895 


1978 census of agriculture, preliminary 
report, Pointe Coupee Parish, La., 82- 
17731 


1978 census of agriculture, preliminary 
report, Polk County, Ark., 82-2896 


1978 census of agriculture, preliminary 
report, Polk County, Fla., 82-4488 


1978 census of agriculture, preliminary 
report, Polk County, Ga., 82-4506 


1978 census of agriculture, preliminary 
report, Polk County, Minn., 82-3043 


1978 census of agriculture, preliminary 
report, Polk County, N.C., 82-22707 


1978 census of agriculture, preliminary 
report, Pondera County, Mont., 82- 
17804 


1978 census of agriculture, preliminary 
report, Pontotoc County, Miss., 82- 
20540 


1978 census of agriculture, preliminary 
report, Pope County, Ark., 82-2897 


1978 census of agriculture, preliminary 
report, Pope County, Minn., 82-3044 


1978 census of agriculture, preliminary 
report, Portage County, Ohio., 82- 
27475 


1978 census of agriculture, preliminary 
report, Pottawatomie County, Kans., 
82-4539 


1978 census of agriculture, preliminary 
report, Powder River County, Mont., 
82-17805 


1978 census of agriculture, preliminary 
report, Powell County, Mont., 82- 
17806 


1978 census of agriculture, preliminary 
report, Power County, Idaho., 82- 
2963 


1978 census of agriculture, preliminary 
report, Prairie County, Ark., 82-2898 


1978 census of agriculture, preliminary 
report, Pratt County, Kans., 82-1280 


1978 census of agriculture, preliminary 
report, Prentiss County, Miss., 82- 
22675 

1978 census of agriculture, preliminary 


report, Prince Edward County, Va., 
82-25275 
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1978 census of agriculture, preliminary 
report, Pulaski County, Ark., 82-2899 


1978 census of agriculture, preliminary 
report, Pulaski County, Ga., 82-4507 


1978 census of agriculture, preliminary 
report, Putnam County, Fla., 82-4489 


1978 census of agriculture, preliminary 
report, Putnam County, Ga., 82-4508 


1978 census of agriculture, preliminary 
report, Quay County, N. Mex., 82- 
20555 


1978 census of agriculture, preliminary 
report, Quitman County, Ga., 82-4509 


1978 census of agriculture, preliminary 
report, Quitman County, Miss., 82- 
22676 , 


1978 census of agriculture, preliminary 
report, Rabun County, Ga., 82-4510 


1978 census of agriculture, preliminary 
report, Ramsey County, Minn., 82- 
3045 


1978 census of agriculture, preliminary 
report, Ramsey County, N. Dak., 82- 
17855 


1978 census of agriculture, preliminary 
report, Randolph County, Ala. 82- 
4471 


1978 census of agriculture, preliminary 
report, Randolph County, Ark., 82- 
2900 


1978 census of agriculture, preliminary 
report, Randolph County, Ga., 82- 
4511 


1978 census of agriculture, preliminary 
report, Randolph County, N.C., 82- 
20564 


1978 census of agriculture, preliminary 
report, Rankin County, Miss., 82- 
20541 


1978 census of agriculture, preliminary 
report, Ransom County, N. Dak., 82- 
17856 


1978 census of agriculture, preliminary 
report, Rapides Parish, La., 82-17732 


1978 census of agriculture, preliminary 
report, Ravalli County, Mont., 82- 
17807 


1978 census of agriculture, preliminary 
report, Rawlins County, Kans., 82- 
1281 


1978 census of agriculture, preliminary 
report, Red Lake County, Minn., 82- 
3046 

1978 census of agriculture, preliminary 
report, Redwood County, Minn., 82- 
3047 

1978 census of agriculture, preliminary 
report, Reno County, Kans., 82-1282 

1978 census of agriculture, preliminary 
report, Renville County, Minn., 82- 
3048 
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1978 census of agriculture, preliminary 
report, Renville County, N. Dak., 82- 
17857 


1978 census of agriculture, preliminary 
report, Republic County, Kans., 82- 
4540 


1978 census of agriculture, preliminary 
report, Rice County, Kans., 82-1283 


1978 census of agriculture, preliminary 
report, Rice County, Minn., 82-3049 


1978 census of agriculture, preliminary 
report, Rich County, Utah., 82-1334 


1978 census of agriculture, preliminary 
report, Richland County, Mont., 82- 
17808 


1978 census of agriculture, preliminary 
report, Richland County, N. Dak., 
82-17858 


1978 census of agriculture, preliminary 
report, Richland County, Ohio., 82- 
25258 


1978 census of agriculture, preliminary 
report, Richland County, S.C., 82- 
17902 


1978 census of agriculture, preliminary 
report, Richland Parish, La., 82-17733 


1978 census of agriculture, preliminary 
report, Richmond County, Ga., 82- 
4512 


1978 census of agriculture, preliminary 
report, Richmond County, N.C., 82- 
22708 


1978 census of agriculture, preliminary 
report, Riley County, Kans., 82-4541 


1978 census of agriculture, preliminary 
report, Rio Arriba County, N. Mex., 
82-22693 


1978 census of agriculture, preliminary 
report, Riverside County, Calif., 82- 
17634 


1978 census of agriculture, preliminary 
report, Robeson County, N.C., 82- 
22709 


1978 census of agriculture, preliminary 
report, Rock County, Minn., 82-3050 


1978 census of agriculture, preliminary 
report, Rockdale County, Ga. 82- 
4513 


1978 census of agriculture, preliminary 
report, Rockingham County, N.C., 
82-22710 


1978 census of agriculture, preliminary 


report, Rolette County, N. Dak., 82- 
17859 


1978 census of agriculture, preliminary 
report, Rooks County, Kans., 82-4542 
1978 census of agriculture, preliminary 


report, Roosevelt County, N. Mex., 
82-22694 


1978 census of agriculture, preliminary 
report, Roseau County, Minn., 82- 
3051 
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1978 census of agriculture, preliminary 
report, Rosebud County, Mont., 82- 
17809 


1978 census of agriculture, preliminary 
report, Rowan County, N.C., 82- 
22711 


1978 census of agriculture, preliminary 
report, Rush County, Kans., 82-1284 


1978 census of agriculture, preliminary 
report, Russell County, Ala., 82-4472 


1978 census of agriculture, preliminary 
report, Russell County, Kans., 82- 
1285 


1978 census of agriculture, preliminary 
report, Rutherford County, N.C., 82- 
22712 


1978 census of agriculture, preliminary 
report, Sabine Parish, La., 82-17734 


1978 census of agriculture, preliminary 
report, Sacramento County, Calif., 
82-17635 


1978 census of agriculture, preliminary 
report, Saline County, Ark., 82-2902 


1978 census of agriculture, preliminary 
report, Saline County, Kans., 82-4543 


1978 census of agriculture, preliminary 
report, Salt Lake County, Utah., 82- 
1335 


1978 census of agriculture, preliminary 
report, Saluda County, S.C., 82-20583 


1978 census of agriculture, preliminary 
report, Sampson County, N.C., 82- 
22713 


1978 census of agriculture, preliminary 
report, San Benito County, Calif, 82- 
17636 


1978 census of agriculture, preliminary 
report, San Bernardino County, Calif., 
82-17637 


1978 census of agriculture, preliminary 
report, San Diego County, Calif., 82- 
17638 


1978 census of agriculture, preliminary 
report, San Joaquin County, Calif., 
82-17639 


1978 census of agriculture, preliminary 
report, San Juan County, N. Mex., 
82-22695 


1978 census of agriculture, preliminary 
report, San Juan County, Utah., 82- 
9265 


1978 census of agriculture, preliminary 
report, San Luis Obispo County, Calif., 
82-17640 


1978 census of agriculture, preliminary 
report, San Mateo County, Calif., 82- 
17641 

1978 census of agriculture, preliminary 
report, San Miguel County, N. Mex., 
82-22696 
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1978 census of agriculture, preliminary 
report, Sandoval County, N. Mex., 
82-20556 


1978 census of agriculture, preliminary 
report, Sanpete County, Utah., 82- 
1336 
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Department of Defense Authorization 
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views (to accompany H.R. 3519) (in- 
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February 23, 24, and 25, 1982., 82- 
24823 


Credit needs and economic condition of 
agriculture in the Northeast : hearings 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development 
and the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
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seventh Congress, first session, June 23, 
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opment of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, October 
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Review of REA loan programs and lend- 
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committee on Conservation, Credit, 
and Rural Development of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, May 4 and 13, 1982., 
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Review of Soil and Water Resources 
Conservation Act of 1977 : hearing 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development of 
the Committee on Agriculture, House 
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Congress, first session, October 28, 
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Conservation, Credit, and Rural Devel- 
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seventh Congress, first session, on H.R. 
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Department Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
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partment Operations, Research, and 
Foreign Agriculture of the Committee 
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tives, Ninety-seventh Congress, first 
session, June 24, 1981., 82-6751 
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1981, export market development needs 
, July 8, 1981, social, economic, and 
environmental impact, July 28, 1981, 
policy issues and options., 82-12081 


Authorize certain USDA employees to 


bear firearms : hearing before the Sub- 
committee on Department Operations, 
Research, and Foreign Agriculture of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 
Congress, second session, on H.R. 
2035, March 4, 1982., 82-29649 


Compensation for quarantined plant loss : 


protection against plant pests : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2159 and H.R. 4108, October 
1, 1981., 82-12083 


Extension service oversight : hearings 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
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Ninety-seventh Congress, second ses- 
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Federal Insecticide, Fungicide, and Ro- 
denticide Act : hearings before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
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FIFRA extension : hearing before the 
Subcommittee on Department Oper- 
ations, Research, and Foreign Agricul- 
ture of the Committee on Agriculture, 
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Impact of air pollutants on agriculture 
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hearing before the Subcommittee on 
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the Committee on Science and Tech- 
nology and the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 24, 1981., 82-2710 


National Science Council Act : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 638, June 23, 1981., 
82-2593 


Natural resources data bases : hearing 
before the Subcommittee on Depart- 
ment Operations, Research, and For- 
eign Agriculture of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session, 
June 2, 1981., 82-1010 


Salinity control in Colorado River basin : 
hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 10, 
1981., 82-1011 


USDA human nutrition service reorgani- 
zation : hearing before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture and 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12075 
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ing before the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
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tives, Ninety-seventh Congress, first 
session on H.R. 1309, June 4, 1981., 
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on Agriculture. Subcommittee on Domestic 
Marketing, Consumer Relations, and 
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Floral Research and Consumer Informa- 
tion Act : hearing before the Subcom- 
mittee on Domestic Marketing, Con- 
sumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 4475 ... 
September 17, 1981., 82-12074 


Food stamp program : hearings before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
24 and 25, 1982., 82-29652 
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before the Subcommittee on Domestic 
Marketing, Consumer Relations, and 
Nutrition of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, 
September 22, 1981., 82-12070 


Infant feeding practices : hearing before 


the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 22, 
1981., 82-6747 


Nutrition assistance block grant to Puerto 


Rico : hearing before the Subcommit- 
tee on Domestic Marketing, Consumer 
Relations, and Nutrition of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session on H. Res. 423, April 
29, 1982., 82-24821 


Potato Research and Promotion Act : 


hearing before the Subcommittee on 
Domestic Marketing, Consumer Rela- 
tions, and Nutrition of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 2160 ... September 24, 
1981., 82-17265 
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program : hearing before the Subcom- 
mittee on Domestic Marketing, Con- 
sumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
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82-27207 


USDA human nutrition service reorgani- 


zation : hearing before the Subcommit- 
tee on Department Operations, Re- 
search, and Foreign Agriculture and 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12075 
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lands : hearing before the Subcommit- 
tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
3021 and H.R. 3898, June 22, 1981., 
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ings before the Subcommittee on For- 
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Credit, and Rural Development of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 2977, June 
17 and 18, 1981., 82-2592 


Federal timber sales contracts extensions 


and terminations : hearings before the 
Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, (first 
session, on H.R. 4932 and H.R. 5012, 
October 15, 1981 and November 23, 
1981, Washington, D.C., December 3, 
1981, Roseburg, Oreg., 82-20210 
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joint hearings before the Subcommittee 
on Forests, Family Farms, and Energy 
of the Committee on Agriculture and 
the Subcommittee on Public Lands and 
National Parks of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, second session, on H.R. 5281, 
H.R. 5773, H.R. 5787, March 11, 1982, 
Washington, D.C., April 3, 1982, Van- 
couver, Wash., 82-29651 


National Forest Management Act regula- 


tions : hearing before the Subcommit- 
tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, second session, 
March 10, 1982., 82-27204 


Review of GAO report on wood energy 


: hearing before the Subcommittee on 
Forests, Family Farms, and Energy of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-12068 


Sales contracts in Tongass National 


Forest : hearing before the Subcommit- 
tee on Forests, Family Farms, and 
Energy of the Committee on Agricul- 
ture, House of Representatives, Ninety- 
seventh Congress, first session, May 6, 
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Wood waste utilization : hearings before 


the Subcommittee on Forests, Family 
Farms, and Energy of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, second 
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on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, August 31 and September 1, 
1981, Burlington, Vt., 82-6749 


Current livestock industry problems : 
hearing before the Subcommittee on 
Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 19, 1981, Sioux 
City, Iowa., 82-6750 


General agricultural situation (Minnesota) 
: hearing before the Subcommittee on 
Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, second session, March 22, 1982, 
Mankato, Minn., 82-29653 


Live cattle futures market : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, second 
session, February 26, 1982, Ames, 
Iowa., 82-27205 


Pseudorabies control and eradication in 
swine : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28, 
1981., 82-6746 


Sale of butter to New Zealand : hearing 
before the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 10, 1981., 82-12069 
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Limit nonquota tobacco in quota areas : 
hearing before the Subcommittee on 
Tobacco and Peanuts of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3179 and H.R. 3277, 
July 15, 1981., 82-4198 

Tobacco price-support program : hear- 
ings before the Subcommittee on To- 
bacco and Peanuts of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, second 
session, February 1, 1982, Fairmont, 
N.C., February 11, 1982, Florence, 
S.C., February 12, 1982, Raleigh, N.C., 
joint hearing Committee on Agricul- 
ture, Nutrition, and Forestry, U.S. 
Senate, February 15, 1982, Clinton, 
N.C., February 16, 1982, Kinston, 
N.C., February 22, 1982, Lexington, 
Ky., March 6, 1982, Moultrie, Ga., 
March 8, 1982, Abingdon, Va., March 
9, 1982, Winston-Salem, N.C., April 3, 
1982, Maysville, Ky., 82-29656 
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Export grain bank : hearing before the 
Subcommittee on Wheat, Soybeans, 
and Feed Grains of the Committee on 
Agriculture, House of R«presentatives, 
Ninety-seventh Congress, first session 
on H.R. 2901, Septeraber 29, 1981., 
82-12067 


Guaranteed loans by private lenders : 
hearing before the Subcommittee on 
Wheat, Soybeans, and Feed Grains of 
the Committee on Agriculture, House 
of Representatives, Ninety-seventh 
Congress, first session on H.R. 4179, 
September 17, 1981., 82-12076 


Insurance on grain losses in bankrupt 
public warehouses : hearing before the 
Subcommittee on Wheat, Soybeans, 
and Feed Grains of the Committee on 
Agriculture, House of Representatives, 
Ninety-seventh Congress, first session 
on H.R. 2523, December 10, 1981., 
82-15011 


United States. Congress. House. Committee 
on Appropriations. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1983 : 
report (to accompany H.R. 7072)., 82- 
29335 


Amendments for appropriations for fiscal 
year 1982 and reduction for fiscal year 
1984 appropriations : communication 
from the president of the United States 
transmitting a request for amendments 
for appropriations for fiscal year 1982 
and a reduction for fiscal year 1984 
appropriations., 82-29268 


Amendments to the supplemental appro- 
priations for fiscal year 1981 (EC 1189) 
: communication from the president of 
the United States transmitting amend- 
ment to the request for supplemental 
appropriations for fiscal year 1981 in 
the amount of $2,379,000 and an 
amendment to the appropriations for 
fiscal year 1982 in the amount of 
$1,670,000., 82-16993 


Appropriation language change and 
budget amendments : communication 
from the president of the United States 
transmitting a request for an appropri- 
ation language change for fiscal year 
1981 and budget amendments for fiscal 
year 1982., 82-29260 


Budget amendment : communication 
from the president of the United States 
transmitting a request for appropri- 
ations for fiscal year 1981 for Italian 
earthquake relief., 82-19949, 82- 
24501, 82-29270 

Budget amendments : communication 
from the president of the United States 
transmitting proposed amendments to 
the requests for appropriations for 
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fiscal year 1982 for the Department of 
Defense—military and for the Depart- 
ment of State., 82-14627, 82-22197, 
82-22245, 82-29211, 82-29212, 82- 
29271 


Budget amendments, fiscal year 1982 : 
communication from the president of 
the United States transmitting budget 
amendments for fiscal year 1982., 82- 
19988 


Continuing appropriations, 1982 : report 
(to accompany H.J. Res. 325)., 82- 
2388 


Deferral : message from the president of 
the United States transmitting notice of 
a deferral of budget authority for fiscal 
year 1982 for the Interior Department's 
historic preservation fund, pursuant to 
section 1013(a) of Public Law 93-344., 
82-29269 


Deferrals : message from the president of 
the United States withdrawing the 33 
rescission proposals transmitted by 
President Carter on January 15, 1981, 
converting them to deferrals and sub- 
mitting four new deferrals and a revi- 
sion to a previously submitted deferral, 
pursuant to sections 1014(c) and 
1013(a) of Public Law 93-344., 82- 
19984, 82-22194, 82-22199, 82- 
22246, 82-22251, 82-24499, 82- 
29266, 82-29283 


Department of Defense appropriation bill, 
1982 : report of the Committee on Ap- 
propriations together with additional 
views (to accompany H.R. 4949)., 82- 
4083 


Department of Labor, Health and Human 
Services, and Education, and related 
agencies appropriation bill, 1982 
report (to accompany H.R. 4560)., 82- 
2394 


Department of Transportation and related 
agencies appropriation bill, 1983 
report (to accompany H.R. 7019)., 82- 
29334 


Departments of Commerce, Justice, and 
State, the Judiciary and related agen- 
cies appropriation bill, fiscal year 1983 
: report (to accompany H.R. 6957)., 
82-29329 

District of Columbia appropriation bill, 
1982 : report (to accompany H.R. 
4522)., 82-2390 


District of Columbia budget amendments 
: communication from the president of 
the United States transmitting proposed 
budget amnedments for fiscal year 1982 
from District of Columbia funds., 82- 
29264 


District of Columbia budget fiscal year 
1983 : message from the president of 
the United States transmitting the 
budget of the District of Columbia for 
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U.S. Congress. House. Committee on Appropriations. 


fiscal year 1983, pursuant to section 


446 of Public Law 93-198., 82-22250 


Environmental Protection Agency con- 
struction grants urgent appropriation : 
report (to accompany H.J. Res. 390)., 
82-11819 


The federal budget for 1983 : hearings 
before the Committee on Appropri- 
ations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion., 82-17269 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional, dissenting, and sepa- 
rate views (to accompany H.R. 4559)., 
82-11809 


Further continuing appropriations, 1982 : 
report (to accompany H.J. Res. 357)., 
82-2415 


Further continuing appropriations, 1982 : 
report (to accompany H.J. Res. 370)., 
82-17058 


Further continuing appropriations, 1982 : 
report (to accompany H.J. Res. 409)., 
82-24606 


House of Representatives Committee on 
Appropriations views and estimates on 
the budget proposed for fiscal year 
1981 /, 82-17267, 82-20216, 82- 
27211 


Military construction appropriation bill, 
1983 : report (to accompany H.R. 
6968)., 82-29330 


Recissions and deferral : message from 
the president of the United States 
transmitting 33 proposed recissions of 
budget authority and one deferral, pur- 
suant to sections 1012 (a) and 1013 (a) 
of Public Law 93-344., 82-11783 


Report of a deferral : communication 
from the comptroller general of the 
United States transmitting a report on a 
deferral of budget authority for the 
Coast Guard’s acquisition, construc- 
tion, and improvement account, pursu- 
ant to Title 10 of the Impoundment 
Control Act., 82-29284 


Report of committee activities /, 82- 
11735 


Report on subdivision of budget totals 
agreed to in first concurrent resolution 
on the budget (H. Con. Res. 115) for 
fiscal years 1981 and 1982 pursuant to 
section 302 of the Congressional 
Budget Act of 1974 /, 82-2380 


Rescission : message from the President 
of the United States transmitting a pro- 
posed rescission of budget authority for 
the Council on Wage and Price Stabil- 


ity, pursuant to section 1012(a) of 


Public Law 93-344., 82-19983 


Review of deferrals 


Rescission and deferrals : message from 
the president of the United States 
transmitting a proposed rescission of 
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budget authority, notice of ten addi- 
tional deferrals, and revisions to four 
previously-reported deferrals, pursuant 
to sections 1012(a), and 1013(a), and 
1014(c) of Public Law 93-344., 82- 
19986, 82-22248, 82-29267 


Rescissions and deferral : message from 


the president of the United States 
transmitting 81 proposed rescissions of 
budget authority, proposals for the re- 
duction of authority to make direct 
loans, and one deferral, pursuant to 
sections 1012(a) and 1013(a) of Public 
Law 93-344., 82-19985 


Rescissions and deferrals : message from 


the president of the United States 
transmitting six proposed rescissions of 
budget authority, notice of 13 deferrals, 
and revisions to five previously report- 
ed deferrals, pursuant to sections 
1012(a), 1013(a), and 1014(c) of Public 
Law 93-344., 82-14629, 82-14636, 
82-17032, 82-19981, 82-19992 


Resolution disapproving deferral of 


budget authority (Department of 
Energy) : report (to accompany H. 
Res. 411)., 82-29297 


Resolution disapproving deferral of 


budget authority (Department of 
Energy) : report (to accompany H. 
Res. 479)., 82-29319 


Resolution disapproving deferral of 


budget authority (Department of the 
Interior) : report (to accompany H. 
Res. 474)., 82-29316 


Resolution disapproving deferral of 


budget authority (Department of the 
Interior) : report (to accompany H. 
Res. 475)., 82-29317 


Resolution disapproving deferral of 


budget authority (Department of the 
Interior) : report (to accompany H. 
Res. 494)., 82-29320 


Resolution disapproving deferral of 


budget authority (Department ofthe In- 
terior) : report (to accompany H. Res. 
476)., 82-29318 


Review of deferral : communication from 


the comptroller general of the United 
States transmitting his review of the 
deferral of budget authority contained 
in the message from the president 
dated November 13, 1981 (House docu- 
ment no. 97-110), pursuant to section 
1014(b) of Public Law 93-344., 82- 
29272 


communication 
from comptroller general of the United 
States transmitting his review of seven 
new deferrals of budget authority and 
revisions to two previously reported 
deferrals, contained in the message 
from the president dated June 2, 1982, 
(House document 97-193), pursuant to 
sections 1013(a) and 1014(c) of Public 
Law 93-344., 82-29289 
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Review of deferrals communication 
from the acting comptroller general of 
the United States. transmitting his 
review of the deferrals and revised de- 
ferral of budget authority contained in 
the message from the president dated 
February 13, 1981 (House Document 
no. 97-19), pursuant to section 1014 (b) 
and (c) of Public Law 93-344., 82- 
22242, 82-22244 


Review of deferrals communication 
from the comptroller general of the 
United States transmitting his review of 
the deferrals of budget authority con- 
tained in the message from the presi- 
dent dated January 25, 1982 (House 
document 97-129), pursuant to section 
1014(b) of Public Law 93-344., 82- 
14639, 82-22196, 82-29210, 82- 
29257, 82-29258, 82-29273 


Review of rescission : communication 
from the comptroller general of the 
United States transmitting his review of 
the proposed rescission of budget au- 
thority contained in the message from 
the president dated April 16, 1980 
(House document no. 96-299), pursuant 
to section 1014 (b) and (c) of Public 
Law 93-344 (House document no. 96- 
320)., 82-16983 


Revision to rescission : message from the 
president of the United States transmit- 
ting a revision to a previously reported 
recission proposal, pursuant to section 
1014 (c) of Public Law 93-344., 82- 
17036 


Supplemental appropriation language 
communication from the president of 
the United States transmitting proposed 
supplemental appropriations language 
for fiscal year 1980 for the Merit Sys- 
tems Protection Board., 82-19946 


Supplemental appropriations : communi- 
cation from the president of the United 
States transmitting additional proposed 
appropriation language for fiscal year 
1983 for the Department of Labor., 
82-14638, 82-19991, 82-22249, 82- 
24584, 82-29275, 82-29279, 82- 
29286 


Supplemental appropriations : message 
from the president of the United States 
transmitting proposed supplemental ap- 
propriations for fiscal year 1982 and 
amendments to the request for appro- 
priations for fiscal year 1983., 82- 
29288 


Supplemental appropriations and appro- 
priations language changes : communi- 
cation from the president of the United 
States transmitting proposed supple- 





mental appropriations for fiscal year 
1981 and amended appropriation lan- 
guage for fiscal year 1982., 82-29261 





January—December 1982 


Supplemental appropriations and budget 
amendment : communication from the 
president of the United States transmit- 
ting proposed supplemental appropri- 
ations for fiscal year 1981 and a budget 
amendment for fiscal year 1982., 82- 
14632 


Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amend- 
ments for fiscal year 1981., 82-14602, 
82-14623, 82-14625, 82-19944 


Supplemental appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 6863)., 82-29324 

Supplemental appropriations for 1982 : 


hearings before the subcommittees of 
the Committee on Appropriations, 


House of Representatives, Ninety-sev- | 
82- | 


enth Congress, second session., 
27210 


Supplemental budget of the District of 
Columbia for fiscal year 1982 : commu- 
nication from the president of the 
United States transmitting the supple- 
mental budget of the District of Co- 


lumbia for fiscal year 1982, pursuant to | 


section 446 of Public Law 93-198., 
82-24586 


Urgent Commodity Credit Corporation 
supplemental appropriation : report (to 
accompany H.J. Res. 389)., 82-17076 


Urgent supplemental appropriation for 
the Department of Health and Human 
Services : report (to accompany H.J. 
Res. 392)., 82-11818 


Urgent supplemental appropriation for 
the Department of Labor : report (to 
accompany H.J. Res. 391)., 82-17077 


Urgent supplemental appropriation for 
the Department of Labor : report (to 
accompany H.J. Res. 562)., 82-29333 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session., 82- 
15024 


Urgent supplemental appropriations bill, 
1982 report (to accompany H.R. 
$922)., 82-17091 


Veto of H.R. 7584 : message from the 
president of the United States, vetoing 
H.R. 7584 ...., 82-19950 


Veto of House Joint Resolution 357 : 
message from the president of the 
United States vetoing House Joint Res- 
olution 357, a joint resolution making 
further continuing appropriations for 
the fiscal year 1982, and for other pur- 
poses., 82-24579 


Views and estimates on the budget pro- 
posed for fiscal year ... /, 82-17268 








Views and estimates on the budget pro- 
posed for fiscal year ... together with 
separate and additional views /, 82- 
15017, 82-15018, 82-15019 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Agriculture, Rural Development, and 
Related Agencies. 

Agriculture, rural development, and re- 
lated agencies appropriations for 1983 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session /, 82-20215 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on Dept. 
of Defense. 

Department of Defense appropriations 
for 1982 : hearings before a subcommit- 
tee of the Committee on Appropri- 
ations, House of Representatives, 
Ninety-seventh Congress, first session 

82-17270 


Department of Defense appropriations | 
for 1983 : hearings before a subcommit- | 


tee of the Committee on Appropri- 
ations, House 


sion, Subcommittee on the Department 
of Defense., 82-24826, 82-27213 


Review of pricing of silver sold under 
the foreign military sales program : 
report to the chairman, Subcommittee 
on Defense, Committee on Appropri- 
ations, House of Representatives /, 
82-28241 


United States. Congress. House. Committee 
on Appropriations, Subcommittee on Dept. 
of the Interior and Related Agencies. 
Department of the Interior and related 


agencies appropriations for 1983 : hear- | 


ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session., 82-15020 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on Dept. 
of Transportation and Related Agencies 
Appropriations. 

Department of Transportation and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session, Subcommit- 
tee on the Department of Transporta- 
tion and Related Agencies Appropri- 
ations ...., 82-15021, 82-24828 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
District of Columbia Appropriations. 
District of Columbia appropriations for 

1983 : hearings before a subcommittee 
of the Committee on Appropriations, 
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of Representatives, | 
Ninety-seventh Congress, second ses- | 








U.S. Congress. House. Committee on Appropriations. Subcommittee on Military 


House of Representatives, Ninety-sev- 
enth Congress, second session., 82- 
29668 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Energy and Water Development. 

Energy and water development appropri- 
ations for 1983 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion /, 82-22382 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Foreign Operations and Related Programs. 
Foreign assistance and related programs 

appropriations for 1983 hearings 
before a subcommittee of the Commit- 
tee on Appropriations, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session /, 82-24827 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
HUD—Independent Agencies. 
Department of Housing and Urban De- 

velopment—independent agencies ap- 
propriations for 1983 : hearings before 
a subcommittee of the Committee on 
Appropriations, House of Representa- 
tives, Ninety-seventh Congress, second 
session., 82-20217, 82-29669 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
HUD-Independent Agencies. 

Department of Housing and Urban De- 
velopment, and certain independent 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session, on H.R. 4034 

82-24832 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on HUD—Independent 
Agencies ... Environmental Protection 
Agency, construction grants., 82- 
12087 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on 
Military Construction Appropriations. 
Military construction appropriations for 

1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, first session /, 82- 
29670 


Military construction appropriations for 
1983 : hearings before a subcommittee 
of the Committee on Appropriations, 
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U.S. Congress. House. Committee on Appropriations. Subcommittee on Military Author Index 


House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on Military Construction 
Appropriations., 82-12086 


mittee of the Committee on Appropri- 
ations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion /, 82-27215 


Full committee consideration of H.R. 
6068 ... and H.R. 6214 ... /, 82-27223 
Full committee consideration of H.R. 
6451 : to amend Title 10, United States 


tnt St, Conge, Hou, Commitee | Ute Sat Cong Hame, Commie | Cie 1 re ad cody pee 
on Appropriations. Subcommittee on the on Armed Services. . ci afl 
Departments of Commerce, Justice, and Allocation of budget totals to subcommit- tary construction and military family 


State, the Judiciary, and Related Agencies. 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agen- 
cies appropriations for 1983 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session /, 82-22380, 82- 
22381, 82-27212, 82-29667 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the 
Departments of Labor, Health and Human 
Services, Education, and Related Agencies. 
Departments of Labor, Health and 

Human Services, Education, and relat- 
ed agencies appropriations for 1982 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, first session /, 82-20218, 
82-22384 


Departments of Labor, Health and 
Human Services, Education, and Relat- 
ed Agencies reprogramming appropri- 
ations for 1982 : hearing before a sub- 
committee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion /, 82-22383 


Urgent supplemental appropriations bill, 
1982 : hearing before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Sub- 
committee on the Departments of 
Labor, Health and Human Services, 
Education, and Related Agencies ...., 
82-15022, 82-15023 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the 
Dept. of Transportation and Related 
Agencies Appropriations. 

Department of Transportation and related 
agencies appropriations for 1983 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-seventh 
Congress, second session, Subcommit- 
tee on the Department of Transporta- 
tion and Related Agencies Appropri- 
ations ...., 82-27214 


United States. Congress. House. Committee 
on Appropriations. Subcommittee on the 
Treasury, Postal Service, and General 
Government Appropriations. 

Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1983 : hearings before a subcom- 
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tees under the first concurrent budget 
resolution for fiscal year 1982 : report 
of the Committee on Armed Services 
(pursuant to section 302(b)(2) of the 
Congressional Budget Act of 1974)., 
82-24588 


Assistant secretaries in the Department of 


Defense : report to accompany H.R. 
4448)., 82-4073 


Authorization to secretary of the Army 


to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625) (including 
cost estimate of the Congressional 
Budget Office)., 82-6585 


Committee rules and rules for investiga- 


tive hearings conducted by subcommit- 
tees of the Committee on Armed Serv- 
ices, U.S. House of Representatives., 
82-15034 


Department of Defense Authorization 


Act, 1982 : report together with dis- 
senting, individual, and additional 
views (to accompany H.R. 3519) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-22252 


Department of Defense Authorization 


Act, 1983 : report of the Committee on 
Armed Services, together with individ- 
ual, additional, and dissenting views, on 
H.R. 6030 (including cost estimate of 
the Congressional Budget Office)., 82- 
17094 


Department of Energy National Security 


and Military Applications of Nuclear 
Energy Authorization Act of 1983 : 
report (to accompany H.R. 6329) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-24639 


Disapproval of further production of 


naval petroleum reserve numbered 1 
(Elk Hills) and naval petroleum reserve 
numbered 3 (Teapot Dome) : report (to 
accompany H. Res. 287) (including 
cost estimate of the Congressional 
Budget Office)., 82-24601 


Full committee consideration of H.R. 


4326... /, 82-20227 


Full committee consideration of H.R. 


4448 ... H.R. 4624 ... H.R. 4625 ... H.R. 
3464 ... H.R. 4792 ... H.R. 4543 ... H.R. 
4591 ... H.R. 3502... /, 82-12094 


Full committee consideration of H.R. 


4977 ... : Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, second session, Feb- 
ruary 9, 1982., 82-24837 
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housing /, 82-27225 


Full committee consideration of H. Res. 
287 ... and General Services Adminis- 
tration proposed acquisition of metal- 
lurgical grade bauxite (Jamaican type) 
/, 82-15035 


Full committee consideration of resolu- 
tion honoring Mr. James A. Deakins 
on the occasion of his retirement after 
34 years of service on the staff of the 
House Committee on Armed Services 
/, 82-12093 


Full committee consideration of the 
March 15 report to the Budget Com- 
mittee /, 82-20228 


Hearings before and special reports made 
by Committee on Armed Services of 
the House of Representatives on sub- 
jects affecting the naval and military 
establishments., 82-15033 


Hearings on military posture and H.R. 
2970 (H.R. 3519) Department of De- 
fense authorization for appropriations 
during fiscal year 1982 and H.R. 2614 
Department of Defense supplemental 
authorization for appropriations for 
fiscal year 1981 before the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session ...., 82-27222 


Hearings on military posture and H.R. 
5968 (H.R. 6030), Department of De- 
fense authorization for appropriations 
for fiscal year 1983 before the Commit- 
tee on Armed Services, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session., 82-20226, 82-22389 


Hearings on military posture and H.R. 
10929 : Department of Defense authori- 
zation for appropriations for fiscal year 
1979 before the Committee on Armed 
Services, House of Representatives, 
Ninety-fifth Congress, second session., 
82-22388 


Index of hearings before and special re- 
ports made by Committee on Armed 
Services of the House of Representa- 
tives on subjects affecting the naval 
and military establishments 1981, 
Ninety-seventh Congress, first session., 
82-27220 


Intelligence Authorizaton Act for fiscal 
year 1983 : report (to accompany H.R. 
6068)., 82-24613 

Legislative calendar /, 82-8969 

Military Construction Authorization Act, 
1983: report (to accompany H.R. 





January—December 1982 


6214) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
24630 


Military Construction Codification Act : 
report of the Committee on Armed 
Services (on H.R. 6451) (including cost 
estimate of the Congressional Budget 
Office)., 82-27019 


Military justice amendments of 1981 : 
report (to accompany H.R. 4792) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-4076 


Naming a nuclear-powered aircraft carri- 
er United States Ship Hyman G. Rick- 
over : report (to accompany H.R. 
4977) (including cost estimate of the 
Congressional Budget Office)., 82- 
14658 


Naval petroleum reserves production : 
message from the president of the 
United States transmitting notice of his 
decision to extend the period of maxi- 
mum efficient rate production of the 
naval petroleum reserves for a period 
of three years from April 4, 1982, pur- 
suant to 10 USC 7422 (C)., 82-17034 


Navy shipbuilding authorization for fiscal 
years 1982 and 1983 : communication 
from the president of the United States 
transmitting his conclusions with re- 
spect to the survivability, cost effec- 
tiveness, and combat effectiveness of 
such ship: a recommendation whether 
such ship should be nuclear or conven- 
tionally powered, and the reasons for 
such conclusions and recommenda- 
tions, pursuant to section 810(a) of 
Public Law 95-485., 82-22243 


Organizational meeting of the Committee 
on Armed Services, House of Repre- 
sentatives., 82-20223 


Production of lethal binary chemical mu- 
nitions : communication from the presi- 
dent of the United States transmitting 
his certification that the production of 
lethal binary chemical munitions is es- 
sential to the national interest, pursuant 
to section 818(a) of Public Law 94- 
106., 82-11804 


Prohibition of construction of United 
States naval vessels in foreign ship- 
yards : report together with dissenting 
views (to accompany H.R. 3464) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-4075 


Receipts derived from mineral leases on 
military and naval lands to be treated 
the same as receipts from other federal 
lands : report (to accompany H.R. 
4591) (including cost estimate of the 
Congressional Budget Office), 82- 
24590 

Report of the activities of the Committee 
on Armed Services for the ... Con- 
gress., 82-917 





Report of the delegation to Romania, 
Hungary, Federal Republic of Ger- 
many, and France, of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-15032 


Report of the visit to the People’s Repub- 
lic of China /, 82-1017 


Report on the inspection of military facil- 
ities in Panama and Bermuda of the 
Committee on Armed Services, House 
of Representatives, Ninety-seventh 
Congress, first session., 82-4201 


Reports on legislation made by the House 
Committee on Armed Services during 
the ... sessions of the ... Congress., 82- 
6760 


Semi-annual reports required by Sea- 
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cultural resources located on public or 
Indian lands, and for other purposes : 
report together with supplemental 
views (to accompany H.R. 4861) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 82-22268 


Public Employee Pension Plan Reporting 


and Accountability Act of 1982 (H.R. 
4929) : report of the Committee on 
Education and Labor, U.S. House of 
Representatives, on H.R. 4929 together 
with a dissenting view (including cost 
estimate of the Congressional Budget 
Office)., 82-22274 


Report of the Committee on Education 


and Labor pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-11808, 82-29328 


Report on the activities of the Committee 


on Education and Labor during the ... 
Congress., 82-913 


Summary of major legislative action of 


the Committee on Education and 
Labor, U.S. House of Representatives, 
97th Congress, Ist session., 82-15075 


United States. Congress. House. Committee 


Congressional Budget Offfice)., 82- 
22255 


Description of H.R. 3904 : (as reported 
by the Committee on Education and 
Labor) relating to multiemployer pen- 
sion plan amendments scheduled for a 
hearing before the Committee on Ways 
and Means on February 19, 1980 : pre- 
pared for the use of the Committee on 
Ways and Means. /, 82-17378 


Documents relating to impoundment 
issues /, 82-17308 

Explanation of H.R. 3904 (as reported by 
the Committee on Education and 





on Education and Labor. Subcommittee on 

Elementary, Secondary, and Vocational 

Education. 

The Alien Education Impact Aid Act of 
1981 : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2954 ... hearing 
held in Washington, D.C., on October 
20, 1981., 82-17307 


Department of Defense dependents’ 
schools : joint hearings before the Sub- 
committee on Investigations of the 
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U.S. Congress. House. Committee on Education and Labor. Subcommittee on 


Committee on Post Office and Civil 
Service, and the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 29, 1981., 82-15181 


The Educational Testing Act of 1981 : 
joint hearings before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education and the Subcommittee 
on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1662 ... hearings held in Washington, 
D.C., on July 21, 22, November 4 and 
5, 1981., 82-24865 


The Electronic and Computer Technician 
Vocational Education Incentive Grants 
Act : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, on H.R. 5820 ... hearing 
held in San Francisco, Calif., on April 
16, 1982., 82-24866 


Elementary and Secondary Education 
Consolidation Act of 1981 : joint hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3645 ... hearing 
held in Washington, D.C. on May 28, 
1981., 82-2615 


Hearings on reauthorization of the Voca- 
tional Education Act of 1963 : hearings 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 66...., 82-17309 


Hearings on the administration’s fiscal 
year 1982 budget authorization for 
child nutrition : hearings before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 
10, 11, 12, 18, and 19, 1981., 82-2613 


Oversight hearing on major differences 
between H.R. 3982 and S. 1377 for 
education and child nutrition : hearing 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
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hearing held in Washington, D.C., on 
July 14, 1981., 82-12127 


Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on May 7, 1981., 
82-1045 


Oversight hearing on the administration’s 
1983 budget proposals for child nutri- 
tion : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, hearing held in New 
York, N.Y., on March 22, 1982., 82- 
29710 


Oversight hearing on the impact of feder- 
al budget cuts on local school districts : 
hearing before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, hearing held in Wash- 
ington, D.C. on February 2, 1982., 
82-29706 


Oversight hearings on meal pattern 
changes in the school lunch program : 
hearings before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C., on September 17 and 18, 
1981., 82-15076 


Oversight hearings on the impact of 
budget cuts on vocational education : 
hearings before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, hearings held in Wash- 
ington, D.C., on March 30, 31; and 
April 1, 1982., 82-29708 


Oversight hearings on the impact of fed- 
eral cutbacks on the school lunch pro- 
gram : hearings before the Subcommit- 
tee on Elementary, Secondary, and 
Vocational Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, hearings held in 
Washington, D.C. on October 22, No- 
vember 17, 18, 1981., 82-20262 


Oversight hearings on urban education : 
hearings before the Subcommittee on 
Elementary, Secondary, and Vocation- 
al Education of the Committee on 
Education and Labor, House of Repre- 
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sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C., on October 27, 28, and No- 
vember 6, 1981., 82-27243 


Oversight on impact of administration’s 
proposed budget cuts on Title I : hear- 
ings before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, second 
session, hearings held in Washington, 
D.C., on March 23, 24, 25, 1982., 82- 
29709 


Oversight on private schools : hearings 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
May 13, 14, September 16, 22, and 23, 
1981., 82-6793 


Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 


Social security student benefit cuts : joint 
hearing before the Subcommittee on 
Postsecondary Education and the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, second session, hearing held 
in Washington, D.C., on February 3, 
1982., 82-24868 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Employment Opportunities. 

Hearing on Civil Rights Act amendments 
of 1981 : hearing before the Subcom- 
mittee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, on H.R. 1454 ... hearing held in 
Washington, D.C., on January 27, 
1982., 82-24864 


Hearing on employment and training pro- 
posals : hearing before the Subcommit- 
tee on Employment Opportunities of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, on H.R. 5320 ... H.R. 5461 ... 
H.R. 5533 ... hearing held in New 
York, N.Y., on March 8, 1982., 82- 
29712 


Oversight hearing on equal employment 
opportunity in the National Football 
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League : hearing before the Subcom- 
mittee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, hearing held in Washington, D.C., 
on June 10, 1982., 82-29713 


Oversight hearing on full employment : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Los Angeles, Calif., on August 
13, 1981., 82-12130 


Oversight hearings on equal employment 
Opportunity and affirmative action : 
hearings before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session ...., 82- 
15073 


Oversight on CETA reauthorization : 
hearing before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Brattleboro, Vt., on November 
2, 1981., 82-15072 


Report on affirmative action and the fed- 
eral enforcement of equal employment 
opportunity laws /, 82-15074 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Health and Safety. 

Oversight hearings on OSHA—occupa- 
tional safety and health for federal em- 
ployees : hearings before the Subcom- 
mittee on Health and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 4, 
and 31, 1981., 82-6791 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Human Resources. 

Issues relating to the reauthorization of 
the Older Americans Act : hearing 
before the Subcommittee on Human 
Resources of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearings held in St. Joseph, 
Mo., on April 3, 1981., 82-6792 


Oversight hearing on the community 
services employment program for older 
Americans : hearing before the Sub- 
committee on Human Resources of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 





held in Washington, D.C., on March 
24, 1982., 82-29711 


Oversight hearing on the Head Start pro- 
gram : hearing before the Subcommit- 
tee on Human Resources of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, second session, hearing held 
in Washington, D.C., on February 23, 
1982., 82-29714 


Oversight hearing on the termination of 
the Community Services Administra- 
tion : hearing before the Subcommmit- 
tee on Human Resources of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on September 30, 
1981., 82-22409 


To extend the older Americans volunteer 


programs : hearing before the Subcom- 
mittee on Human Resources of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
2437 ... hearing held in Washington, 
D.C., on March 19, 1981., 82-12132 


To reauthorize and extend the Older 


Americans Act of 1965, as amended : 
hearing before the Subcommittee on 
Human Resources of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3046 ... hearing 
held in Washington, D.C., on April 29, 
1981., 82-1046 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 


Labor-Management Relations. 

The effects of budget cuts on the Bureau 
of Labor Statistics and changes in the 
consumer price index : hearing before 
the Subcommittee on Labor-Manage- 
ment Relations of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearing held in Washing- 
ton, D.C., on December 8, 1981., 82- 
29707 


ERISA : exemption from preemption for 
Hawaii Prepaid Health Care Act : 
hearings before the Subcommittee on 
Labor-Management Relations of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, second session, hearings 
held in Honolulu, Hawaii, on January 7 
and 8, 1982., 82-27240 


Oversight hearings on the Service Con- 
tract Act : hearings before the Sub- 
committee on Labor-Management Re- 
lations of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C. on 
November 4, 5, and December 10, 
1981., 82-24867 





United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Labor Standards. 

Hearing on Black Lung Benefits Act, 
part B of title IV : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-sixth Congress, second session, 
on H.R. 5785 ... hearing held in Wil- 
liamson, W. Va., on October 13, 1980., 
82-1043 


Hearings on the black lung trust fund : 
hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives,  Ninety-sixth Congress, 
second session, on H.R. 7745 ... hear- 
ings held in Washington, D.C., on 
August 27 and September 4, 1980., 
82-2612 


Occupational disease compensation and 
social security : hearing before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enty Congress, first session, hearing 
held in Washington, D.C., on October 
6, 1981., 82-12128 


Oversight hearing on the impact on com- 
pensation costs of reduced workplace 
health standards : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearing held in Washington, D.C., on 
April 9, 1981., 82-2614 


Proposed budget cuts for fiscal year 1982 
: hearing before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearing held in Washing- 
ton, D.C., on March 11, 1981., 82- 
1044 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Postsecondary Education. 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


The Educational Testing Act of 1981 : 
joint hearings before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education and the Subcommittee 
on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
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enth Congress, first session, on H.R. 
1662 ... hearings held in Washington, 
D.C., on July 21, 22, November 4 and 
5, 1981., 82-24865 


National security and economic growth 
through foreign language improvement 
: hearings before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3231 ... 
hearings held in Washington, D.C., on 
July 14, 15, New Haven, Conn., Sep- 
tember 25, 1981., 82-6790 


Oversight hearing on Tribally Controlled 
Community College Assistance Act : 
hearing before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C. on July 23, 1981., 
82-27242 


Oversight on student financial aid pro- 
grams : hearing before the Subcommit- 
tee on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Washington, D.C., on October 
15, 1981., 82-20263 


Social security student benefit cuts : joint 
hearing before the Subcommittee on 
Postsecondary Education and the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, second session, hearing held 
in Washington, D.C., on February 3, 
1982., 82-24868 


Teacher preparation; problems and pros- 
pects : hearings before the Subcommit- 
tee on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C., September 9 
and 10, 1981., 82-20264 


United States. Congress. House. Committee 


on Education and Labor. Subcommittee on 

Select Education. 

Elementary and Secondary Education 
Consolidation Act of 1981 : joint hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 3645 ... hearing 
held in Washington, D.C. on May 28, 
1981., 82-2615 


Oversight hearing on Architectural and 


Transportation Barriers Compliance 
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Board : hearing before the Subcommit- 
tee on Select Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C. on November 6, 
1981., 82-22408 


Oversight hearing on National Institute 
of Education : hearing before the Sub- 
committee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearing 
held in Washington, D.C., on June 18, 
1981., 82-12131 


Oversight hearings on the National Insti- 
tute of Handicapped Research : joint 
hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor and the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearings held in Washington, 
D.C., on October 1, 2, 1981., 82- 
27241 


Reauthorization of the domestic volun- 
teer programs of the ACTION agency 
: hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, hearings held in Washing- 
ton, D.C. on April 30 and May 1, 
1981., 82-12133 


Section-by-section explanation and Ram- 
seyer rule print of child abuse preven- 
tion and treatment amendments of 1981 
(H.R. 2318) as reported by the Sub- 
committee on Select Education., 82- 
2616 


United States. Congress. House. Committee 

on Energy and Commerce. 

Authorizations for National Telecommu- 
nications and Information Administra- 
tion : report (to accompany H.R. 6162) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-24646 


The changing distribution of industrial 
profits : the oil and gas industry within 
the Fortune 500, 1978-80 : report of the 
Committee on Energy and Commerce, 
U.S. House of Representatives., 82- 
2420 


Communications Technical Amendments 
Act of 1982 : report together with ad- 
ditional views (to accompany H.R. 
5008) (including cost estimate of the 
Congressional Budget Office)., 82- 
29332 

Compilation of selected acts within the 
jurisdiction of the Committee on 
Energy and Commerce /, 82-29722 


Contempt of Congress : hearings before 
the Subcommittee on Oversight and In- 
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vestigations and the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
on the congressional proceedings 
against Interior Secretary James G. 
Watt for withholding subpenaed docu- 
ments and for failure to answer ques- 
tions relating to reciprocity under the 
Mineral Lands Leasing Act, October 
14, November 13, 19, 1981, February 9, 
25, and March 16, 1982., 82-15096 


Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the 
emergency building temperature re- 
strictions originally imposed July 16, 
1979 pursuant to section 201(b) of the 
Energy Policy and Conservation Act 
of 1975., 82-11779 


Energy Conservation Daylight Saving 
Act of 1981 : report together with ad- 
ditional views (to accompany H.R. 
4437) (including cost estimate of the 
Congressional Budget Office), 82- 
2393 


Extension of certain international energy 
authorities : report (to accompany S. 
1475) (including cost estimate of the 
Congressional Budget Office)., 82- 
2395 


FTC used motor vehicle rule : report to- 
gether with dissenting, additional, and 
supplemental views (to accompany H. 
Con. Res. 178) (including cost estimate 
of the Congressional Budget Office)., 
82-14654 


International Travel Act authorization 
for 1983 : report together with minor- 
ity and additional views (to accompany 
H.R. 6258) (including cost estimate of 
the Congressional Budget Office)., 82- 
22284 


Jurisdiction over certain common carriers 
by water in foreign commerce : report 
together with additional views (to ac- 
company H.R. 3637) (including cost es- 
timate of the Congressional Budget 
Office)., 82-20012 


Motor Vehicle Safety and Cost Savings 
Authorization Act of 1982 : report (to 
accompany H.R. 6273) (including cost 
estimate and comparison of the Con- 
gressional Budget Office)., 82-27002 


National Energy Emergency Prepared- 
ness Act of 1982 : report (to accompa- 
ny H.R. 6337) (including cost estimate 
and comparison of the Congressional 
Budget Office)., 82-27004, 82-27005 

National energy policy plan : message 
from the president Of the United States 
transmitting the national energy policy 
plan, pursuant to section 801 of the De- 
partment of Energy Organization Act., 
82-17033 
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Nuclear waste disposal : communication 
from the president of the United States 
transmitting initiatives on the safe and 
efficient disposal of nuclear waste., 
82-22212 


Program of the Committee on Energy 
and Commerce for the 97th Congress : 
report of the Committee on Energy 
and Commerce /, 82-15082 


A proposal to transfer the functions of 
the Department of Energy to other 
agencies : message from the president 
of the United States transmitting a pro- 
posal for legislation to transfer the 
functions of the Department of Energy 
to other agencies, to maintain continu- 
ity in vital programs and relationships, 
to recognize the Federal Energy Regu- 
latory Commission as a separate inde- 
pendent regulatory agency, and for 
other purposes., 82-24583 


Proposed purchase of Marathon Oil Co. 
by Mobil Oil Corp. : joint hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate and the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session on proposed purchase of 
Marathon Oil Co. by Mobil Oil Corp., 
November 23, and December 14, 1981., 
82-20244 


Rail Safety and Service Improvement 
Act of 1982 : report together with ad- 
ditional views (to accompany H.R. 
6308) (including cost estimate of the 
Congressional Budget Office)., 82- 
24647 


The Reagan-Bush transition team’s activi- 
ties at six selected agencies : report to 
the chairman, Committee on Energy 
and Commerce, House of Representa- 
tives /, 82-13732 


Record Carrier Competition Act of 1981 
: report (to accompany H.R. 4927) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-20004 


Report of the Committee on Energy and 
Commerce pursuant to section 
302(b)(2) of the Congressional Budget 
Act of 1974., 82-26985 


Report on the activity of the Committee 
on Energy and Commerce for the ... 
Congress, ... session., 82-14662 

The Strategic future : anticipating tomor- 
row’s crises: areport /, 82-2621 

Summary report Department of Energy 
sunset review : message from the presi- 
dent of the United States transmitting a 
summary of the program-by-program 
analysis of the Department of Energy 
required by section 1001 of Public Law 
95-91., 82-14637 
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U.S. energy outlook : a demand perspec- 
tive for the eighties : a report /, 82- 
1048 


Uniform margin requirements : report (to 
accompany H.R. 4145) (including cost 
estimate of the Congressional Budget 
Office)., 82-2396 


Waivers of Alaska gas pipeline : report 
together with concurring, supplemen- 
tal, dissenting, separate, and additional 
views (to accompany H.J. Res. 341 ... 
referred jointly to the Committee on 
Energy and Commerce and the Com- 
mittee on Interior and Insular Affairs) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-24596 


Waivers to permit expedited construction 
of the Alaska natural gas transportation 
system : message from the president of 
the United States transmitting proposed 
waivers of various provisions of law to 
permit expedited construction of the 
Alaska natural gas _ transportation 
system, pursuant to section 8(g) of 
Public Law 94-586., 82-29265 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Commerce, Transportation, and 
Tourism. 

Amtrak authorization and rail passenger 
corridor development : hearings before 
the Subcommittee on Commerce, 
Transportation, and Tourism of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 10 
and 25, 1981., 82-6805 


Consolidated Rail Corporation : hearings 
before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
on Conrail commuter service in the 
Northeast, February 17, and March 18, 
1981, Conrail and a coal port facility, 
February 23, 1981, future of Conrail 
and rail service problems in the North- 
east and Midwest, March 19, and April 
2, 1981, commuter rail service cost dis- 
pute between Conrail and Septa, July 
13, 1981., 82-1050 


Federal Trade Commission’s rule regulat- 
ing the sale of used motor vehicles : 
hearings before the Subcommittee on 
Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, on H. Con. 
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hearing before the Subcommittee on 
Telec« i Consumer Pro- 
tection, and Finance, and the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Energy and Com- 
merce, House Representatives, Ninety- 
seventh Congress, first session, Septem- 
ber 24, 1981., 82-15092 


Financial crisis confronting public broad- 
casting : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
11, 1982., 82-29733 


Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 


ations, 








Congress. House. Committee on Energy and Commerce. Subcommittee on 


Subcommittee on Telec« 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Motor vehicle safety issues : hearings 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, On registration of tires and 
public notice of defective tire recall— 
H.R. 1508, June 4, 1981 : status of 
NHTSA’s regulatory review, July 29, 
1981., 82-12149 


Motor Vehicle Theft Law Enforcement 
Act : hearing before the Subcommittee 
on Telecommunications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on H.R. 
4325 ... February 4, 1982., 82-22417 


Proposed antitrust settlement of U.S. v. 
A.T. & T. : joint hearings before the 
Subcommittee on Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce and the Subcommittee on Mo- 
nopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, second session, January 26 and 
28, 1982., 82-24876 


Radio broadcasting to Cuba : hearing 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, second 
session, on H.R. 5427 ... May 10, 1982., 
82-29725 


Record Carrier Competition Act of 1981 
: hearing before the Subcommittee on 
Telecc ications, Consumer Pro- 
tection, and Finance of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 15, 1981., 
82-17317 


Satellite communications/direct broadcast 
satellites : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
15, 1981., 82-15094 


The securities industry : economic impli- 
cations for the future : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 


ications, 

















nance of the Committee on Energy and 
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Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 17 and 18, 1981., 82-2626 


Social/behavioral effects of violence on " 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 
21, 1981., 82-15095 


Status of competition and deregulation in 
the telecc ications industry : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, May 20, 27, and 28, 1981., 
82-2624 


Telec« and information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecc ications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 


ications and its impact on 
the New England economy : hearing 
before the Subcommittee on Telecom- 
munications, Consumer Protection, and 
Finance of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 5, 1981., 82-17316 


Telecc ications in transition : the 
status of competition in the telecommu- 
nications industry : a report /, 82- 
2622 


Telecc ications miscellaneous : hear- 
ings before the Subcommittee on Tele- 
communications, Consumer Protection, 
and Finance of the Commitee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session ...., 82-15084 


Unauthorized reception on subscription 
television : hearing before the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
4717 ... November 17, 1981., 82-15091 


User needs and concerns in telecommuni- 
cations marketplace : hearings before 
the Subcommittee on Telecommunica- 
tions, Consumer Protection, and Fi- 
nance of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 23, 24, August 18, 19, and Sep- 
tember 11, 1981., 82-15083 
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United States. Congress. House. Committee 
on Energy and Natural Resources. 
Crater Lake National Park boundary ad- 
justment : report (to accompany S. 
1119)., 82-24520 


United States. Congress. House. Committee 
on Environment and Public Works. 
Wetland management : a report /, 82- 

27318 


United States. Congress. House. Committee 
on Foreign Affairs. 

Action with respect to Iran : message 
from the president of the United States 
transmitting a report on actions he has 
taken or proposes to take with respect 
to Iran, pursuant to section 204(b) of 
the International Emergency Economic 
Powers Act., 82-17031 


Additional authorizations of appropri- 
ations for the fiscal year 1983 for the 
International Communication Agency, 
and for other purposes : report (to ac- 
company H.R. 5998) (including cost es- 
timate of the Congressional Budget 
Office)., 82-24610 


Africa : observations on the impact of 
American foreign policy and develop- 
ment programs in six African countries 
: report of a congressional study mis- 
sion to Zimbabwe, South Africa, 
Kenya, Somalia, Angola, and Nigeria, 
August 4-22, 1981, submitted to the 
Committee on Foreign Affairs, U.S. 
House of Representatives., 82-27258 


Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Indonesia concerning peace- 
ful uses of nuclear energy with accom- 
panying agreed minute, pursuant to 
section 123d, of the Atomic Energy 
Act of 1954 as amended., 82-14595 


Allocation of budget totals under the first 
concurrent resolution on the budget for 
fiscal year 1982 : submitted pursuant to 
section 302 of the Congressional 
Budget Act of 1974 /, 82-22253 


Amendments to the Foreign Assistance 
Act of 1961 : nuclear prohibitions and 
certain human rights matters : hearings 
and markup before the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 5015, H. Res. 286, No- 
vember 20 and December 8, 1981., 
82-15113 


Authorizing appropriatons for fiscal year 
1982 and 1983 for the Department of 
State, the International Communication 
Agency, the Board for International 
Broadcasting, and the Inter-American 
Foundation: report (to accompany 
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H.R. 3518) (including cost estimate of 
the Congressional Budget Office)., 82- 
19996 


Caribbean-Central America Economic 
Revitalization Act of 1982 : report to- 
gether with additional views (to ac- 
company H.R. 6755) (including cost es- 
timate of the Congressional Budget 
Office)., 82-29322 


Central American and Caribbean security 
assistance : message from the president 
of the United States transmitting a 
draft of proposed legislation to amend 
the Foreign Assistance Act of 1961 to 
authorize assistance in support of 
peaceful and democratic processes of 
development in Central America, with 
special attention to reestablishing con- 
ditions of stability and growth in the 
Nicaraguan economy and to provide 
additional economic support for other 
countries in Central America and the 
Caribbean, and for other purposes., 
82-22192 


Chronologies of major developments in 
selected areas of foreign affairs, 82- 
8985 


Committee on Foreign Affairs administra- 
tive procedures., 82-4233 


Congress and foreign policy., 82-15112 


Continuation of national emergency with 
respect to Iran : message from the 
president of the United States transmit- 
ting a notice extending the national 
emergency declared on November 14, 
1979, and previously extended on No- 
vember 12, 1980, pursuant to section 
202(d) of Public Law 94-412., 82- 
22247 


Continuing the national emergency with 
respect to the situation in Iran : mes- 
sage from the president of the United 
States transmitting a notice extending 
the national emergency declared on 
November 14, 1979, pursuant to section 
202(d) of Public Law 94-412., 82- 
19948 


Country reports on human rights prac- 
tices : report submitted to the Commit- 
tee on Foreign Relations, U.S. Senate 
and Committee on Foreign Affairs, 
U.S. House of Representatives by the 
Department of State in accordance 
with sections 116(d) and 502B(b) of the 
Foreign Assistance Act of 1961, as 
amended., 82-15114, 82-15121 


Creation of the multinational force and 
observers (MFO) for the Sinai : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East, House of Representatives, 
Ninety-seventh Congress, first session, 
H.J. Res. 349, July 21, 28, and October 
27, 1981., 82-20292 
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Czechoslovakian Claims Settlement Act 
of 1981 : report together with addition- 
al views (to accompany H.R. 5125) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-29295 


The Deep Seabed Hard Mineral Act : 
authorization for fiscal years 1983-85 : 
hearing and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committee on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, second session, on H.R. 6120, 
May 10 and 13, 1982., 82-27260 


Deep Seabed Hard Mineral Resources 
Act reauthorization : report together 
with additional views (to accompany 
H.R. 6120 ... referred jointly to the 
Committee on Interior and Insular Af- 
fairs, the Committee on Merchant 
Marine and Fisheries, and the Commit- 
tee on Foreign Affairs) (including cost 
estimate of the Congressional Budget 
Office)., 82-22272 


Disapproving the proposed sales to Saudi 
Arabia of E-3A airborne warning and 
control system (AWACS) aircraft, con- 
formal fuel tanks for F-15 aircraft, 
AIM-9L _sidewinder missiles, and 
Boeing 707 aerial refueling aircraft : 
report together with supplemental, ad- 
ditional, and dissenting views (to ac- 
company H. Con. Res. 194)., 82- 
17046 


East-West relations—U.S. security assist- 
ance : hearing before the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, second 
session, March 2, 1982., 82-24891 


Executive-legislative consultation on for- 
eign policy : sanctions against Rhode- 
sia., 82-29742 

Export of special nuclear material and 
components to India : message from 
the president of the United States 
transmitting an executive order author- 
izing the export of low-enriched urani- 
um and of replacement parts for use at 
the Tarapur Atomic Power Station in 
India, pursuant to section 126b.(2) of 
the Atomic Energy Act of 1954, as 
amended., 82-29209 


Final negotiations and settlement of 
claims against Czechoslovakia : hear- 
ings and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tees on Europe and the Middle East, 
and on International Economic Policy 
and Trade, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2631 and on H.R. 5125, June 
24, December 7 and 9, 1981., 82- 
20286 


Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 





January—December 1982 


section 36 of the Arms Control and 
Disarmament Act., 82-24892 


Human rights—Soviet Union : markup 
before the Committee on Foreign Af- 
fairs and its Subcommittee on Human 
Rights and International Organizations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on H. 
Res. 200, H. Con. Res. 218, H.J. Res. 
230, H. Con. Res. 205, H.J. Res. 373, 
H. Res. 269, February 3 and April 1, 
1982., 82-22423 


Human rights—Ukraine and the Soviet 
Union : hearing and markup before the 
Committee on Foreign Affairs and its 
Subcommittee on Human Rights and 
International Organizations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H. Con. Res. 
111, H. Res. 152, H. Res. 193, July 28, 
July 30, and September 17, 1981., 82- 
12158 


Humanitarian assistance for the people of 
Lebanon : report (to accompany H.R. 
6631) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
29303 


International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress 
after the expiration of the sixty-day 
period specified by law, pursuant to 1 
U.S.C. 112b(b)., 82-14641 


International narcotics control : hearings 
before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, second session, April 
20, 21, and 22, 1982., 82-27263 


International Security and Development 
Cooperation Act of 1982 : report to- 
gether with additional, minority, and 
supplemental views (to accompany 
H.R. 6370) (including cost estimate of 
the Congressional Budget Office)., 82- 
22277 


Issues in relations between the United 


States and Western Europe, fall 1981 : 
report of a study mission to Western 
Europe, November 4-13, 1981 to the 
Committee on Foreign Affairs, U.S. 
House of Representatives., 82-22424 


Legislation on foreign relations through 
4, 82-15123, 82-17336 


Legislation on foreign relations through 
1980., 82-24893 


U.S. Congress. House. Committee on Foreign Affairs. 


tion and facilitate expansion of eco- 
nomic opportunity in the Caribbean 
Basin region., 82-19989 


The Middle East and Europe, energy, 
autonomy, and development : report of 
a congressional study mission to the 
Organization for Economic Coopera- 
tion and Development, the Internation- 
al Atomic Energy Agency, Israel, 
Saudi Arabia, Egypt, and Greece, No- 
vember 24-December 4, 1981 : submit- 
ted to the Committee on Foreign Af- 
fairs, U.S. House of Representatives., 
82-20290 


Multinational force and observers partici- 
pation resolution : report of the Com- 
mittee on Foreign Affairs together 
with additional views (including cost 
estimate of the Congressional Budget 
Office) on H.J. Res. 349 ....,  82-11813 


Progress in Cyprus negotations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem pursuant to section 620(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-14604, 82-19987, 82- 
22198 


Progress in Cyprus negotations communi- 
cation from the president of the United 
States transmitting a report on progress 
toward the conclusion of a negotiated 
solution of the Cyprus problem, pursu- 
ant to section 620C(c) of the Foreign 
Assistance Act of 1961, as amended., 
82-19982 


Progress in Cyprus negotiations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward conclusion of a negoti- 
ated solution of the Cyprus problem, 
pursuant to section 620C(c) of the For- 
eign Assistance Act of 1961, as amend- 
ed., 82-29259, 82-29263, 82-29276 


Proposed U.S. assistance and arms trans- 
fer to Pakistan : an assessment : report 
of a staff study mission to Pakistan and 
India, September 30-October 17, 1981 
to the Committee on Foreign Affairs, 
U.S. House of Representatives., 82- 
12166 


Radio Broadcasting to Cuba Act : report 
together with dissenting and additional 
views (to accompany H.R. 5427) (in- 
cluding cost estimate and comparison 
of the Congressional Budget Office)., 
82-22266 


Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6576 


Report on the nonaligned countries’ com- 
munique of September 1981 : communi- 
cation from the president of the United 
States transmitting a report listing the 
countries which have disassociated 
themselves from the nonaligned coun- 
tries’ communique of September 1981, 
and their methods of disassociation, 
pursuant to the section 720(b) of Public 
Law 97-113., 82-14635 


Restrictions on agricultural commodity 
exports of the U.S.S.R. : communica- 
tion from the president of the United 
States transmitting a report on restric- 
tions he has imposed on agricultural 
commodity exports to the U.S.S.R. in 
response to the Soviet invasion of Af- 
ghanistan, pursuant to sections 6(e) and 
7(g) of the Export Administration Act 
of 1979., 82-22193 


Review of U.S. foreign policy : hearings 
before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, Novem- 
ber 12, 1981., 82-12168 


The role of international security assist- 
ance in U.S. defense policy : hearing 
before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, second _ session, 
March 10, 1982., 82-29743 


Role of private sector in development 
abroad : hearings before the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, February 24 and 25, 
1982., 82-29747 


Rules of the Committee on Foreign Af- 
fairs, House of Representatives., 82- 
6828 


Security and economic assistance to Paki- 
stan : hearings and markup before the 
Committee on Foreign Affairs, House 
of Representatives, and its Subcommit- 
tees on International Security and Sci- 
entific Affairs, on International Eco- 
nomic Policy and Trade, and on Asian 


and Pacific Affairs, Ninety-seventh 
Congress, first session, on H. Con. Res. 
211, April 27, September 16, 22, 23, 
November 17 and 19, 1981., 82-20293 


The Soviet occupation of Afghanistan 
and certain human rights matters : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 


Legislative calendar /, 82-8984 

Legislative review activities of the Com- 
mittee on Foreign Affairs., 82-26941 

List of contents of bound volumes /, 82- 
15115 

Message from the president of the United 
States transmitting a proposal for legis- 
lation to promote economic revitaliza- 


Reauthorizing the Deep Seabed Hard 
Minerals Resources Act for fiscal years 
1983, 1984, and 1985 : report (to ac- 
company H.R. 6120 ... referred jointly 
to the Committee on Interior and Insu- 
lar Affairs, Merchant Marine and Fish- 
eries and Foreign Affairs) (including 
the cost estimate of the Congressional 
Budget Office)., 82-22271 
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gress, second session on H. Con. Res. 
100, March 16, 1982., 82-27264 


Supplement to Country reports on human 
rights practices, Iran : report submitted 
to the Committee on Foreign Rela- 
tions, U.S. Senate and Committee on 
Foreign Affairs, U.S. House of Repre- 
sentatives : in accordance with sections 
116(d) and 502B (b) of the Foreign As- 
sistance Act of 1961, as amended /, 
82-17335 


Survey of activities, 82-17327 


U.N. third Conference on the Law of the 
Sea (resumed 10th session) : Geneva, 
Switzerland, August 3-28, 1981 : report 
submitted to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
82-2645 


U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


U.S. policy options in El Salvador : hear- 
ing and markup before the Committee 
on Foreign Affairs and its Subcommit- 
tee on Inter-American Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session on H. Con. Res. 
197, H. Con. Res. 212, September 24, 
November 5, and 19, 1981., 82-12167 


U.S. relations with the Pacific area : 
report of a study mission to Fiji, New 
Zealand, Australia, Singapore, Thai- 
land, Hong Kong, and Taiwan, August 
6-24, 1981 /, 82-2643 


United States-Australia agreement on 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Australia concerning peace- 
ful uses of nuclear energy, pursuant to 
section 123d. of the Atomic Energy 
Act of 1954, as amended (92 Stat. 
144)., 82-11727 


United States-Bangladesh agreement of 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement for cooperation be- 
tween the United States of America 
and the People’s Republic of Bangla- 
desh concerning peaceful uses of nucle- 
ar energy, pursuant to section 123d. of 
the Atomic Energy Act of 1954, as 
amended., 82-11802 

United States-Columbia agreement on 
civil uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement for cooperation between the 
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United States of America and the gov- 
ernment of the Republic of Columbia 
concerning civil uses of nuclear 
energy, pursuant to section 123d. of the 
Atomic Energy Act of 1954, as amend- 
ed., 82-24576 


United States relations with Japan and 
Korea : security issues : report of a 
staff study mission to Japan and Korea, 
July 23-August 15, 1981 to the Com- 
mittee on Foreign Affairs, U.S. House 
of Representatives., 82-29750 


Views and estimates of the Committee on 
Foreign Affairs on the budget for fiscal 
year... /, 82-15111 


Waiver extension : communication from 
the president of the United States 
transmitting notice of his intention to 
issue an executive order extending for 
an additional year the waiver of the 
application of restrictions governing 
the retransfer or reprocessing of nucle- 
ar fuel exported from the United States 
to the European Atomic Energy Com- 
munity (EURATOM), pursuant to sec- 
tion 126a (2) of the Atomic Energy 
Act of 1954, as amended., 82-29277 


Waiving certain requirements of the Ag- 
ricultural Trade and Development Act 
of 1954 : communication from the 
president of the United States transmit- 
ting notice of waiving the requirement 
of section 302(c) (1) (C) of the Agricul- 
tural Trade Development and Assist- 
ance Act of 1954 as amended, that at 
least 15 percent of the aggregate value 
of all agreements entered into under 
Title I in fiscal year 1981 also be en- 
tered into under the provisions of Title 
III, pursuant to section 302(c) (2), of 
the act., 82-29278 


The war powers resolution : a special 
study of the Committee on Foreign Af- 
fairs., 82-20296 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Africa. 

Enforcement of the United States arms 
embargo against South Africa : hearing 
before the Subcommittee on Africa of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
30, 1982., 82-29749 


Libya-Sudan-Chad triangle : dilemma for 
United States policy : hearings before 
the Subcommittee on Africa of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, October 29 and 
November 4, 1981., 82-29745 

Political and economic situation in 
Zaire—fall 1981 : hearing before the 
Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 
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gress, first session, September 15, 1981., 
82-12170 


The possibility of a resource war in 
southern Africa : hearing before the 
Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 8, 1981., 82- 
20285 


U.S. policy toward Namibia : spring 1981 
: hearing before the Subcommittee on 
Africa of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 17, 1981., 82-4234 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Asian and Pacific Affairs. 

Foreign assistance legislation for fiscal 
year 1983 : hearings and markup before 
the Subcommittee on Asian and Pacific 
Affairs of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion., 82-27261 


Kampuchea and American foreign policy 
interests : hearing before the Subcom- 
mittee on Asian and Pacific Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 23, 
1981., 82-27262 


The new era in East Asia : hearings 
before the Subcommittee on Asian and 
Pacific Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19, 20, 28, June 3, 10, and 
July 16, 1981., 82-2640 


Prisoners of war/missing in action : over- 
sight : hearing before the Subcommit- 
tee on Asian and Pacific Affairs of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-2644 


Security and economic assistance to Paki- 
stan : hearings and markup before the 
Committee on Foreign Affairs, House 
of Representatives, and its Subcommit- 
tees on International Security and Sci- 
entific Affairs, on International Eco- 
nomic Policy and Trade, and on Asian 
and Pacific Affairs, Ninety-seventh 
Congress, first session, on H. Con. Res. 
211, April 27, September 16, 22, 23, 
November 17 and 19, 1981., 82-20293 


Taiwan agents in America and the death 
of Prof. Wen-chen Chen : hearings 
before the Subcommittees on Asian and 
Pacific Affairs and on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 30 and Oc- 
tober 6, 1981., 82-15117 
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U.S. policy toward Indochina since Viet- 
nam’s occupation of Kampuchea : hear- 
ings before the Subcommittee on Asian 
and Pacific Affairs of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 15, 21, and 22, 
1981., 82-17331 


U.S. policy toward the Philippines : hear- 
ing before the Subcommittees on Asian 
and Pacific Affairs, and on Human 
Rights and International Organizations 
of the Committee cn Foreign Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15118 
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Europe and the Middle East. 

Creation of the multinational force and 
observers (MFO) for the Sinai : hear- 
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1981., 82-15132 Activities and Transportation 
Subcommittee. 


before a subcommittee of the Commit- 


May 19 and 20, 1981., 82-1065 


Proposed closing of four FTC regional 
offices : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, April 22, 1982., 82-27281 


United States. Congress. House. Committee 
on Government Operations. Environment, 
Energy, and Natural Resources 
Subcommittee. 

DOE failure to release oil company over- 
charge funds : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, March 24, 1982., 82- 
27277 


DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 


Economic impact of natural gas decon- 
trol : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, January 21, 1982., 82-29756 


Environmental Protection Agency, pri- 
vate meetings and water protection 
programs : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 21 and November 4, 
1981., 82-27278 


EPA regulatory delay impact on industry 
and state environmental programs : 
Connecticut : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 


NRC licensing speedup : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 18, 1981., 82- 
12192 


Nuclear safety : is NRC enforcement 
working? : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 14, 1981., 82-20309 


Nuclear safety—three years after Three 
Mile Island : joint hearing before cer- 
tain subcommittees of the Committees 
on Government Operations and Interi- 
or and Insular Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, March 12, 1982., 82- 
24901 


Ocean dumping of radioactive waste off 
the Pacifif coast : hearing before a sub- 
committee of the Committee Oper- 
ations, House of Representatives, 
Ninety-sixth Congress, second session, 
October 7, 1980., 82-1064 


Offshore leasing, Department of the Inte- 
rior oversight : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 1 and 28, 1981., - 82- 
17340 


SFC oversight : goals of the Reagan 
board of directors : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 17, 1981., 
82-12196 


Waste, fraud, and abuse at the Depart- 
ment of Energy : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 


The administration’s proposals to help the - 


U.S. auto industry : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 13 and 14, 
1981., 82-6839 


Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
April 13,1981., 82-1061 


Potential safety implications of budget’ 
cuts and staff reductions at the Federal 
Aviation Administration hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, July 20 and 21, 
1981., 82-24900 


Reform contracting procedures and con- 
tract supervision practices of the feder- 
al government : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 2580 ... Septem- 
ber 14 and 15, 1981., 82-15134 


Status of and future plans for the FAA's 
air traffic control system : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session., 82-24899 


Status of federal program to donate sur- 
plus personal property to state and 
local organizations : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 29, 1981., 82- 
29761 


tives, Ninety-seventh Congress, first 
session, November 25, 1981., 82-24897 


Impact of EPA programs on Connecticut 
air quality : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, second session, March 25, 1982., 
82-29757 


second session, March 31, 1982., 82- 
27276 


Weaknesses in the Department of Energy 


financial controls : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, November 12, 1981., 
82-12188 


United States. Congress. House. Committee 

on Government 

Intergovernmental Relations and Human 

Resources Subcommittee. 

Current condition of American federalism 
: hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- “ 


Lead in gasoline : public health dangers : 
hearing before a subcommittee of the 
Committee on Government Operations, 


enth Congress, first session, April 7, 8, 
9, 29, 30, May 13, 14, June 17, 18, and 
October 6, 1981., 82-15129 
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Expanding the membership of the Advi- 
sory Commission on Intergovernmental 
Relations : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, second 
session, on H.R. 2016 ... H.R. 5192 ... 
April 21, 1982., 82-29755 


Federal payments in lieu of property 
taxes : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 928 and related bills ... Octo- 
ber 14, 20, and 27, 1981., 82-15130 


Fraud and abuse involving food stamps 
and other federal programs : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 28, 
1981., 82-15131 


Improving the financial management and 
audit of federal assistance programs : 
the “single audit” concept : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, second session on H.R. 4133, 
to provide for improved financial man- 
agement and audit of federal assistance 
programs and H.R. 4835, to provide 
for uniform financial management and 
audit standards, and for other purposes, 
March 31 and April 1, 1982., 82- 
27280 


United States. Congress. House. Committee 
on Government Operations. Legislation 
and National Security Subcommittee. 
AID’s administrative and management 

problems in providing foreign econom- 
ic assistance : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 6, 1981., 82-15126 


Defense Department’s failure to properly 
manage conventional ammunition 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
18, 1981., 82-15127 


Department of Defense Authorization 
Act of 1982 : hearing before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session on H.R. 3519 ... June 3, 1981., 
82-2660 


Departments’ and agencies’ continued 


February 25, June 16, and July 23, 
1981., 82-2658 


Failures of the North American Aero- 


space Defense Command’s (NORAD) 
attack warning system : hearings before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 19 and 20, 
1981., 82-12191 


Federal agencies negligent in collecting 


debts arising from audits : report to the 
chairman, Legislation and National Se- 
curity Subcommittee, House Commit- 
tee on Government Operations /, 82- 
18693 


Impact on Small Business Administra- 


tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 7 and 29, 1981., 82-6845 


Inadequate control over government ma- 


terial furnished to DOD contractors : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 1, 
1981., 82-12187 


Inspector General Act Amendments of 


1981 : hearing before a subcommittee 
of the Committee on Government 
Opertions, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2098 ... April 8, 1981., 82- 
12190 


Prompt Payment Act of 1981 : hearings 


before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first and second sessions, on 
H.R. 4709 ... December 2, 1981 and 
January 26, 1982., 82-20310 


Review of the administration of shared 


support services for U.S. agencies 
overseas : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 22 and 24, 1981., 82- 
12194 


Viability of the Social Security Adminis- 


tration’s (SSA) computer systems 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
23, 1981., 82-12195 


Author Index 


Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, May 8, 
June 23 and 24, 1981., 82-24896 


Compensating and rehabilitating injured 


federal workers : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 29 and May 6, 1981., 
82-1062 


Dismantlement of the Community Serv- 


ices Administration : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 1, 2, and 28, 
1981., 82-2659 


Effectiveness of the Community Services 


Administration closure hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 6 and 
7, 1981., 82-12186 


HUD management’s responsiveness to in- 


spector general reports hearings 
before a subscommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, March 11 and 
12, 1981., 82-4241 


HUD’s support of local public housing 


authorities : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 19 and 20, 1981., 82- 
4242 


HUD’s support of the housing counseling 


program : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
October 27, 1981., 82-20308 


Improving the administration of the Civil 


Service disability retirement program : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
16, 1981., 82-12185 


Voluntarism and the role of Action : 


hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Febru- 
ary 2 and 3, 1982., 82-29754 


United States. Congress. House. Committee 


failure to follow up and resolve audit | United States. Congress. House. Committee 
findings : hearings before a subcommit- on Government Operations. Manpower and 
tee of the Committee on Government Housing Subcommittee. 

Operations, House of Representatives, CETA : reduction and redirection : hear- 
Ninety-seventh Congress, first session, ings before a subcommittee of the 
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mitice of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 16 and 22, 1981., 
82-6842 


United States. Congress. House. Committee 
on Government Operations. Subcommittee 
on Government Information and Individual 
Rights. 

Continued examination of the Postal 
Service plan for a nine-digit zip code : 
hearings before a subcommittee of the 
Committe on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 26 
and September 10, 1981., 82-2662 


Executive order on security classification 
: hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
10 and May 5, 1982., 82-27279 


Freedom of Information Act oversight : 
hearings before a Subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 14, 15, 
and 16, 1981., 82-2661 


The government’s classification of private 
ideas : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-sixth Congress, second session, 
February 28, March 20, and August 21, 
1980., 82-12189 


The government's classification of private 
ideas : thirty-fourth report /, 82-911 


International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


Is the military postal system a conduit for 
drugs and other contraband? : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-15133 


Security classification policy and execu- 
tive order 12356 : twenty-ninth report 
/, 82-29331 


Should the Federal Reserve offer elec- 
tronic funds transfer services? : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-seventh 
Congress, first session, October 22, 
1981., 82-29759 


Should the Postal Service offer electronic 
mail? : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-seventh Congress, first session, 
October 5, 1981., 82-12193 





U.S. Congress. House. Committee on Interior and Insular Affairs. 


VA _ Vietnam veterans’ readjustment 
counseling program : hearing before a 
Subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 19, 1981., 
82-6846 


United States. Congress. House. Committee 
on House Administration. 

Authorization of appropriations for Fed- 
eral Election Commission for fiscal 
year 1983 : report (to accompany H.R. 
6256) (including cost estimate of the 
Congressional Budget Office)., 82- 
24618 


Authorization of Franklin Delano Roose- 
velt Memorial : report together with 
minority and supplemental views (to 
accompany H.J. Res. 400) (including 
cost estimate and comparison of the 
Congressional Budget Offfice)., 82- 
24642 


Calendar of business /, 82-8989 


The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 


Early election returns and projections af- 
fecting the electoral process : hearings 
held jointly before the Committee on 
House Administration and the Subcom- 
mittee on Telecc ications, Con- 
sumer Protection, and Finance of the 
Committee on Energy and Commerce, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, June 10, 
1981, Washington, D.C., June 29, 1981, 
Sacramento, California, July 7, 1981, 
Seattle, Washington., 82-22435 


Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


Memorial addresses and other tributes in 
the Congress of the United States on 
the life and contributions of Mamie 
Doud Eisenhower, 1896-1979, Ninety- 
sixth Congress, first session., 82-19951 


Providing amounts from the contingent 
fund of the House for expenses of in- 
vestigations and studies by standing 
and select committees of the House in 
the 2d session of the 97th Congress : 
report together with supplemental and 
minority views (to accompany H. Res. 
378)., 82-20016 

Report on the activities of the Committee 
on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


Do not order from index; see indicated entry 








Telephone directory /, 82-8910, 82- 
17095 


Upgrading three positions on the Capitol 
police : report (to accompany H. Res. 
244) (including cost estimate of the 
Congressional Budget Office)., 82- 
17047 


United States. Congress. House. Committee 
on House Administration. Office of 
Management Services. 

Staff, the Congressional staff journal., 
82-9004 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 

Additions to the national wild and scenic 
rivers system and the national wilder- 
ness preservation system message 
from the president of the United States 
transmitting proposed legislation to 
designate additional rivers as compo- 
nents of the national wild and scenic 
rivers system, and for other purposes., 
82-29292 


Administration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing : oversight hearing before the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, on ad- 
ministration’s proposals to eliminate 
fiscal year 1982 moneys for Indian 
housing, hearing held in Washington, 
D.C. April 3, 1981., 82-12207 


Alaska National Interest Lands Conserva- 
tion Act of 1979 : report of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives together with 
dissenting, supplemental, and separate 
views to accompany H.R. 39 (including 
the cost estimate of the Congressional 
Budget Office)., 82-22190 


Amending the act of October 19, 1973 
(87 STAT. 466), relating to the use or 
distribution of certain judgment funds 
awarded by the Indian Claims Commis- 
sion or the Court of Claims : report (to 
accompany H.R. 3731) (including cost 
estimate of the Congressional Budget 
Office)., 82-14646 


Amending the National Trails System 
Act by designating additional national 
scenic and historic trails and for other 
purposes : report together with addi- 
tional views (to accompany H.R. 861)., 
82-2401 


Amending the Reclamation Safety of 
Dams Act of 1978, and for other pur- 
poses : report (to accompany H.R. 
3208) (including the cost estimate of 
the Congressional Budget Office)., 82- 
22265 


Authorizing a study for the establishment 
of the Franklin D. Roosevelt Warm 
Springs Living Memorial in Warm 
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Springs, Ga. : report (to accompany 
H.R. 4750) (including the cost estimate 
from the Congressional Budget 
Office)., 82-22262 


Authorizing appropriations for certain in- 
sular areas of the United States, and for 
other purposes : report (to accompany 
H.R. 5139)., 82-20007 

Authorizing the exchange of certain land 
held by the Navajo tribe and the 
Bureau of Land Management, and for 
other purposes : report (to accompany 
H.R. 3589) (including the cost estimate 
of the Congressional Budget Office)., 
82-29302 


Authorizing the exchange of certain lands 
in Idaho and Wyoming : report (to ac- 
company S. 634)., 82-20015 


Authorizing the secretary of the army to 
acquire, by purchase or condemnation, 
such interests in oil, gas, coal, and 
other minerals owned or controlled by 
the Osage Tribe of Indians as are 
needed for Skiatook Lake, Oklahoma, 
and for other purposes : report (to ac- 
company H.R. 4926 ... referred jointly 
to the Committees on Interior and In- 
sular Affairs and Public Works and 
Transportation) (including the cost esti- 
mate of the Congressional Budget 
Office)., 82-24600 


Authorizing the secretary of the interior 
to assist in the preservation of historic 
Camden in the state of South Carolina, 
and for other purposes : report (to ac- 
company S. 146) (including the cost es- 
timate of the Congressional Budget 
Office)., 82-20018 


Authorizing the secretary of the interior 
to construct, operate, and maintain an 
enlarged bumping lake, supplemental 
storage division, Yakima project, 
Washington : report (to accompany 
H.R. 3489) (including the cost estimate 
of the Congressional Budget Office)., 
82-16984 


Authorizing the secretary of the interior 
to disburse trust funds of the Lac 
Courte Oreilles Band of Lake Superior 
Chippewa Indians of Wisconsin, and 
for other purposes : report (to accom- 
pany H.R. 4894) (including the cost es- 
timate of the Congressional Budget 
Office)., 82-17051 


Big Sur Coast Area Act : report with 
supplemental views (to accompany 
H.R. 7380) (including cost estimate of 
the Congressional Bugdet Office)., 82- 
2340 


Bureau of Indian Affairs and Indian 
Health Service budget request for fiscal 
year 1982 : oversight hearing before 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
on Bureau of Indian Affairs and Indian 


Page 1-674 





Health Service budget request for fiscal 
year 1982, hearing held in Washington, 
D.C., March 5, 1981., 82-12206 


Cherokee Nation of Oklahoma : report 
(to accompany H.R. 2329 ... referred 
jointly to the Committee on Interior 
and Insular Affairs and the Judiciary) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-24604 


Coal Pipeline Act of 1981 : hearings 
before the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 4230 ... hearings held 
in Washington, D.C., July 30 and No- 
vember 17, 1981., 82-20321 


Confirming a conveyance of certain real 
property by the Central Pacific Rail- 
way Co. and Southern Pacific Co. to 
A.C. Taber and his wife, Mary Taber : 
report (to accompany H.R. 6318) (in- 
cluding a cost estimate of the Congres- 
sional Budget Office)., 82-19952 


Consolidated tribal government programs 
: oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washington, D.C., 
Tuesday, March 31, 1981., 82-6849 


Correcting the boundary of Crater Lake 
National Park in the state of Oregon, 
and for other purposes : report (to ac- 
company S. 1119)., 82-22258 


Declaring that the United States holds 
certain lands in trust for the Washoe 
Tribe of Nevada and California and to 
transfer certain other lands to the ad- 
ministration of the U.S. Forest Service 
: report (to accompany H.R. 5081) (in- 
cluding the cost estimate of the 
Congressioal Budget Office)., 82- 
27011 


Declaring that the United States holds in 
trust for the Pascua Yaqui tribe of Ari- 
zona certain land in Pima County, Ari- 
zona : report (to accompany H.R. 
4364) including the cost estimate of the 
Congressional Budget Office. 82- 
11814 


Deep Seabed Hard Mineral Resources 
Act reauthorization : report together 
with additional views (to accompany 
H.R. 6120 ... referred jointly to the 
Committee on Interior and Insular Af- 
fairs, the Committee on Merchant 
Marine and Fisheries, and the Commit- 
tee on Foreign Affairs) (including cost 
estimate of the Congressional Budget 
Office)., 82-22272 


Designating certain lands in the Monon- 
gahela National Forest, West Virginia, 
as wilderness, and to designate manage- 
ment of certain lands for uses other 
than wilderness : report together with 


Do not order from index; see indicated entry 





Author Index 


separate and dissenting views (to ac- 
company H.R. 5161) (including the 
cost estimate of the Congressional 
Budget Office)., 82-24644 


Designating components of the national 
wilderness preservation system in the 
state of Florida : report together with 
minority views (to accompany H.R. 9) 
(including the cost estimate of the Con- 
gressional Budget Office)., 82-17064 


Earthquake Hazards Reduction Act of 
1977 authorization : report (to accom- 
pany H.R. 6272 ... referred jointly to 
the Committee on Science and Tech- 
nology and the Committee on Interior 
and Insular Affairs) (including cost es- 
timate of the Congressional Budget 
Office)., 82-26993 


Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


Facilitating the transportation of coal by 
pipeline across federal and non-federal 
lands : report together with dissenting 
views (to accompany H.R. 4230) (in- 
cluding the cost estimate of the Con- 
gressional Budget Office)., 82-22261 


Increasing authorization of appropriations 
for land acquisition for Voyageurs Na- 
tional Park, Cape Cod National Sea- 
shore, Cape Lookout National Sea- 
shore, and Sleeping Bear Dunes Na- 
tional Lakeshore : report (to accompa- 
ny H.R. 6290) (including the cost esti- 
mate of the Congressional Budget 
Office)., 82-26994 

Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the ... Congress pursuant to 
clause 1(d) of rule XI of the rules of 
the House of Representatives., 82- 
6549 


Legislative calendar /, 82-8992 


Modifying the boundary of the San Juan 
and San Isabel National Forests in the 
state of Colorado, and for other pur- 
poses : report (to accompany H.R. 
3433) (including the cost estimate of 
the Congressiona! Budget Office)., 82- 
17052 

Nuclear waste disposal : communication 
from the president of the United States 
transmitting initiatives on the safe and 
efficient disposal of nuclear waste., 
82-22212 


Osage Indians of Oklahoma and the Skia- 
took project : hearing before the Com- 
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mittee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
4926 ... hearing held in Washington, 
D.C., December 1, 1981., 82-15150 


Papago Indian claims : report (to accom- 
pany H.R. 5118) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-24603 


Proposed constitution for the United 
States Virgin Islands : message from 
the president of the United States 
transmitting a proposed constitution for 
the Virgin Islands pursuant to section 5 
of Public Law 94-584., 82-14603 


Providing for a waiver of law pursuant 
to the Alaska Natural Gas Transporta- 
tion Act : report together with dissent- 
ing views (to accompany H.J. Res. 
341) (including the cost estimate of the 
Congressional Budget Offfice)., 82- 
6592 


Providing for the conservation, rehabili- 
tation, and improvement of natural and 
cultural resources located on public or 
Indian lands, and for other purposes : 
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of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
session on Title I, Marine Protection, 
Research, and Sanctuaries Act, May 1, 
1981, ocean dumping and dumping 
deadline June 4, 1981, radioactive 
waste dumping, September 21, 1981- 
Boston, Mass., land based alternatives 
to ocean dumping, November 5, 1981., 
82-22449 


200-mile fishery—ICCAT hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session on Magnuson Fish- 
ery Conservation and Management Act 
oversight, September 24, 25, October 
14, 1981 International Commission for 
the Conservation of Atlantic Tuna 
briefing, December 7, 1981., 82-20348 


United States. Congress. House. Committee 

on Merchant Marine and Fisheries. 

Subcommittee on Merchant Marine. 

Regulatory reform : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
and second sessions on H.R. 4374 ... 
October 6, 7, November 5, 1981, 
March 18, 1982., 82-29803 


United States public Health service hospi- 
tals and clinics : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on public health service hospi- 
tals oversight, March 23, 1981 ... April 
3, 1981 ... April 24, 1981 ... Public 
Health Service Hospitals Closure and 
Eliminate Merchant Seamen Entitle- 
ment—H.R. 3223, April 27, 1981 ... 
June 9, 1981., 82-12233 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Oceanography. 

Acid rain—CZMaA : hearings before the 
Subcommittee on Oceanography of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 





U.S. Congress. House. Committee on Post Office and Civil Service. 


Ninety-seventh Congress, first session, 
on interagency task force on acid pre- 
cipitation (joint with Subcommittee on 
Fisheries and Wildlife Conservation 
and the Environment), June 19, 1981; 
proposed rule affecting CZMA of 
1972—H. Con. Res. 166, September 16, 
1981; federal support for CAMA—H.R. 
4597, October 29, November 19, 1981., 
82-20349 


Oceanography miscellaneous : hearings 
before the Subcommittee on Oceanog- 
raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-6880 


Waste dumping : hearings before the Sub- 
committee on Oceanography and the 
Subcommittee on Fisheries and Wild- 
life Conservation and the Environment 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-seventh Congress, first 
session on Title I, Marine Protection, 
Research, and Sanctuaries Act, May 1, 
1981, ocean dumping and dumping 
deadline June 4, 1981, radioactive 
waste dumping, September 21, 1981- 
Boston, Mass., land based alternatives 
to ocean dumping, November 5, 1981., 
82-22449 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on the Panama Canal/Outer 
Continental Shelf. 

OCS oversight : hearings before the Sub- 
committee on the Panama Canal/Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-seventh 
Congress, first session ...., 82-6929 


United States. Congress. House. Committee 
on Post and Civil Service. Subcommittee 
on Human Resources. 

Assistant secretaries in the Department of 
Defense : hearings before the Subcom- 
mittee on Human Resources, of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 4448 ... November 18, 1981., 
82-4263 


United States. Congress. House. Committee 
on Post Office and Civil Service. 

Air Traffic Control Revitalization Act of 
1981 : hearings before the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first and second session, 
on H.R. 5038 ... December 2, 9, 11, 
1981, February 23, March 3, 19, 1982., 
82-22451 


Air Traffic System Personnel Improve- 
ments Act : report together with sup- 
plemental and additional views (to ac- 
company H.R. 6310)., 82-22281 
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Apportionment of representatives : mes- 
sage from the president of the United 
States transmitting a report from the 
Bureau of the Census showing the pop- 
ulation of each state and the District of 
Columbia as ascertained by the 1980 
census, and the apportionment of rep- 
resentatives to each state, pursuant to 2 
USC 2a(a)., 82-17030 


Authorization for an under secretary of 
commerce for economic affairs : report 
(to accompany H.R. 3141) (including 
cost estimate of the Congressional 
Budget Office)., 82-20009 


Authorization of Law Revision Counsel 
to send franked mail : report (to ac- 
company H.R. 1710) (including cost es- 
timate of the Congressional Budget 
Office)., 82-4080 


Expanding the membership of the United 
States Holocaust Memorial Council 
from sixty to sixty-five and for other 
purposes : report (to accompany S. 
1672 ... referred jointly to the Commit- 
tee on House Administration, Interior 
and Insular Affairs, and Post Office 
and Civil Service) (including the cost 
estiamte of the Congressional Budget 
Office)., 82-6587 


Extension of Federal Physicians Compa- 
rability Allowance Act of 1978 : report 
(to accompany H.R. 4793) (including 
cost estimate of the Congressional 
Budget Office)., 82-4081 


Federal Employees Flexible and Com- 
pressed Work Schedules Act of 1982 : 
report (to accompany H.R. 5366) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-17080 


Federal Prevailing Rate Advisory Com- 
mittee ... annual report : message from 
the President of the United States, 
transmitting the annua report of the 
Federal Prevailing Rate Advisory 
Committee, pursuant to 5 U.S.C. 
5347(e)., 82-15179 


Federal salaries : message from the presi- 
dent of the United States urging favor- 
able action on the recommendations of 
the Commission on Executive, Legisla- 
tive and Judicial Salaries which he will 
transmit with his budget for fiscal year 
1982., 82-19980 


Legislative calendar /, 82-8997 


Legislative review by the Committee on 
Post Office and Civil Service, House of 
Representatives., 82-11734 


October 1981 federal pay adjustment : 
message from the President of the 
United States transmitting the reports 
of his pay agent and the Advisory 
Committee on Federal Pay, his alterna- 
tive plan, and the executive order im- 
plementing that plan, pursuant to 5 
U.S.C. 5305(a) (3)., 82-24578 
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U.S. Congress. House. Committee on Post Office and Civil Service. 


Oversight of the air traffic controller situ- 
ation : hearings before the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, October 6, 
20, 1981., 82-12237 


Report of the Committee on Post Office 
and Civil Service pursuant to section 
302(b) of the Congressional budget act 
of 1974., 82-2348, 82-2383 


Report to House Budget Committee : 
markup hearings before the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on 
Budget Committee report, March 10, 
1982., 82-15182 


Review of the federal employees health 
benefits program /, 82-24926 


Title 13, United States Code : 
82-29804 


United States military postal system : 
hearing before the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 7, 1981., 
82-4262 


census /, 


Proposals for Martin Luther King, Jr. na- 
tional holiday : hearing before the Sub- 
committee on Census and Population 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, second 
session, February 23, 1982., 82-29806 


Puerto Rico census of business, agricul- 
ture, and local government : hearing 
before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 10, 1981., 
82-12239 


Reductions in force at Census Bureau : 
joint hearing before the Subcommittee 
on Human Resources and the Subcom- 
mittee on Census and Population of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, June 10, 1982., 82-29807 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Civil Service. 

Cost of shutting down federal govern- 


Author Index 


Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, November 17, 19, 
December 2, 1981., 82-24929 


Federal pay continuity : hearing before 


the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on H.R. 
4394 ... March 25, 1982., 82-24930 


Payroll deductions for federal employees 


: hearing before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, second 
session, on H.R. 4703 ... February 4, 
1982., 82-17361 


Reductions in force and budget cuts : 


hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 29, 1981., 82-1093 


ment on November 23, 1981 : report /, 
82-17359 


General oversight on civil service agen- 


Unitet' States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Human Resources. 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Census and Population. 


Bureau of the Census fiscal 1983 budget : 
hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Febru- 
ary 25, 1982., 82-20354 


Census activities and the decennial census 
: hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1990 ... June 11, 1981., 82-1095 


Changes in the consumer price index : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, November 
10, 1981., 82-12238 


Hispanic immigration and Select Com- 
mission on Immigration’s final report : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 27, 


cies : hearing before the Subcommittee 
on Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 22, 1981., 
82-6884 


Government Cost Reduction Act : hear- 


ings before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3116 ... 
June 2, 12, 23, 1981., 82-6883 


Office of Surface Mining, Denver, Colo- 


rado : hearing before the Subcommittee 
on Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 5, 1981., 82- 
2691 


Oversight on federal equal employment 


Opportunity activities : hearings before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 1, 1981., 82-29808 


Flexible and compressed work schedules 
: hearings before the Subcommittee on 
Human Resources of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first and second sessions, on H.R. 
5366 ... April 3, 1981 and February 3, 
9, 1982., 82-17360 


Reductions in force at Census Bureau : 
joint hearing before the Subcommittee 
on Human Resources and the Subcom- 
mittee on Census and Population of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, June 10, 1982., 82-29807 


Under secretary of commerce for eco- 
nomic affairs : hearing before the Sub- 
committee on Human Resources of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 3141 ... October 15, 1981., 
82-2692 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Investigations. 


28, 1981., 82-1094 

National population policy hearings 
before the Subcommittee on Census 
and Population of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, second session, on H.R. 907 ... 
March 10 and 11, 1982., 82-24928 
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United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Compensation and 
Employee Benefits. 

Federal employees health benefits pro- 
gram : hearings before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post 
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Department of Defense dependents’ 
schools : joint hearings before the Sub- 
committee on Investigations of the 
Committee on Post Office and Civil 
Service, and the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
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tives, Ninety-seventh Congress, first 
session, October 29, 1981., 82-15181 

Military postal privileges : hearings 
before the Subcommittee on Investiga- 
tions of the Committee on Post Office 
and Civil Service, House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, February 22, March 5, 
1982., 82-24927 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Postal Operations and 
Services. 

Effectiveness of the Postal Reorganiza- 
tion Act of 1970 : joint hearings before 
the Subcommittee on Postal Operations 
and Services and the Subcommittee on 
Postal Personnel and Modernization of 
the Committee on Post Office and 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Authorization of nonperforming arts 


functions of the Kennedy Center : 
report (to accompany H.R. 5566) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-24631 


Authorization of Smithsonian Institute 


Museum of African Art and a center 
for Eastern art : report (to accompany 
H.R. 5659) (including cost estimate of 
the Congressional Budget Office)., 82- 
24633 


Authorizing the secretary of the army to 


acquire, by purchase or condemnation, 
such interests in oil, gas, coal, and 
other minerals owned or controlled by 
the Osage Tribe of Indians as are 
needed for Skiatook Lake, Oklahoma, 


estimate of the Congressional Budget 
Office)., 82-26986 


National Development Investment Act : 
report (to accompany H.R. 6100 which 
on April 6, 1982, was referred jointly 
to the Committee on Public Works and 
Transportation and the Committee on 
Banking, Finance and Urban Affairs) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-24635 


Port development : report together with 
additional and dissenting views (to ac- 
company H. R. 4627 which on Septem- 
ber 30, 1981 was referred jointly to the 
Committees on Merchant Marine and 
Fisheries, Public Works and Transpor- 
tation, and Rules) (including cost esti- 
mate and comparison of the Congres- 
sional Budget Office)., 82-17088 


Civil Service, House of Representa- and for other purposes : report (to ac- Protection of foreign missions : report (to 
tives, Ninety-seventh Congress, first company H.R. 4926 ... referred jointly accompany H.R. 6254) (including cost 


session ...., 82-15180 to the Committees on Interior and In- estimate of the Congressional Budget 
sular Affairs and Public Works and Office)., 82-24632 


United States. Congress. House. Committee Transportation) (including the cost esti- ; re 
on Post Office and Civil Service. mate of the Congressional Budget Revised table for apportioning 1983 fiscal 


Sulcmaition on Guntek Caennadh wad Office)., 82-24600 | year funds for the national system of 
Stliniatiions interstate and defense highways., 82- 


Aviation insurance : report (to accompa- | x 
Effectiveness of the Postal Reorganiza- “a zi _—— 


ai ' ny H.R. 5930) (including the cost esti- io 
tion Act of 1970 : joint hearings before 2 Bo a te ine eh Budget Robert V. Denney Federal Building and 
the Subcommittee on Postal Operations fe Courthouse : report (to accompany 

Office )., 82-24629 + repe . 

and Services and the Subcommittee on H.R. 4845) (including cost estimate of 
Postal Personnel and Modernization of Bus Regulatory Reform Act of 1981 : the Congressional Budget Office)., 82- 
the Committee on Post Office and a (to accompany ee pone (in- 24594 
Civil Service, House of Representa- eee ee oo The status of the nation’s highways, con- 
tives, Ninety-seventh Congress, first sional Budget Office), 82-6591 . 


Live ditions and performance : report of the 
session ...., 82-15180 Coast Guard Authorization Act of 1982 : Secretary of Transportation to the 


Health and safety in West Coast postal report (to accompany H.R. 5617)., 82- United States Congress, pursuant to 
facilities : hearing before the Subcom- 26999 section 3, Public Law 89-139., 82- 
mittee on Postal Personnel and Mod- Committee on Public Works and Trans- 15187 
an mesg a ge portation, ceeded aeaenad eee : Summary of activities /, 82-11736 

ice an ivi rvice, House o summary of activities (legislative histo- ee 
, : ‘ ‘ William H. Harsha U.S. Post Office 
Representatives, Ninety-seventh Con- ry), Ninety-sixth Congress., 82-4020 Building : report (to accompany HLR. 


ee first session, May 29, 1981. 82- | Compensation of certain Tennessee 841) (including cost estimate of the 


Valley Authority employees : report Congressional Budget Office)., 82- 
Postal service problems in Houston : (to accompany H. Con. Res. 203) (in- 24591 


hearing before the Subcommittee on cluding cost estimate of the Congres- ee 7 ; 
Postal Personnel and Modernization of sional Budget Office)., 82-2416 William R. Cotter Federal Building : 
report (to accompany H.R. 4569) (in- 


the Committee on Post Office and Federal Water Pollution Control Act cluding cost estimate of the Congres- 
Civil Service, House of Representa- amendments of 1981 : report together sional Budget Office)., 82-24593 
tives, Ninety-seventh Congress, first with additional views (to accompany " 
session, July 1, 1981., 82-22450 H.R. 4503) (including cost estimate of | United States. Congress. House. Committee 
Postal vehicle leasing : hearing before the the Congressional Budget Office)., 82- on Public Works and Transportation. 
Subcommittee on Postal Personnel and 2403 Subcommittee on Aviation, 
Modernization of the Committee on International organization headauarters Air carrier subsidy : hearings before the 
Post Office and Civil Service, House of site : report (te accompany “Ty 4716) Subcommittee on Aviation of the Com- 
Representatives, Ninety-seventh Con- (including cost estimate of the Con- mittee on Public Works and Transpor- 
gress, first session, on H.R. 2288 ... gressional Budget Office)., 82-6588 tation, House of Representatives, 
July 29, 1981., 82-29805 John Archibald Cam nas ee” Wee Ninety-seventh Congress, first session, 
a a S. - 
Racial discriminiation and sexual harass- as on H.R. 3901 ... June 18 and 25, 1981., 


. : . house : report (to accompany H.R. 82-1099 
ment in U.S. postal service : hearings 2494) (including cost estimate of the : : 
before the Subcommittee on Postal Congressional Budget Office)., 82- Airport and Airway Improvement Act of 


Personnel and Modernization of the 24592 1981 : hearings before the Subcommit- 
Committee on Post Office and Civil Se yal tee on Aviation of the Committee on 
Service, House of Representatives, Legislative calendar /, 82-9001 Public Works and Transportation, 
Ninety-seventh Congress, first session, Melvin Price Lock and Dam : report (to House of Representatives, Ninety-sev- 
July 1, 1981., 82-20353 accompany H.R. 4506) (including cost enth Congress, first session, on H.R. 
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2643 ... March 31, April 1 and 2, 1981., 
82-2697 


Aviation insurance program : hearing 
before the Subcommittee on Aviation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, second 
session, on H.R. 5930 ... April 21, 
1982., 82-29816 


Effects of airline deregulation and legisla- 
tion to advance the date for sunset of 
the Civil Aeronautics Board : hearings 
before the Subcommittee on Aviation 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 4065 ... July 9, 15, and 
16, 1981., 82-12245 


Federal Aviation Administration’s plan 
for modernizing the air traffic control 
system : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
17 and 23, 1982 (Washington, D.C.), 
April 14, 1982 (Fremont, Calif.)., 82- 
29819 


Hazardous materials transportation : joint 
hearing before the Subcommittee on 
Surface Transportation and the Sub- 
committee on Aviation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, March 
25, 1981., 82-29814 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Economic Development. 
Economic health of the steel industry and 

the relationship of steel to other sectors 
of the economy : hearing before the 
Subcommittee on Economic Develop- 
ment of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 7, 1981, 
at North Versailles, Pa., 82-20361 


Evaluation of the authorities and pro- 
grams of the Economic Development 
Administration : assessment by a na- 
tionwide sample of local, private, and 
public sector leaders /, 82-22457 


Outlook for the auto industry and its 
impact on employment, industries, and 
communities dependent upon it : hear- 
ing before the Subcommittee on Eco- 
nomic Development of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, December 
21, 1981, at Lansing, Mich., 82-20362 


Overview and assessment of economic 
and regional development programs 
under the jurisdication of the Subcom- 
mittee on Economic Development : 
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hearings before the Subcommittee on 
Economic Development of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-seventh Congress, first session, 
May 11, 12, and 13, 1981., 82-2698 


Projected changes in the economy, popu- 
lation, labor market, and work force, 
and their implications for economic de- 
velopment policy : hearings before the 
Subcommittee on Economic Develop- 
ment of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, November 18 and 
19, 1981., 82-20359 


Public Works and Economic Develop- 
ment Act and the Appalachian Region- 
al Development Act : joint hearings 
before the Subcommittee on Economic 
Development of the Committee on 
Public Works and Transportation and 
the Subcommittee on Economic Stabi- 
lization of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, second session, on H.R. 6100 ... 
April 27, 28, and 29, 1982., 82-29818 


To review the implementation of con- 
gressional directives for the Economic 
Development Administration for fiscal 
year 1982 : hearing before the Subcom- 
mittee on Economic Development of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, November 5, 1981., 82-15191 


Urban unemployment : hearing before the 
Subcommittee on Economic Develop- 
ment of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, second session, January 21, 1982, 
at Cleveland, Ohio., 82-27321 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Investigations and 
Oversight. 

The finanical and productivity problems 
of urban public transportation : hear- 
ings before the Subcommittee on Inves- 
tigations and Oversight of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, June 23, 
24, 25, October 21, 1981., 82-15190 


Implementation of the Federal Water 
Pollution Control Act : (concerning 
the R.M. Clayton water pollution con- 
trol plant, Atlanta, Ga.) hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, Atlanta, 
Ga., May 18, 1981., 82-17368 
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Implementation of the Federal Water 
Pollution Control Act concerning the 
performance of the municipal 
wastewater treatment construction 
grants program : report /, 82-17367 


Implementation of the Federal Water 
Pollution Control Act, (performance of 
federally assisted wastewater treatment 
systems) : hearing before the Subcom- 
mittee on Investigations and Oversight 
of the Committee on Public Works and 
Transportation, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, March 19, 1981., 82- 
15192 


Oversight of the federal public transpor- 
tation assistance program, the state of 
public transportation in the nation, and 
a recommended new block grant con- 
cept : ("New thinking about the federal 
role ...”): report /, 82-29815 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Oversight and Review. 
Statement of Douglas Costle, administra- 

tor, Environmental Protection Agency 
before the Subcommittee on Oversight 
and Review, Committee on Public 
Works and Transportation, U.S. House 
of Representatives : July 18, 1979., 
82-10107 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Public Buildings and 
Grounds. 

Authorization of nonperforming arts 
functions of the Kennedy Center : 
hearing before the Subcommittee on 
Public Buildings and Grounds of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, second 
session, on H.R. 5566 ... May 5, 1982., 
82-29820 


Building construction at the Smithsonian 
Institution : hearing before the Sub- 
committee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 

second session, on H.R. 5659 ... 
April 27, 1982., 82-27322 


The future of Union Station : National 
Visitor Center Act Amendments of 
1981 : hearing before the Subcommittee 
on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, December 10, 1981., 82-27323 
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U.S. Congress. House. Committee on Rules, 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Surface Transportation. 


Fort Point Channel, Boston Bridge : 
hearing before the Subcommittee on 
Water Resources of the Committee on 


United States. Congress. House. Committee 
on Rules. 


Bus regulatory reform : hearings before 
the Subcommittee on Surface Trans- 
portation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3662 and 
H.R. 3663 ... May 28 and June 3, 1981, 
at Washington, D.C., June 27, 1981, at 
Los Angeles, Calif., 82-12244 


Coal Pipeline Act : hearings before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Public Works 
and Transportation, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, on H.R. 4230 ... December 
8 and 9, 1981., 82-20363 


Examining the nation’s immediate and 
long-term surface transportation capital 
needs : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 8, 9, 14, 15, 16, and 22, 
1981., 82-15193 


Hazardous materials transportation : joint 
hearing before the Subcommittee on 
Surface Transportation and the Sub- 
committee on Aviation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, March 
25, 1981., 82-29814 


Highway/transit needs (Boston, Mass.) : 
hearing before the Subcommittee on 
Surface Transportation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
seventh Congress, first session, October 
30, 1981 at Boston, Mass., 82-29817 


Oversight of the Motor Carrier Act of 
1980 : hearings before the Subcommit- 
tee on Surface Transportation of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 22 and 23, 1981, at 
Denver, Colo., June 10, 11, and 16, 
1981, at Washington, D.C., 82-15188 


Revised table for apportioning 1983 fiscal 
year funds for the national system of 
interstate and defense highways., 82- 
20358, 82-27320 


Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1855 ... July 23, 1981., 82-2701 


The need for legislative changes in the 


construction grants program of the 
Federal Water Pollution Control Act : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 21, 22, 
23, 28, and 29, 1981., 82-17366 


Port development : hearings before the 
Subcommittee on Water Resources of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 16, 17, July 14, 15, 1981., 
82-15189 


To amend the Disaster Relief Act of 1974 
: hearing before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 9, 
1981., 82-2699 


Water resources needs : hearing before 
the Subcommittee on Water Resources 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, second 
session, January 29, 1982 (Mid-winter 
meeting of the United States Confer- 
ence of Mayors, Washington, D.C.)., 
82-20360 


Water resources problems affecting the 
Northeast : the drought and present 
and future water supply problems : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 19 
and 20, 1981, at Newark, N.J., March 
23, 1981, at New York, N.Y., March 
30, 1981, at Philadelphia, Pa., 82-6890 


United States. Congress. House. Committee 


on Public Works and Transportation. 

Subcommittee on Water Resoures. 

Benbrook Lake, Texas : hearing before 
the Subcommittee on Water Resurces 
of the Committee on Public Works and 


Amending House Rule XLVII of the 
Rules of the House of Representatives 
relating to limitation on outside earned 
income : report (to accompany H. Res. 
251)., 82-6586 


H.R. 4882, to amend the Congressional 
Budget Act of 1974 : hearings before 
the Committee on Rules, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on a bill to include 
tax expenditure ceilings in the congres- 
sional budget resolutions, December 9 
and 10, 1981., 82-15194 


Legislative calendar /, 82-9002 


Port development : report together with 
additional and dissenting views (to ac- 
company H. R. 4627 which on Septem- 
ber 30, 1981 was referred jointly to the 
Committees on Merchant Marine and 
Fisheries, Public Works and Transpor- 
tation, and Rules) (including cost esti- 
mate and comparison of the Congres- 
sional Budget Office)., 82-17088 


Providing additional procedures during 
the consideration of H.R. 5922 : report 
(to accompany H. Res. 461)., 82- 
24622 


Providing for the commemoration of the 
one hundredth anniversary of the birth 
of Franklin Delano Roosevelt : report 
(to accompany H. Con. Res. 220)., 
82-17048 


Providing for the consideration of H.R. 
861 : report (to accompany H. Res. 
358)., 82-20014 


Providing for the consideration of H.R. 
2329 : report (to accompany H. Res. 
530)., 82-29315 


Providing for the consideration of H.R. 
2330 : report (to accompany H. Res. 
217)., 82-17042 


Providing for the consideration of H.R. 
2559 : report (to accompany H. Res. 
276)., 82-14644 


Providing for the consideration of H.R. 
2643 : report (to accompany H. Res. 
489)., 82-27009 

Providing for the consideration of H.R. 


3046 : report (to accompany H. Res. 
279)., 82-20003 


; “4 . 
bsg eden p an se we Providing for the consideration of H.R. 
session, on H.R. 779 ... May 5, 1981., 3136 : report (to accompany H. Res. 
82-1098 216)., 82-17041 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Subcommittee on Water Resources. 
Extension of authorization for the Water 

Resources Council : hearings before 
the Subcommittee on Water Resources 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-seventh Congress, first 
session, May 5 and 6, 1981., 82-2700 


Providing for the consideration of H.R. 
3208 : report (to accompany H. Res. 
438)., 82-26990 


United States. Congress. House. Committee 
on Revision of the Laws. 

United States code. Supplement /, 82- 
6602, 82-6603, 82-11821, 82-14663, Providing for the consideration of H.R. 
82-14664, 82-17096, 82-24661, 82- 3403 : report (to accompany H. Res. 
29336 240)., 82-4068 


Do not order from index; see indicated entry 








Page 1-683 





U.S. Congress. House. Committee on Rules. 


Author Index 


Providing for the consideration of H.R. Providing for the consideration of H.R. ny H.R. 1465) (including cost estimate 
3566 : report (to accompany H. Res. 6254 : report (to accompany H. Res. of the Congressional Budget Office)., 
291)., 82-17057 490)., 82-24654 82-14647 

Providing for the consideration of H.R. Providing for the consideration of H.R. 
3603 : report (to accompany H. Res. 6267 : report (to accompany H. Res. 
235)., 82-4066 471)., 82-24649 


Providing for the consideration of H.R. Providing for the consideration of H.R. Waiving certain points of order against 
3663 : report (to accompany H. Res. 6296 : report (to accompany H. Res. H.R. 4241 : report (to accompany H. 
280)., 82-17050 498)., 82-27013 Res. 215)., 82-19997 

Providing for the consideration of H.R. Providing for the consideration of H.R. Waiving certain points of order against 
4326 : report (to accompany H. 6370 : report (to accompany H. Res. H.R. 4559 : report (to accompany H. 
501)., 82-27017 491)., 82-27010 Res. 290)., 82-17056 

Providing for the consideration of H.R. Providing for the consideration of H.R. 
4437 : report (to accompany H. Res. 6862 : report (to accompany H. Res. 


Survey of activities of the House Com- 
mittee on Rules ... Congress : report by 
the Committee on Rules., 82-918 


Waiving certain points of order against 
H.R. 4995 : report (to accompany H. 


236)., 82-4067 536)., 82-29323 Res. 275)., 82-14643 


Providing for the consideration 
4481 : report (to accompany 
289)., 82-17055 


Providing for the consideration 
4503 : report (to accompany 
247)., 82-4071 

Providing for the consideration 
4603 : report (to accompany 
253)., 82-11811 


Providing for the consideration 
4700 : report (to accompany 
288)., 82-17054 


Providing for the consideration 
5427 : report (to accompany 
529)., 82-29314 


Providing for the consideration 
5539 : report (to accompany 
499)., 82-24616 


Providing for the consideration 
5566 : report (to accompany 
487)., 82-24653 


Providing for the consideration 
5617 : report (to accompany 
520)., 82-29307 


Providing for the consideration 
5726 : report (to accompany 
458)., 82-24619 


Providing for the consideration 
5789 : report (to accompany 
419)., 82-22264 


Providing for the consideration 
5842 : report (to accompany 
459)., 82-24620 


Providing for the consideration 
5879 : report (to accompany 
499)., 82-27014 


Providing for the consideration 
5890 : report (to accompany 
460)., 82-24621 


Providing for the consideration 
6030 : report (to accompany 
525)., 82-29308 

Providing for the consideration 
6068 : report (to accompany 
462)., 82-24623 


Providing for the consideration 
6149 : report (to accompany 
500)., 82-27015 
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Providing for the consideration of House 
Concurrent Resolution 220 : report (to 
accompany H. Res. 277)., 82-14645 


Providing for the consideration of House 
Concurrent Resolution 230 : report (to 
accompany H. Res. 295)., 82-17060 


Providing for the consideration of House 
Concurrent Resolution 345 : report (to 
accompany H. Res. 477)., 82-24651 


Providing for the consideration of House 
Concurrent Resolution 352 : report (to 
accompany H. Res. 496)., 82-27012 


Providing for the consideration of House 
Joint Resolution 349 : report (to ac- 
company H. Res. 272)., 82-6590 


Providing for the consideration of House 
Joint Resolution 357 : report (to ac- 
company H. Res. 271)., 82-6589 


Providing for the consideration of House 
Joint Resolution 389 and House Joint 
Resolution 391 : report (to accompnay 
H. Res. 355)., 82-17078 


Providing for the consideration of House 
Joint Resolution 392 : report (to ac- 
company H. Res. 356)., 82-17079 


Providing for the consideration of S. 146 
: report (to accompany H. Res. 448)., 
82-24615 


Providing for the consideration of S. 
1193 : report (to accompany H. Res. 
257)., 82-4074 

Providing for the consideration of S. 
1230 : report (to accompany H. Res. 
470)., 82-24648 

Providing for the consideration of Senate 
Joint Resolution 115 : report (to ac- 
company H. Res. 296)., 82-17061 

Providing for the consideration on H.R. 
4612 : report (to accompany H. Res. 
232)., 82-6577 

Providing for the consideration on H.R. 
5118 : report (to accompany H. Res. 
357)., 82-20013 

Rules adopted by the committees of the 
House of Representatives /, 82-4269 

State and Local Government Cost Esti- 
mate Act of 1981 : report (to accompa- 
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Waiving certain points of order against 
H.R. 5922 : report (to accompany H. 
Res. 415)., 82-17092 


Waiving certain points of order against 
the conference on S. 884 : report (to 
accompany H. Res. 303)., 82-17069 


Waiving certain points of order against 
the conference report on H.R. 5922 : 
report (to accompany H. Res. 502)., 
82-27018 


Waiving certain points of order against 
the conference report on S. 815 
report (to accompany H. Res. 270)., 
82-4082 


United States. Congress. House. Committee 


on Rules. Subcommittee on Rules of the 

House. 

Background information on regulatory 
reform and congressional review of 
agency rules with a summary of H.R. 1 
(as introduced) /, 82-1100 


United States. Congress. House. Committee 


on Rules, Subcommittee on the Legislative 

Process. 

A Compilation of state sunset statutes 
with background information on state 
sunset laws : a staff report /, 82-12248 


United States. Congress. House. Committee 


on Science and Technology. , 

Air traffic control en route computer 
system : report (to accompany H. Res. 
202) (including cost estimates of the 
Congressional Budget Office)., 82- 
2404 


Allocation of budget totals for fiscal year 

submitted pursuant to section 

302(b) of the Congressional Budget 

Act of 1974 by the Committee on Sci- 

ence and Technology., 82-2346, 82- 
2381, 82-29311 


Astronauts and cosmonauts biographical 
and statistical date : report /, 82-1105 


Authorizing appropriations to the Federal 
Aviation Administration for research, 
engineering, and development for fiscal 
year 1983 : report (to accompany H.R. 
6193 ...) (including cost estimate of the 





January—December 1982 U.S. Congress. House. Committee on Science and Technology. Subcommittee on 


Congressional Budget Offfice)., 82- 
22273 


Authorizing appropriations to the Nation- 
al Aeronautics and Space Administra- 
tion for fiscal year 1983 : report togeth- 
er with additional views (to accompany 
H.R. 5890) (including cost estimate of 
the Congressional Budget Office)., 82- 
24617 


Authorizing appropriations to the Nation- 
al Science Foundation : report together 
with additional and minority views (to 
accompany H.R. 5842) (including cost 
estimate of the Congressional Budget 
Office)., 82-24612 


Authorizing appropriatons to the Nation- 
al Bureau of Standards for fiscal year 
1983 : report (to accompany H.R. 
5726) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
20021 


Closeout costs, Clinch River breeder re- 
actor project : hearing before the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, May 11, 
1981., 82-6894 


Department of Energy authorization for 
fiscal years 1982, 1983, and 1984 : 
report /, 82-2702 


Earthquake Hazards Reduction Act of 
1977 authorization : report (to accom- 
pany H.R. 6272 ... referred jointly to 
the Committee on Science and Tech- 
nology and the Committee on Interior 
and Insular Affairs) (including cost es- 
timate of the Congressional Budget 
Office)., 82-26993 


Engineering manpower concerns : hear- 
ings before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 6, 7, 1981., 82- 
12257 


Expressing the sense of the Congress that 
state and local governments should 
support the fire safety efforts of the 
U.S. Fire Administration to reduce 
lives and property damage lost by fire : 
report together with an additional view 
(to accompany H. Con. Res. 288) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 82-29296 

Federal patent policy : joint hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate and the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, on federal 
patent policy ...., 82-15059 

Flight of STS-1 with astronauts John W. 
Young and Captain Robert L. Crippen 
: hearing before the Committee on Sci- 
ence and Technlogy, U.S. House of 





Representatives, Ninety-seventh Con- 
gress, first session, May 20, 1981., 82- 
2707 


Flight of STS-2 with astronauts Colonel 


Joe Engle and Captain Richard Truly : 
hearing before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, December 9, 1981., 
82-20369 


Great Lakes Protection Act of 1982 : 


report (to accompany H.R. 3600 ... re- 
ferred jointly to the committee on Mer- 
chant Marine and Fisheries and Sci- 
ence and Technology) (including cost 
estimate of the Congressional Budget 
Office)., 82-24658 


High Level Radioactive Waste Manage- 


ment and Policy Act : report together 
with additional and dissenting views 
(to accompany H.R. 5016) (including 
cost estimate of the Congressional 
Budget Office)., 82-17071 


Innovation in the basic materials indus- 


tries : proceedings of the sixth annual 
Engineering Foundation Conference on 
Materials Policy, 1980 : report to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventy Congress, first session / 
, 82-1103 


Legislative calendar /, 82-9005 
Legislative manual of the Committee on 


Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress., 82-24935 


National Materials and Minerals Policy, 


Research, and Development Act of 
1980 : hearing before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, July 28, 1981., 
82-12253 


Risk Analysis Research and Demonstra- 


tion Act of 1982 : report (to accompa- 
ny H.R. 6159) (including cost estimate 
of the Congressional Budget Office)., 
82-29304 


Risk assessment, acceptability and man- 
agement, proceedings of a seminar : | 


report /, 82-12250 


Science, technology, and energy develop- 


ment in Japan and China : report of a 
congressional study mission to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session., 
82-4272 


Societal risks of energy systems : hearing 


before the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 18, 1981., 82-12251 
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Technology and innovation for manufac- 
turing : proceedings of a conference, 
May 4, 5, 1979 /, 82-1102 


Uniform Federal Research and Develop- 
ment Utilization Act of 1981 : report 
together with additional views (to ac- 
company H.R. 4564 ... was referred 
jointly to the Committees on the Judi- 
ciary and Science and Technology) (in- 
cluding cost estimate and comparison 
of the Congressional Budget Office)., 
82-26989 


Views on science policy of the American 
Nobel laureates for 1981 : hearing 
before the Committee on Science and 
Technology, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, February 25, 1982., 82-29825 


West Valley cooperative agreement 
report /, 82-2406 


1982 NASA authorization : index for 
hearings before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 1527, for 
volumes 1-5., 82-2708 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Energy Development and Applications. 
Clean Air Act : hearings before the Sub- 

committee on Energy Development 
and Applications and the Subcommit- 
tee on Natural Resources, Agriculture 
Research, and Environment of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
May 19 ,20, 28, 1981., 82-24939 


Direct combustion of coal : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
December 10, 1981., 82-17374 


District heating and cooling : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6900 


The effect of reductions in force at the 
Department of Energy : hearing before 
the Subcommitte on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
17, 1981., 82-12256 

Energy efficiency in Florida’s future : 
hearing before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
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U.S. Congress. House. Committee on Science and Technology. Subcommittee on 


Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 26, 1981., 82- 
22461 


The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 23, 24, 1981., 82- 
6897 


National energy conservation policy 
under the Reagan administration : anal- 
ysis of hearings on the Department of 
Energy authorization for fiscal year 
1982 report /, 82-27324 


National laboratory relationships with in- 
dustry and the university community : 
hearing before the Subcommittee on 
Energy Development and Applications 
and the Subcommittee on Energy Re- 
search and Production of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 29, 
1981., 82-22459 


The natural gas option—new resources 
and new technologies : hearing before 
the Subcommittee on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 22, 
1981., 82-6893 


Oil control and tax incentives : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 15, 1981., 82-2712 


Reagan administration policies for new 
energy technologies : report /, 82- 
24936 


Summary of hearings on the future of the 
nation’s energy utilities : implications 
for federal R.D. & D.: report /, 82- 
20366 


Synthetic fuels development : hearing 
before the Subcommittee on Energy 
and Development and Applications and 
the Subcommittee on Investigations 
and Oversight of the Committee on 
Science and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 27, 1981., 82- 
6896 


Synthetic fuels environmental research 
and development : hearing before the 
Subcommittee on Energy Development 
and Applications and the Subcommit- 
tee on Natural Resources, Agriculture 
Research, and Environment of the 
Committee on Science and Technol- 
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ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
October 1, 1981., 82-17371 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Energy Research and Production. 
Electric energy systems and energy stor- 

age : hearing before the Subcommittee 
on Energy Research and Production of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
December 8, 1981., 82-20373 


H.R. 5016 : nuclear waste management 
comprehensive legislation—Bouquard/ 
Lujan proposal : hearings before the 
Subcommittee on Energy Research and 
Production of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 17, 18, October 
5, 7, 1981., 82-17372 


National laboratory relationships with in- 
dustry and the university community : 
hearing before the Subcommittee on 
Energy Development and Applications 
and the Subcommittee on Energy Re- 
search and Production of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 29, 
1981., 82-22459 


Nuclear public information and rational 
public policy decisions : hearing before 
the Subcommittee on Energy Research 
and Production of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, December 15, 
1981., 82-20371 


Price-Anderson Act : hearing before the 
Subcommittee on Energy Research and 
Production of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 15, 1981., 
82-12255 


Reagan administration policies for new 
energy technologies : report /, 82- 
24936 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Investigations and Oversight. 

Aviation safety research : hearing before 
the Subcommittee on Investigations 
and Oversight and the Subcommittee 
on Transportation, Aviation, and Mate- 
rials of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
second session, March 9, 1982., 82- 
29822 


Carbon dioxide and climate, the green- 
house effect : hearing before the Sub- 
committee on Natural Resources, Agri- 
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culture Research, and Environment 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 31, 
1981., 82-12254 


Commercialization of academic biomedi- 
cal research : hearings before the Sub- 
committee on Investigations and Over- 
sight and the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
June 8, 9, 1981., 82-15197 


Effects of prescription drugs during preg- 
nancy : hearing before the Subcommit- 
tee on Investigations and Oversight of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 30, 1981., 82-15205 


Emergency management information and 
technology : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 29, 30, 1981., 
82-15200 


Energy demand forecasting : hearings 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 1, 2, 
1981., 82-2705 


Energy demand forecasting and its appro- 
priate role in planning and policy : 
report /, 82-4271 

Genetic screening and the handling of 
high-risk groups in the workplace : 
hearings before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
October 14, 15, 1981., 82-15199 


National Cancer Institute’s therapy pro- 
gram : joint hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Energy and 
Commerce, House of Representatives, 
and the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, Ninety- 
seventh Congress, first session, October 
27, 1981., 82-15089 


Oversight, human total body irradiation 
(TBI) program at Oak Ridge : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 





January—December 1982 


enth Congress, first session, September 
23, 1981., 82-20367 


Potential health effects of video display 
terminals and radio frequency heaters 
and sealers : hearings before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 12, 13, 1981., 82- 
2704 


Proposed firing of Dr. Peter Infante by 
OSHA : a case study in science and 
regulation : hearing before the Sub- 
committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventy Congress, 
first session, July 16, 1981., 82-2709 


Small, high technology firms, inventors, 
and innovation : hearings before the 
Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technology, U.S. House of Repre- 
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sentatives, Ninety-seventh Congress, 
first session, June 2, 3, 4, July 23, 1981., 
82-12260 


The human factor in innovation and pro- 
ductivity hearings (including the 
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of Representatives, Ninety-seventh 
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hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Department of Justice authoriza- 
tion—Civil Division—Foreign Claims 
Settlement Commission of the United 
States, March 26, 1981., 82-20327 


Government Contractors Product Liabili- 


ty Act : hearing before the Subcommit- 
tee on Administrative Law and Gov- 
ernmental Relations of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 1504 ... March 19, 
1981., 82-2669 


Italian-American War Veterans of the 


United States : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 33 ... June 11, 
1981., 82-1077 


Mutual boundary between Kansas and 
Missouri : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on H.R. 4048 ... July 14, 
1981., 82-1078 


Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


Regulatory Procedures Act of 1981 
hearings before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 746 ... March 24, April 2, 7, 
30, May 5, 7, 14, 19, and September 10, 
1981., 82-17349 


Seaward boundary agreement between 
North Carolina and South Carolina : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 2896 ... July 14, 1981., 82- 
2671 

United States Capitol Historical Society : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 





diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on H.R. 4491 ... December 9, 1981., 
82-22438 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Civil 
and Constitutional Rights. 

Extension of the Voting Rights Act : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on extension of the 
Voting Rights Act, May 6, 7, 13, 19, 
20, 27, 28, June 3, 5, 10, 12, 16, 17, 18, 
23, 24, 25, and July 13, 1981., 82- 
12212 


FBI authorization : hearings before the 
Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on FBI authorization, March 19, 24, 
25, April 2, and 8, 1981., 82-20326 


FBI undercover guidelines : oversight 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on FBI undercover 
guidelines, February 19, 25, and 26, 
1981., 82-4256 


Missing Children’s Act : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3781 ... November 18 
and 30, 1981., 82-27300 


School desegregation : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, (first 
session, on school desegregation, Sep- 
tember 17, 21, 23, October 7, 14, 19, 
21, 29, November 4 and 19, 1981., 82- 
15155 


School desegregation : report of the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, together 
with supplemental views, Ninety-sev- 
enth Congress, second session., 82- 
15152 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Courts, 
Civil Liberities, and the Administration of 
Justice. 

Federal judicial branch : oversight hear- 
ing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-seventh Congress, first 
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session, on federal judicial branch, May 
6, 1981., 82-2670 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Courts, 

Civil Liberties, and the Administration of 

Justice. 

Award of attorneys’ fees against the fed- 
eral government : hearings before the 
Subcommittee on Courts, Civil Lib- 
erties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, second session, on S. 265 ... 
May 20 and June 24, 1980., 82-1076 


Copyright Office, the U.S. Patent and 
Trademark Office, and the Copyright 
Royalty Tribunal : oversight hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-seventh Congress, first session, 
on Copyright Office, the U.S. Patent 
and Trademark Office and the Copy- 
right Royalty Tribunal, March 4 and 
June 11, 1981., 82-2672 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on 

Criminal Justice. 

Impact of S. 1437 upon present federal 
criminal laws /, 82-27297 


Revision of the federal criminal code : 
hearings before the Subcommittee on 
Criminal Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on revision of the federal criminal 
code ...., 82-15153, 82-17348 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on 

Immigration, Refugees, and International 

Law. 

Administration’s proposals on immigra- 
tion and refugee policy : joint hearing 
before the Subcommitte on Immigra- 
tion, Refugees, and International Law 
of the House Committee on the Judici- 
ary, and Subcommittee on Immigration 
and Refugee Policy of the Senate Com- 
mittee on the Judiciary, Ninety-seventh 
Congress, first session, on administra- 
tion’s proposals on immigration and 
refugee policy, July 30, 1981., 82- 
15154 

Authorization/oversight on the Immigra- 
tion and Naturalization Service : over- 
sight hearing before the Subcommittee 
on Immigration, Refugees, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, on authorization/oversight on the 
Immigration and Naturalization Serv- 
ice, March 25, 1982., 82-24915 
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Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 


gress, first session, on H.R. 3517 ... 
June 18, 1981., 82-6857 


Legislative priorities of the American 
Legion : hearing before the Committee 


on Veterans’ Affairs, House of Repre- 
United States. Congress. House. Committee sentatives, Ninety-seventh Congress, 


on the Judiciary. Subcommittee on first session, September 22, 1981., 82- 
Monopolies and Commercial Law. 2730 
Proposed antitrust settlement of U.S. v. 


tions of the State Department, April 


13, 1981., 82-6858 


Immigration and refugee issues in South- 
ern California : an investigative trip /, 
82-6855 


Immigration reform : hearings before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventy Con- 
gress, first session, on immigration 
reform, October 14, 15, 21, 26, 28, No- 
vember 12, 17, and 19, 1981., 82- 
20328 


Immigration Reform and Control Act of 
1982 : joint hearings before the Sub- 
committee on Immigration, Refugees, 
and International Law of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives and Subcommittee on Immi- 
gration and Refugee Policy of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
gress, second session, on H.R. 5872, S. 
2222 ... April 1 and 20, 1982., 82- 
29785 


Reauthorization of Refugee Act of 1980 : 
hearings before the Subcommittee on 
Immigration, Refugees, and Interna- 
tional Law of the Committee on the 


A.T. & T. : joint hearings before the 
Subcommittee on Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce and the Subcommittee on Mo- 
nopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, second session, January 26 and 
28, 1982., 82-24876 





United States. Congress. House. Committee 
on Veterans’ Affairs. 
Activities carried out under the Veterans’ 


Administration Medical School Assist- 
ance and Health Manpower Training 
Act of 1972 (Public Law 92-541) : an 
annual report prepared by the Veter- 
ans’ Administration., 82-12290 


Activities report of the Committee on 


Veterans’ Affairs, House of Repre- 
sentatives., 82-919 


Compilation of rates, statistics, and his- 


torical information relating to pension, 
compensation, dependency, and indem- 
nity compensation, vocational rehabili- 
tation, and education., 82-22474 


Department of Justice, Veterans’ Admin- 


istration memorandum of understand- 
ing : a joint report /, 82-17389 


Legislative recommendations of the Para- 


lyzed Veterans of America, the Blind- 
ed Veterans Association, and the Vet- 
erans of World War I : hearing before 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, second session, March 
2, 1982., 82-22476 


OMB Circular A-76—contracting-out in 


VA facilities : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 20, 1981., 
82-12283 


A preliminary report of the Special Medi- 


cal Advisory Group of the Veterans’ 
Administration : in accordance with 
the provisions of Title 38, U.S.C. 5055 
and 5070 submitted to the Committee 
on Veterans’ Affairs, U.S. House of 
Representatives., 82-12279 


Report of the Committee on Veterans’ 


Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
82-2382, 82-29321 


Report to the Committee on the Budget 


from the Committee on Veterans’ Af- 
fairs /, 82-12276, 82-12277, 82- 
15221 


Revised report of the Committee on Vet- 
erans’ Affairs pursuant to section 302 
(b) of the Congressional Budget Act of 
1974., 82-2408 


State veterans’ laws : digests of state laws 
regarding rights, benefits, and privi- 
leges of veterans and their dependents, 
revised to December 31, 1978 /, 82- 
24959 


Title 38—United States Code : veterans’ 


History of House committees considering 
veterans’ legislation., 82-27340 

Implementation of the Post-Vietnam Era 
Veterans’ Educational Assistance Act 


Refugee Act of 1980 Amendment : hear- Coe, See . } ; 
ing before the Subcommittee on Immi- Improvements to administrative provi- 
gration, Refugees, and International sions for Veterans’ Administration 
Law of the Committee on the Judici- nursing personnel to promote recruit- 
ary, House of Representatives, Ninety- ment and retention of nurses, and for 
seventh Congress, first session, on H.R. other purposes : report (to accompany 
2142 ... March 24, 1981., 82-2668 H.R. 6350) (including cost estimate of benefits /, 82-24958 

U.S. consular operations in Mexico City pn ee & Title 38, United States Code : veterans’ 
and Mexican government attitudes on ; . benefits /, 82-17388 
immigration reform : a study trip /, Investment yields in NSLI and USGLI Veterans’ Administration and Department 
82-6853 trust funds as of ..., 82-12278 of Defense Medical Sharing Act : 

U.S. refugee program : oversight hearings Legislative calendar /, 82-9008 report (to accompany H.R. 3502) (in- 
before the Subcommittee on Immigra- Legislative presentation of the Military cluding cost estimate of the Congres- 


Judiciary, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, on H.R. 5879 ... April 22 and 28, 
1982., 82-29784 


tion, Refugees, and International Law 
of the Committee on the Judiciary, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on U.S. 
refugee program, September 16, 17, 
and 23, 1981., 82-12211 


Virgin Islands Nonimmigrant Alien Ad- 
justment Act of 1981 : hearing before 
the Subcommittee on Immigration, 
Refugees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
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Order of the Purple Heart and 
AMVETS : hearing before the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, April 2, 1981., 82- 
1116 


Legislative presentation of the Veterans 


of Foreign Wars : hearing before the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, second session, March 30, 
1982., 82-24960 
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sional Budget Office) /, 82-19995 


The Veterans’ Administration budget for 
fiscal year 1983 : hearing before the 
Committee on Veierans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, March 1, 1982., 
82-20397 


Veterans’ Administration report on im- 
plementation of special pay for physi- 
cians and dentists in the Department of 
Medicine and Surgery, pursuant to 
Public Law 96-330., 82-1115 





January—December 1982 U.S. Congress. House. Committee on Veterans’ Affairs. Subcommittee on Oversight 


Veterans’ benefits : Title 38—United 
States code /, 82-9009 


1982 legislative program of the Disabled 
American Veterans : hearing before the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, second session, February 23, 
1982., 82-20396 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Compensation, Pension, and Insurance. 
Disability compensation and DIC pro- 

gram : hearing before the subcommit- 
tee on Compensation, Pension, and In- 
surance of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 27, 1981., 82-6911 


H.R. 1918—to provide a service pension 
for veterans of World War I : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, July 21, 1981., 
82-2728 


Veterans’ compensation program : hear- 
ing before the Subcommittee on Com- 
pensation, Pension, and Insurance of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, second session, April 
22, 1982., 82-29847 


Veterans’ insurance programs : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, second session, March 25, 
1982., 82-27341 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Education, Training, and Employment. 
Plans for a new GI education program 

for the all-volunteer military : hearing 
before the Subcommittee on Education, 
Training, and Employment of the 
Committee on Veterans’ Affairs, 
Ninety-seventh Congress, second ses- 
sion, March 31, 1982., 82-27342 


Veterans employment programs : hearing 
before the Subcommittee on Education, 
Training, and Employment of. the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, October 9, 
1981., 82-6909 


Veterans employment programs—OPM 
and the Department of Labor : hear- 
ings before the Subcommittee on Edu- 
cation, Training, and Employment of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first and second ses- 
sions, November 10, 1981 and Febru- 
ary 2, 1982., 82-22475 





Veterans’ employment programs in the 


U.S. Postal Service : hearings before 
the Subcommittee on Education, Train- 
ing, and Employment of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, October 14, 1981., 82- 
12282 


The Vietnam veterans leadership pro- 


gram/Action : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session, October 20, 1981., 82-6910 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Hospitals and Health Care. 

Compressed workweek for VA _ nurses 


and extension of expiring authorities : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, second session, March 17, 1982., 
82-29844 


H.R. 2832 and H.R. 4025, hearing on 


state extended care facilities : hearing 
before the Subcommittee on Hospitals 
and Health Care of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 23, 1981., 82- 
17390 


H.R. 4326—Small Business Innovation 


Act of 1981 : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, January 27, 1982., 82-15222 


Hearing to determine the need for a VA 


out-patient care facility in northwest 
Indiana : hearing before the Subcom- 
mittee on Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sev- 


enth Congress, first session, November 


30, 1981., 82-20395 


Hospital care and medical services to eli- 


gible veterans in the state of Florida : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, second session, June 23, 1982., 
82-29849 


Oversight hearing on the effectiveness of 


prosthetic devices and sensory aids 
provided by the Veterans’ Administra- 
tion : hearing before the Subcommittee 
on Hospitals and Health Care of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, November 4, 
1981., 82-12285 
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Oversight hearings on extended care and 
geriatric programs and naming the 
Clarksburg, W. Va., VAMC for Louis 
A. Johnson : hearing before the Sub- 
committee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
July 22, 1981., 82-2729 


Readjustment counseling programs for 
Vietnam veterans : hearing before the 
Subcommittee on Hospitals and Health 
Care of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
June 15, 1981., 82-20394 


Security forces at VA medical centers : 
hearing before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
1118 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Housing and Memorial Affairs. 

Hearing on H.R. 2038 and H.R. 2039 : 
hearing before the Subcommittee on 
Housing and Memorial Affairs of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, April 9, 1981., 
82-1117 


Overview of Veterans’ Administration 
cemetery systems : hearing before the 
Subcommittee on Housing and Memo- 
rial Affairs of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, March 16, 1982., 82-20398 


VA home loan guaranty program : hear- 
ing before the Subcommittee on Hous- 
ing and Memorial Affairs of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, second session, March 23, 1982., 
82-22477 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Oversight and Investigations. 

Admitting practices in VA medical cen- 
ters and the quality of service rendered 
by the VA regional office in Tennessee 
: hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, second session, March 22, 
1982., 82-29845 


The centralized development center and 
the Target computer system : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 
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U.S. Congress. House. Committee on Veterans’ Affairs. Subcommittee on Oversight 


sentatives, Ninety-seventh Congress, enth Congress, second session, May 25, Commodity “tax straddles” hearing 


first session, October 7, 1981., 82-6908 


Implementation of Title IV of Public 
Law 95-202, relating to WASPS and 
similarly situated groups hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 29, 1981., 82- 
12281 


OMB Circular A-76 : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
November 17, 1981., 82-12286 


Recruitment and retention of VA medical 
personnel, budget constraints on VA 
hospital admitting practices and OMB 
Circular A-76 : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 30, 1981., 82-12284 


Status of computer plans and applications 
in the Departments of Medicine and 
Surgery and Veterans’ Benefits : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Veterans’ Affairs, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session, March 24, 1982., 82- 
29846 


VA Inspector General’s activities in com- 
bating waste, fraud, and abuse, and 
review of VA debt collection efforts : 
hearing before the Subcommittee on 
Oversight and Investigations of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-seventh 
Congress, second session, June 9, 1982., 
82-27343 


Veterans’ Administration programs in 
Montana : hearing before the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, second session, June 19, 
1982., 82-29848 


United States. Congress. House. Committee 

on Veterans’s Affairs. Select Subcommitte. 

Issues concerning Vietnam veterans 
hearing before the Select Subcommit- 
tee of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, July 16, 
1981., 82-4282 


United States. Congress. House. Committee 

on Ways and Means. 

Administration proposal for an increase 
in the public debt limit : hearing before 
the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
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1982., 82-27350 


Administration’s change in federal policy 
regarding the tax status of racially dis- 
criminatory private schools : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, February 4, 1982., 82-20402 


Airport and Airway Revenue Act of 
1982 : report with additional and sepa- 
rate views (to accompany H.R. 4800) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-22269 


Airport and airway trust fund ... annual 
report : communication from the Fiscal 
Assistant Secretary of the Treasury, 
transmitting the annual report on the 
financial condition and results of the 
operations of the airport and airway 
trust fund, pursuant to section 208(e)(1) 
of the Airport and Airway Revenue 
Act of 1970, as amended., 82-14600 


Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 


Analysis of safe-harbor leasing : a report 
/, 82-24952 


Aviation excise taxes and the airport and 
airway trust fund : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 2643 
and H.R. 2930, October 14, 1981., 82- 
15228 


Background and description of present 
federal excise taxes /, 82-24950 


Background material and data on major 
programs within the jurisdiction of the 
Committee on Ways and Means /, 82- 
20399 


Background relating to the effect of ra- 
cially discriminatory policies on the 
tax-exempt status of private schools /, 
82-12271 


Black Lung Benefits Revenue Act of 
1981 : report (to accompany H.R. 5159 
which on December 10, 1981, was re- 
ferred to the Committee on Ways and 
Means and the Committee on Educa- 
tion and Labor) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-17068 

Casein and its impact on the domestic 
dairy industry : report to the Commit- 
tee on Ways and Means of the United 
States House of Representatives on in- 
vestigation no. 332-105 under section 
332 of the Tariff Act of 1930, as 
amended., 82-16845 
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before the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
April 30, 1981., 82-1126 


Comparative description of H.R. 6300 


(the Tax Compliance Act of 1982) and 
H.R. 5829 (the Taxpayer Compliance 
Improvement Act of 1982) : scheduled 
for a hearing before the Committee on 
Ways and Means on May 18, 1982 /, 
82-24951 


Comparative summary of H.R. 4242 : 


Tax Incentive Act of 1981 as reported 
by the Ways and Means Committee 
and as proposed to be modified by the 
Conable-Hance and Udall substitutes /, 
82-1113 


Compiliation of social security laws : in- 


cluding the Social Security Act, as 
amended, and _ related enactments 
through January 1, 1981., 82-27347 


hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session on H.R. 4613 ... 
October 15, 1981., 82-6918 


Debt Collection Act of 1982 : report (to 


accompany H.R. 4613) (including cost 
estimate of the Congressional Budget 
Office)., 82-24614 


Description of H.R. 1524 and H.R. 6503 


relating to accounting treatment of the 
investment tax credit and accelerated 
depreciation for public utility rate- 
making purposes : scheduled for a 
hearing before the Committee on Ways 
and Means on June 21, 1982 /, 82- 
24948 


Description of H.R. 3904 : (as reported 


by the Committee on Education and 
Labor) relating to multiemployer pen- 
sion plan amendments scheduled for a 
hearing before the Committee on Ways 
and Means on February 19, 1980 : pre- 
pared for the use of the Committee on 
Ways and Means. /, 82-17378 


Description of H.R. 4613 and other pro- 


posals relating to federal debt collec- 
tion procedures : scheduled for a hear- 
ing before the Committee on Ways and 
Means on October 15, 1981 /, 82- 
29838 


Description of H.R. 6056 (Technical Cor- 


rections Act of 1982) : scheduled for a 
hearing before the Committee on Ways 
and Means, on April 27, 1982 /, 82- 
20393 


Description of H.R. 6410 (the Pension 


Equity Tax Act of 1982) : scheduled 
for a hearing before the Committee on 
Ways and Means on June 8, 1982 /, 
82-22471 





January—December 1982 


Description of possible options to in- 
crease revenues /, 82-24954 

Description of proposals (H.R. 2930 and 
H.R. 2643) relating to aviation excise 
taxes and airport and airway trust fund 
authorizations : scheduled for a hearing 
before the Committee on Ways and 
Means on October 14, 1981 /, 82- 
24949 


Description of tax bills relating to LIFO 
inventory recapture (H.R. 4717 and 
H.R. 5011) and net operating loss treat- 
ment of the Federal National Mortgage 
Association (H.R. 5013) : scheduled for 
a hearing before the Committee on 
Ways and Means on December 9, 1981 
/, 82-17382 


Description of the administration’s legis- 
lative recommendations under the juris- 
diction of the Committee on Ways and 
Means /, 82-29851 


Disability amendments of 1982 : report 
together with separate views (to ac- 
company H.R. 6181) (including cost es- 
timate and comparison of Congression- 
al Budget Office)., 82-27006 


Effective date for LIFO recapture 
report (to accompany H. R. 4717) (in- 
cluding cost estimate of the Congres- 
sionnal Budget Office)., 82-17067 


The Enterprise Zone Tax Act of 1982 : 
message from the president of the 
United States transmitting proposed 
legislation entitled “The Enterprise 
Zone Tax Act of 1982.”, 82-19990 


Estimates of federal tax expenditures for 
fiscal years 1982-1987 /, 82-22470 


Explanation of H.R. 3904 (as reported by 
the Committee on Education and 
Labor) relating to multiemployer pen- 
sion plan amendments : scheduled for a 
markup by the Committee on Ways 
and Means on March 12, 1980 /, 82- 
20388 


Explanation of the “Airport and Airway 
Revenue Act of 1980” : (committee 
amendment to be offered as Title II to 
H.R. 6721) /, 82-17393 


Extension of unemployment benefits and 
AFDC work incentive amendments : 
report together with dissenting views 
(to accompany H.R. 6369) (including 
cost estimate and comparison of the 
Congressional Budget Office)., 82- 
24652 


Impact of the administration’s budget 
cuts : hearing before the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session ...., 82-20400 


Import relief on canned mushrooms : 
communication from the president of 
the United States transmitting a report 
on his decision to provide import relief 
on canned mushrooms which differs 
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from that recommended by the U.S. 
International Trade Commission, pur- 
suant to section 203(b) (1) of the Trade 
Act of 1974., 82-22195 


IRS could better protect U.S. tax inter- 
ests in determining the income of mul- 
tinational corporations : report to the 
Chairman, House Committee on Ways 
and Means /, 82-16227 


Issues relating to financing the railroad 
retirement account : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, July 13, 1981., 
82-2740 


Legislative calendar /, 82-9012 


Legislative record of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 82-6914 


Manual of rules of the Committee on 
Ways and Means for the ... Congress /, 
82-12296, 82-12297 


Message from the president of the United 
States transmitting a proposal for legis- 
lation to promote economic revitaliza- 
tion and facilitate expansion of eco- 
nomic opportunity in the Caribbean 
Basin region., 82-19989 


Miscellaneous Revenue Act of 1981 
report of the Committee on Ways and 
Means, U.S. House of Representatives, 
on H.R. 4961 together with dissenting 
views (including cost estimate of the 
Congressional Budget Office)., 82- 
17066 


Panel discussions on the tax aspects of 
the President’s economic stimulus pro- 
gram : prepared statements of panelists 
(appearing February 4, 1977) /, 82- 
27346 


Proposed depreciation and investment tax 
credit revisions /, 82-2718 


Proposed legislation entitled “The Educa- 
tional Opportunity and Equity Act of 
1982” : communication from the presi- 
dent of the United States transmitting a 
draft of proposed legislation to amend 
the Internal Revenue Code of 1954 to 
provide federal income tax credit for 
tuition., 82-29287 


Quarterly report to the Congress and the 
East-West Foreign Trade Board on 
trade between the United States and 
the nonmarket economy countries /, 
82-12295, 82-15227 


Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
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mate of the Congressional Budget 
Office)., 82-6576 


Report of the Committee on Ways and 
Means pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 
82-2379, 82-29313 


Report on legislative review activity 
during the ... Congress of the Commit- 
tee on Ways and Means., 82-915 


Summary of present federal excise taxes / 
, 82-29850 


Summary of present federal excise taxes : 
prepared for the Committee on Ways 
and Means, House of Representatives 
and the Committee on Finance, United 
States Senate by the staff of the Joint 
Committee on Taxation., 82-29843 


Summary of revenue measures in the ad- 
ministration’s budget for fiscal year 
1983 /, 82-17383 


Summary of testimony on administration 
tax proposals before the Committee on 
Ways and Means /, 82-6907 


Summary of the Tax Incentive Act of 
1981, H.R. 4242, as ordered reported 
by the Committee on Ways and Means 
/, 82-1124 


Tariff reductions, suspensions, and exten- 
sion of suspensions : report (to accom- 
pany H.R. 4566)., 82-19999 


Tax aspects of the president’s economic 
program : hearings before the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session., 82-2735 


Tax deductions for certain foreign broad- 
cast advertising : message from the 
president of the United States transmit- 
ting a proposal for legislation amending 
the Internal Revenue Code to deny a 
deduction for expenses of an advertise- 
ment placed with a foreign broadcast 
station and directed to a market in the 
United States, if a similar deduction is 
denied to advertisers, in the country in 
which such station is located, for the 
costs of advertising directed primarily 
to a market in that country when 
placed with a U.S. broadcast station., 
82-24500 


Tax-exempt status of certain schools : 
communication from the president of 
the United States transmitting a draft 
of proposed legislation to amend the 
Internal Revenue Code of 1954 to pro- 
hibit the granting of tax-exempt status 
to organizations maintaining schools 
with racially discriminatory policies., 
82-29274 


Temporary increase in public debt limit : 
report (to accompany H.R. 6595)., 82- 
29301 

Temporary rates of duty on certain tropi- 
cal products imported from India : 
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communication from the acting special 
representative for trade negotiations, 
Executive Office of the President trans- 
mitting recommendations as to the ap- 
propriate temporary rates of duty for 
articles affected by the termination of 
the 1978 bilateral trade agreement be- 
tween the United States and India, pur- 
suant to section 125(e) of the Trade 
Act of 1974., 82-19942 


Termination of social security coverage 
for employees of state and local gov- 
ernments and nonprofit groups /, 82- 
29852 


Territorial policy : message from the 
president of the United States transmit- 
ting proposals for a comprephensive 
federal territorial policy toward Guam, 
the United States Virgin Islands, 
American Samoa, and the Northern 
Mariana Islands., 82-14590 


To proclaim that all member coutries of 
the Caribbean Common Market shall 
be treated as one country under section 
502 (a)(3) : communication from the 
president of the United States transmit- 
ting notice of his intention to proclaim, 
under the authority of section 502 
(a\(3) of the Trade Act of 1974, that all 
member countries of the Caribbean 
Common Market (Antigua, and Barbu- 
da, Barbados, Belize, Dominica, Gren- 
ada, Guyana, Jamaica, Montserrat, St. 
Kitts-Nevis, St. Lucia, St. Vincent and 
the Grenadines, and Trinidad and 
Tobago) shall be treated, respectively, 
as one country for purposes of the gen- 
eralized system of preferences. 82- 
24581 


Treatment of LIFO recapture and Feder- 
al National Mortgage Association net 
operating losses : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, December 9, 
1981., 82-15230 


United States. Congress. House. Committee 


on Ways and Means. Subcommittee on 

Health. 

Coverage of hospice care under the 
Medicare program : hearing before the 
Subcommittee on Health of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, second session, on H.R. 5180 ... 
March 25, 1982., 82-22481 


Description of proposals to stimulate 
competition in the financing and deliv- 
ery of health care /, 82-12298 


Medicare coverage and reimbursement of 
skilled nursing facility services : hear- 
ing before the Subcommittee on Health 
of the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Febru- 
ary 2, 1982., 82-20403 
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Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Proposed budget cuts in the medicare 
program : hearings before the Subcom- 
mittee on Health of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, March 30, 31, April 1, 
1981., 82-1129 


Summary of testimony and recommenda- 
tions on professional standards review 
organization : presented to the Sub- 
committees on Oversight and Health 
on March 24-25, 1981 /, 82-17394 


Summary of testimony received on pro- 
posals to stimulate competition in the 
financing and delivery of health care /, 
82-12299 


Summary of testimony received on the 
Hospital Cost Containment Act of 
1977, May 11, 12, and 13, 1977 /, 82- 
1119 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Oversight. 

Automated data processing systems 
hearing before the Subcommittee on 
Social Security and Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
May 22, 1981., 82-2737 


Background information for hearings on 
tax-exempt “small issue” industrial rev- 
enue bonds /, 82-1121 


Impact of budget cuts on children : back- 
ground materials for joint hearing of 
the Subcommittee on Oversight of the 
Committee on Ways and Means and 
the Subcommittee on Health and the 
Environment of the Committee on 
Energy and Commerce /, 82-24966 


Impact of program changes and budget 
cuts in AFDC, medicaid, and social 
services programs : joint hearing before 
the Subcommittee on Public Assistance 
and Unemployment Compensation and 
Subcommittee on Oversight of the 
Committee on Ways and Means and 
Subcommittee on Health and the Envi- 
ronment of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, Memphis, Tenn., November 9, 
1981., 82-22480 


Impact of the administration’s budget 
cuts on the nation’s public hospitals : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways 
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and Means, House of Representatives, 
Ninety-seventh Congress, second ses- 
sion, Denver, Colorado, January 12, 
1982., 82-24967 


Impact of the administration’s proposed 


budget cuts on children : joint hearing 
before the Subcommittee on Oversight, 
Committee on Ways and Means and 
the Subcommittee on Health and the 
Environment, Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, second 
session, March 3, 1982., 82-24968 


Problems relating to the insolvency of 


the black lung disability trust fund : 
hearings before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, September 28, 1981., 82- 
12302 : 


Report on tax-exempt “small issue” indus- 


trial revenue bonds /, 82-1123 


Safe harbor leasing provisions of the 


Economic Recovery Tax Act of 1981 : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
December 15, 1981., 82-29853 


issue” industrial developmemt 
bonds : hearings before the Subcommit- 
tee on Oversight of the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, April 8, 9, 10, 1981., 82- 
2736 


Summary of testimony and recommenda- 


tions on professional standards review 
organization : presented to the Sub- 
committees on Oversight and Health 
on March 24-25, 1981 /, 82-17394 


Taxpayer privacy issues : hearing before 


the Subcommittee on Oversight of the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session, December 14, 
1981., 82-17397 


Volume providers of medical examina- 


tions for social security disability 
cases., 82-2733 


Volume providers of medical examina- 


tions for the social security disability 
program : hearing before the Subcom- 
mittee on Social Security and Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 18, 1981., 82- 
6919 
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U.S. Congress. House. Committee on Ways and Means. Subcommittee on Social 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Public Assistance and Unemployment 
Compensation. 


ures of the Committee on Ways and 
Means on May 24, 1982 /, 82-24956 


Description of tax bills (H.R. 4667, H.R. 


and employees of nonprofit organiza- 
tions /, 82-15226 


Elimination of minimum social security 


Certain unemployment issues pending 
before the subcommittee hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
October 28, 1981., 82-17396 


Impact of program changes and budget 
cuts in AFDC, medicaid, and social 
services programs : joint hearing before 
the Subcommittee on Public Assistance 
and Unemployment Compensation and 
Subcommittee on Oversight of the 
Committee on Ways and Means and 
Subcommittee on Health and the Envi- 
ronment of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, (first 
session, Memphis, Tenn., November 9, 
1981., 82-22480 


United States. Congress. House. Committee 


on Ways and Means. Subcommittee on 

Select Revenue Measures. 

Description of H.R. 6055 : Subchapter S 
Revision Act of 1982 : scheduled for a 
hearing before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means on June 14, 
1982 /, 82-27333 


Description of law and bills relating to 
business use of homes and other tax 
matters : scheduled for a hearing by 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means on October 19, 1981 /, 82- 
20387 


Description of law and bills relating to 
classification of employees and inde- 
pendent contractors for tax purposes 
(H.R. 4531, H.R. 4971, H.R. 5729, H.R. 
5867, and H.R. 6311) : scheduled for a 
hearing by the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives on June 11, 1982 /, 82- 
22473 


Description of tax bills (H.R. 612, H.R. 
1808, H.R. 2597, H.R. 2647, H.R. 2981, 
H.R. 3191, H.R. 4444, H.R. 4473, H.R. 
4577, H.R. 4592, H.R. 4990, and H.R. 
5630) : scheduled for a hearing before 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means on March 16, 1982 /, 82- 
24955 


Description of tax bills (H.R. 4562, H.R. 
5517, H.R. 5719, H.R. 5855, and H.R. 
6295) relating to tax treatment of cor- 
porate mergers and acquisitions 
scheduled for a hearing before the Sub- 
committee on Select Revenue Meas- 





4948, H.R. 5177, H.R. 5470, and H.R. 
5573) : scheduled for a hearing before 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means on June 14, 1982 /, 82- 
27338 


Description of tax bills relating to certain 
business expenses of state legislators 
(H.R. 365, H.R. 858, H.R. 2067, and 
H.R. 2605) : scheduled for a hearing by 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means, House of Representatives, 
on June 23, 1981 /, 82-2727 


Legislative proposals relating to section 
280A and other minor tax bills : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 19, 1981., 82- 
15229 


Payment of attorneys’ fees in tax litiga- 
tion : hearing before the Subcommittee 
on Select Revenue Measures of the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, fisrt session, September 28, 
1981., 82-12300 


A Report of the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, U.S. House of 
Representatives section-by-section 
summary, analysis, and justification of 
H.R. 4961 ...., 82-6915 


Tax issues involved in the sale or transfer 
of professional sports franchises : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981, Oakland, 
California., 82-6916 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Social Security. 

Administration of the social security pro- 
gram : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, December 11, 1981., 82- 
20401 


Automated data processing systems 
hearing before the Subcommittee on 
Social Security and Subcommittee on 
Oversight of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
May 22, 1981., 82-2737 


Background material on social security 
coverage of governmental employees 
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benefit under Public Law 97-35 : hear- 
ing before the Subcommittee on Social 
Security of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 10, 1981., 82-2739 


H.R. 8076, disability insurance amend- 
ments of 1977 : bill text and explana- 
tory material /, 82-1120 


Implementation of 1981 Reconciliation 
Act repeal of social security student 
benefit : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
second session, February 5, 1982., 82- 
22479 


Investment of the social security trust 
funds : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, October 16, 1981., 82- 
15231 


Reagan administration disability proposals 
/, 82-4284 


Social security appeals and case review 
process : hearings before the Subcom- 
mittee on Social Security of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, first session, October 23 and 28, 
1981., 82-12301 


Social security financing recommenda- 
tions : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the administration's 
social security financing recommenda- 
tions, May 28, 1981., 82-1127 


Social security hearings and appeals : 
pending problems and proposed solu- 
tions /, 82-2734 


Social security trust fund investments : 
policies and practices /, 82-1125 


Summary of testimony on President Rea- 
gan’s social security financing package 
/, 82-1122 


Volume providers of medical examina- 
tions for social security disability 
cases., 82-2733 


Volume providers of medical examina- 
tions for the social security disability 
program : hearing before the Subcom- 
mittee on Social Security and Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 18, 1981., 82- 
6919 
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United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Trade. 

Auto situation, 1980 /, 82-24964 


A baseline study of the telephone termi- 
nal and switching equipment industry : 
report to the Subcommittee on Trade 
of the Committee on Ways and Means 
of the U.S. House of Representatives 
on investigation no. 332-92 under sec- 
tion 332 of the Tariff Act of 1930, as 
amended., 82-16863 

Caribbean basin initiative hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, second session, on the 
administration’s proposed trade and tax 
measures affecting the Caribbean Basin, 
March 17, 23, 24, and 25, 1982., 82- 
29855 


Certain tariff and trade bills : hearings 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on certain 
tariff and trade bills to provide duty- 
free entry, duty increase, duty reduc- 
tion, temporary suspensions of duty, 
quantitative restrictions and other bills, 
May 5 and June 15, 1981., 82-2738 


Domestic content legislation and the U.S. 
automobile industry : analyses of H.R. 
5133 : the Fair Practices in Automotive 
Products Act... /, 82-27348 


Extension of the manufacturing clause of 
the copyright law : hearing before the 
Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, second session, on H.R. 6198 ... 
May 27, 1982., 82-29856 


Fiscal year 1983 authorization for Cus- 
toms Service, International Trade 
Commission, and U.S. Trade Repre- 
sentative ; recommendations for March 
15 report to Budget Committee : hear- 
ings before the Subcommittee on Trade 
of the Committee on Ways and Means, 
House of Representatives, Ninety-sev- 
enth Congress, second session, Febru- 
ary 25 and 26, 1982., 82-29854 


Report on trade mission to far east /, 
82-24965 


Trade waiver authority extension : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means 
of the House of Representatives , 
Ninety-seventh Congress, first session, 
on extension of Jackson-Vanik waiver 
authority, June 22, 1981., 82-1128 

U.S. trade policy : phase II, private 
sector : hearings before the Subcom- 
mittee on Trade of the Committee on 
Ways and Means, House of Repre- 
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sentatives, Ninety-seventh Congress, 
second session ...., 82-27349 


Written comments on H. R. 4761, two- 
year extension of residual tariff negoti- 
ating authority /, 82-17395 


United States. Congress. House. Office of 
the Clerk. 
Report of the Clerk of the House from 
wy 82-934, 82-6569, 82-8909, 82- 
14640, 82-24582 


Reports to be made to Congress : com- 
munication from the Clerk, U.S. House 
of Representatives, transmitting a list of 
reports which it is the duty of any offi- 
cer or department to make to Con- 
gress, pursuant to rule III, clause 2, of 
the rules of the House of Representa- 
tives., 82-2376, 82-17035 


United States. Congress. House. Office of 
the Law Revision Counsel. 

United States code. Supplement /, 82- 
6602, 82-6603, 82-11821, 82-14663, 
82-14664, 82-17096, 82-24661, 82- 
29336 


United States. Congress. House. Permanent 

Select Committee on Intelligence. 

Annual report pursuant to clause 1(d), 
tule XI of the rules of the House of 
Representatives : report by the Perma- 
nent Select Committee on Intelligence., 
82-2343 


Assistant secretaries in the Department of 
Defense : report to accompany H.R. 
4448)., 82-4073 


Implementation of the Foreign Intelli- 
gence Surveillance Act : report /, 82- 
20002 


Intelligence Authorizaton Act for fiscal 
year 1983 : report (to accompany H.R. 
6068)., 82-22267, 82-24613 


Intelligence identities Protection Act : 
report together with separate views (to 
accompany H.R. 4)., 82-2387 


United States. Congress. House. Select 

Committee on Aging. 

Analysis of proposed new standards for 
nursing homes participating in Medi- 
care and Medicaid : summary : report 
to the Chairman, Select Committee on 
Aging, House of Representatives /, 
82-476 


An analysis of the costs of pension accru- 
al after age 65 : an information paper /, 
82-22377 


An analysis of the development and ra- 
tionales of the United States income 
security system 1776-1980 : an analysis 
/, %82-12064 

Boarding home fires : New Jersey : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
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March 9, 1981, Keansburg, N.J., 82- 
6741 


Cancer insurance, exploiting fear for 
profit : (an examination of dread dis- 
ease insurance) : report /, 82-12061 


Cost of living adjustments under the old 
age, survivors, and disability insurance 
(social security) program : a report /, 
82-27202 


The early retirement myth : why men 
retire before age 62 : a report /, 82- 
6744 


Elimination of social security minimum 
benefit : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, July 31, 1981., 82-12066 


Extension of the Older Americans Act : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
April 28, 1981., 82-4195 


Fraud and abuse in boarding homes : 
hearing before the Select Committee 
on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
June 25, 1981., 82-1008 


Fraud and abuse in pensions and related 
employee benefit plans : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, November 4, 
1981., 82-20206 


Frauds against the elderly : Boston, Mass. 
: a briefing /, 82-12057 


Frauds against the elderly : business and 
investment schemes : hearing before 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, September 11, 
1981., 82-4192 


The future of retirement savings in 
America : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-seventh Congress, 
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Proposed eligibility of the People’s Re- 
public of China for participation in the 
food for peace program : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, 
second session, on S. 2227 ... May 3, 
1982., 82-29658 


Reauthorization of the food stamp pro- 
gram : hearing before the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sev- 
enth Congress, second session, March 
29, 1982., 82-29661 

Redesigning the U.S. Department of Ag- 
riculture Boll Weevil Research Labora- 
tory building, Starkville, Miss. : report 
(to accompany S. 1322)., 82-29227 

Release of reversionary interest in certain 
lands located in Christian County, Ky : 
report (to accompany S. 2154)., 82- 
24525 

Retaining nutritional goals in the school 
lunch program : report (to accompany 
S. Res. 218)., 82-11773 

Status of the family farm /, 82-15015 


Tobacco price-support program : hear- 
ings before the Subcommittee on To- 
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bacco and Peanuts of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, second 
session, February 1, 1982, Fairmont, 
N.C., February 11, 1982, Florence, 
S.C., February 12, 1982, Raleigh, N.C., 
joint hearing Committee on Agricul- 
ture, Nutrition, and Forestry, U.S. 
Senate, February 15, 1982, Clinton, 
N.C., February 16, 1982, Kinston, 
N.C., February 22, 1982, Lexington, 
Ky., March 6, 1982, Moultrie, Ga., 
March 8, 1982, Abingdon, Va., March 
9, 1982, Winston-Salem, N.C., April 3, 
1982, Maysville, Ky., 82-29656 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 
Subcommittee on Agricultural Credit and 


Rural Electrification. 
Reauthorization of Farmers Home Ad- 


ministration loan levels for fiscal years 
1983, 1984, and 1985 : hearings before 
the Subcommittee on Agricultural 
Credit and Rural Electrification of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on S. 2314 ... April 15 and 21, 
1982., 82-29664 


Rural Electrification Administration bid- 


ding, purchasing, and election proce- 
dures : hearing before the Subcommit- 
tee on Agricultural Credit and Rural 
Electrification of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, Tuesday, Octo- 
ber 20, 1981., 82-12085 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 
Subcommittee on Agricultural Production, 
Marketing, and Stabilization of Prices. 
Impact of regulations on production, 
processing, and export of poultry : 
hearing before the Subcommittee on 
Agricultural Production, Marketing, 
and Stabilization of Prices of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
seventh Congress, second session, Feb- 
ruary 16, 1982, Meridian, Miss., 82- 
20213 


Prohibition of price supports for crops 
produced on certain lands : hearing 
before the Subcommittee on Soil and 
Water Conservation and the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-seventh Congress, 
second session, on S. 1825 ... May 6, 
1982., 82-29660 


U.S. Congress. Senate. Committee on 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Agricultural Research 
and General Legislation. 

Commodity Futures Trading Commission 
reauthorization : hearings before the 
Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, second ses- 
sion on S. 2109 ... February 26, and 
March 1, 2, 10, and 11, 1982., 82- 
29659 


Commodity Futures Trading Commis- 
sion’s pilot program in options trading 
for nonagricultural commodities : hear- 
ing before the Subcommittee on Agri- 
cultural Research and General Legisla- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, first 
session, October 14, 1981., 82-15013 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Subcommittee on Foreign Agricultural 
Policy. 

Access to the European Economic Com- 
munity for United States citrus prod- 
ucts : hearing before the Subcommittee 
on Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, March 29, 1982, Orlando, Fla., 
82-24824 


Cargo preference laws as they relate to 
Public Law 480 : hearing; before the 
Subcommittee on Foreign Agricultural 
Policy of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, Friday, July 10, 
1981., 82-4199 


Economic impact of agricultural embar- 
goes : hearings before the Subcommit- 
tee on Foreign Agricultural Policy of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-seventh Congress, 
second session, on the evaluation of the 
economic impact of previous agricul- 
tural embargoes on both the United 
States and the embargoed countries, 
February 3 and 5, 1982., 82-20212 


U.S.—European agricultural trade : hear- 
ings before the Subcommittee on For- 
eign Agricultural Policy of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
seventh Congress, first session, Decem- 
ber 10, 16, and 17, 1981., 82-20214 


U.S.-Japanese agricultural trade relations 
: hearing before the Subcornmittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
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and Forestry, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, February 12, 1982—Sacramento, 
Calif., 82-22379 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 


Subcommittee on Forestry, Water 

Resources, and Environment. 

Boundary surveys of national forest 
system lands : hearing before the Sub- 
committee on Forestry, Water Re- 
sources, and Environment of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
seventh Congress, second session, on S. 
1187 ... May 24, 1982., 82-29657 


Conveyance of certain national forest 
lands : hearing before the Subcommit- 
tee on Forestry, Water Resources, and 
Environment of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 705 ... Oc- 
tober 22, 1981., 82-6754 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 

Subcommittee on Nutrition. 

Oversight on federal nutrition programs : 
hearings before the Subcommittee on 
Nutrition of the Committee on Agri- 
culture, Nutrition, and _ Forestry, 
United States Senate, Ninety-seventh 
Congress, second session, February 22 
and 23, 1982., 82-27209 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 

Subcommittee on Rural Development, 

Oversight, and Investigations. 

Agricultural energy needs hearings 
before the Subcommittee on Rural De- 
velopment, Oversight, and Investiga- 
tions of the Commmittee on Agricul- 
ture, Nutrition and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 16 and 18, 
1981., 82-1012 


Oversight on rural energy needs : hear- 
ings before the Subcommittee on Rural 
Development, Oversight, and Investi- 
gations of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, second session, May 25, and 26, 
1982., 82-29665 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 
Subcommittee on Soil and Water 


Conservation. 
Oversight on proposed modifications in 


soil and water conservation policy : 
hearing before the Subcommittee on 
Soil and Water Conservation of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
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U.S. Congress. Senate. Committee on Agriculture, Nutrition, and Forestry. 


Ninety-seventh Congress, second ses- 
sion, Tuesday, March 30, 1982., 82- 
29666 


Prohibition of price supports for crops 
produced on certain lands : hearing 
before the Subcommittee on Soil and 
Water Conservation and the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-seventh Congress, 
second session, on S. 1825 ... May 6, 
1982., 82-29660 


Soil conservation : hearing before the 
Subcommittee on Soil and Water Con- 
servation of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, Congress, first session, August 
31, 1981—Burlington, Iowa., 82-6756 


United States. Congress. Senate. Committee 
on Appropriations. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1982 : 
report (to accompany H.R. 4119)., 82- 
2373 


Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion, fiscal year 1982 : report., 82- 
6553 


Amendments requesting reductions in 
foreign aid for fiscal year 1982 (EC 
1994) : communication from the presi- 
dent of the United States transmitting 
requests for reducing appropriations for 
fiscal year 1982 by a total of 
$365,900,000., 82-24516 


An analysis of the President’s budgetary 
proposals for fiscal year ..., 82-12303 


Appropriation requests (EC 4011) : com- 
munication from the president of the 
United States transmitting a proposed 
supplemental appropriation for the 
fiscal year 1980 in the amount of 
$264,750,000 and an amendment to the 
request for appropriations for the fiscal 
year 1981 in the amount of 
$537,150,000 for the Department of 
Health and Human Services. 82- 
19953 


Department of Defense appropriation bill, 
1982 : report (to accompany S. 1857)., 
82-4062 


Department of Transportation and related 
agencies appropriation bill, 1982 
report (to accompany H.R. 4209)., 82- 
2374 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agen- 
cies appropriation bill, 1982 : report (to 
accompany H.R. 4169)., 82-2375, 82- 
6566 

Departments of Labor, Health and 
Human Services, Education, and relat- 
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ed agencies appropriations bill, 1982 : 
report together with additional views 
(to accompany H.R. 4560)., 82-4057 


District of Columbia appropriation bill, 
1982 : report (to accompany H.R. 
4522)., 82-11771 


Economic overview : hearings before the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, second session : special hearing, 
budget of the U.S. Government., 82- 
27217 


El Salvador : the United States in the 
midst of a maelstrom : a report to the 
Committee on Foreign Relations, U.S. 
Senate, and the Committee on Appro- 
priations, U.S. Senate., 82-20298 


Federal Home Loan Bank Board’s man- 
agement of its procurement activities 
should be improved : report to the 
ranking minority member, Committee 
on Appropriations, United States 
Senate /, 82-10393 


Foreign assistance and related programs 
appropriation bill, 1982 : report togeth- 
er with additional views (to accompany 
S. 1802)., 82-4055 


Further federal action needed to detect 
and control environmental contamina- 
tion of food : report to the chairman, 
Committee on Appropriations, United 
States Senate /, 82-28252 


Health and safety deficiencies found at 
water recreation areas : report to the 
chairman, Committee on Appropri- 
ations, United States Senate /, 82- 
13708 


Legislative branch appropriations for 
fiscal year 1981., 82-29673 


Military construction appropriation bill, 
1982 : report (to accompany H.R. 
4241)., 82-4060 


Proposed amendment to fiscal year 1981 
request for appropriations for the fiscal 
year 1981 in the amount of 
$113,800,000 for the Department of 
Housing and Urban Development., 
82-22201 


Proposed amendment to the request for 
appropriations for fiscal year 1981 : 
communication from the president of 
the United States transmitting a pro- 
posed amendment to the request for ap- 
propriations for the fiscal year 1981 in 
the amount $147,500,000 for the De- 
partment of Housing and Urban Devel- 
opment., 82-22202 


Proposed fiscal year 1981 appropriations 
language changes (EC 4602) : commu- 
nication from the president of the 
United States transmitting proposed 
fiscal year 1981 appropriations lan- 
guage changes that would increase 
budget authority in the amount of 
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$2,600,000 for the Department of Jus- 
tice., 82-16986 


Report on earthquake reconstruction in 
Italy /, 82-6757 


Requests for supplemental appropriations 
in fiscal year 1981 and request for 
amendments to appropriations for fiscal 
year 1982 (EC 1233) : communication 
from the president of the United States 
transmitting request for supplemental 
appropriations in the amount of 
$207,563,000 for fiscal year 1981 and 
amendments to appropriations for fiscal 
year 1982 in the amount of 
$14,261,000., 82-22208 


Supplement budget of District of Colum- 
bia : communicaton from the president 
of the United States transmitting pro- 
posed supplemental for fiscal year 1981 
of $17 million from District of Colum- 
bia’s own revenues., 82-14610 


Supplemental appropriations bill, 1982 : 
report (to accompany H.R. 6863)., 82- 
29254 


Treasury, postal service, and general gov- 
ernment appropriation bill, 1982 
report (to accompany H.R. 4121)., 82- 
2365 


Urgent supplemental appropriations, 1982 
: report (to accompany H.R. 5922)., 
82-24551 


Views of the Committee on Appropri- 
ations, United States Senate, together 
with additional views on the first con- 
current resolution on the budget, fiscal 
year 1982., 82-1015, 82-15025 


Waste, fraud, and abuse in federal spend- 
ing : hearings before a subcommittee of 
the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session : special hearing, 
congressional witnesses, General Ac- 
counting Office, General Services Ad- 
ministration, Office of Management 
and Budget, Office of Personnel Man- 
agement., 82-20222 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Agriculture, Rural Development, and 
Related Agencies. 

Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session, H.R. 
4119 wry 82-2596, 82-24829, 82- 
24830 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Departments of Labor, Health and Human 
Services, Education, and Related Agencies. 
Departments of Labor, Health and 

Human Services, Education, and relat- 
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ed agencies, appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session., 82- 
22387 


Impact of federal budget cuts on Pennsyl- 
vania schools : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session, 
special hearing, Departments of Labor, 
Health and Human Services, and Edu- 
cation., 82-15028 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Departments of State, Justice, and 
Commerce, the Judiciary, and Related 
Agencies. 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriations for fiscal year 1982 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session, on H.R. 4169 ...., 
82-6758, 82-24835 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on Dept. 
of Defense. 

Department of Defense appropriations 
for fiscal year 1982 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session 

82-20219 


Department of Defense appropriations 
for fiscal year 1983 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, second ses- 
sion., 82-27216 


MX missile basing mode alternatives : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, De- 
partment of Defense, nondepartmental 
witnesses., 82-15027 


SSN—688—class submarine procurement 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and  nondepartmental 
witnesses, Department of Defense— 
Navy., 82-15029 


SSN-688-class submarine procurement : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
congressional and nondepartmental 
witness, Department of Defense— 
Navy., 82-12090 





United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
District of Columbia. 

District of Columbia appropriations for 
fiscal year 1982 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session., 
82-15026 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Energy and Water Development. 

Energy and water development appropri- 
ations for fiscal year 1982 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session, on H.R. 4144...., 82-24831 


Energy and water development appropri- 
ations for fiscal year 1983 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-seventh Congress, 
second session., 82-29671 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Foreign Operations. 

Foreign assistance and related programs 
appropriations for fiscal year 1982 : 
hearings before a subcommittee on Ap- 
propriations, United States Senate, 
Ninety-seventh Congress, first session., 
82-27218 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
HUD-Independent Agencies. 

Federal flood insurance program :, 
20221 


Federal flood insurance program : hear- 
ing before a subscommitte of the Com- 
mittee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, 
Federal Emergency Management 
Agency, nondepartmental witnesses., 
82-4200 


Fiscal year 1982 supplemental EPA 
wastewater construction grants : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, second session : special hearing, 
congressional witnesses, Environmental 
Protection Agency., 82-20220 


Selection of hazardous waste sites for su- 


perfund funding workshop/, 82- 
29674 


82- 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Military Construction. 

Military construction appropriations for 
fiscal year 1982 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
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Ninety-seventh Congress, first session., 
82-24834 


MX missile basing mode alternatives : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session : special hearing, De- 
partment of Defense, nondepartmental 
witnesses., 82-15027 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of the Interior and Related 
Agencies. 

Department of the Interior and related 
agencies appropriations for fiscal year 
1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session, on H.R. 4035 
wy 82-12088, 82-27219, 82-29672 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of the Treasury, U.S. Postal Service, 
and General Government Appropriations. 
Oversight hearings on Bureau of Alco- 

hol, Tobacco, and Firearms : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion., 82-22385 


Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1982 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
seventh Congress, first session, on H.R. 
4121....,  82-12091 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of the U.S. Treasury, Postal Service, 
and General Government Appropriations. 
Proposed disolution [sic] of Bureau of Al- 

cohol, Tobacco, and Firearms : hear- 
ings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, second session : special hearing, 
congressional witnesses, Department of 
the Treasury, nondepartmental wit- 
nesses., 82-22386 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of Treasury, Postal Service, and 
General Government Appropriations. 

IRS procedures and operations in Alaska 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session, special hearing, De- 
partment of the Treasury, nondepart- 
mental witnesses., 82-24833 
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U.S. Congress. Senate. Committee on Appropriations. Subcommittee on 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Transportation and Related Agencies. 
Department of Transportation and related 

agencies appropriations for fiscal year 
1982 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-seventh 
Congress, first session., 82-15030, 
82-24836 


Mass transit systems-New York : hearing 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-seventh Congress, first 
session : special hearing, Department of 
Transportation, nondepartmental wit- 
nesses., 82-12089 


United States. Congress. Senate. Committee 
on Armed Services. 

Armed Forces General and Flag Officer 
Act of 1981 : report (to accompany S. 
1906) on eliminating general and flag 
officer grade requirements from certain 
statutory positions in the armed forces, 
to delay the elective date for a ceiling 
on the number of general and flag offi- 
cers serving on active duty, and for 
other purposes /, 82-17009 


Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625)., 82-17010 


Authorizing appropriations for fiscal year 
1983, intelligence : report (to accompa- 
ny S. 2487)., 82-24572 


Chemical warfare : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
second session, September 4, 1980., 
82-4202 


Defense procurement policy and manage- 
ment : hearing before the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, July 28, 1981., 82-12097 


Department of Defense authorization for 
appropriations for fiscal year 1982 : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 815...., 82-17273 


Department of Defense authorization for 
appropriations for fiscal year 1983 : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on S. 2248 ...., 82-24838 


Department of Defense authorization for 
appropriations for fiscal year 1983 and 
supplemental authorization for appro- 
priations for fiscal year 1982 : report 
(to accompany S. 2248), on authorizing 
appropriations for fiscal year 1983 for 
procurement, for research, develop- 
ment, test, and evaluation, and for op- 
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eration and maintenance for the armed 
forces, to prescribe personnel strengths 
for the armed forces and for civilian 
personnel, of the Department of De- 
fense, and for other purposes, together 
with additional views., 82-17028 


Europe and the Middle East : strains on 
key elements of America’s vital inter- 
ests : report of Senator William S. 
Cohen to the Committee on Armed 
Services, United States Senate., 82- 
20230 


Legislative calendar /, 82-8970 


Military and technical implications of the 
proposed sale of air defense enhance- 
ments to Saudi Arabia : report of the 
hearings on the military and technical 
implications of the proposed sale of air 
defense enhancements to Saudi Arabia, 
based upon hearings held before the 
committee in accordance with its re- 
sponsibilities under rule XX V(c) of the 
standing rules of the Senate together 
with additional views., 82-11770 


Military and technical implications of the 
proposed sale to Saudi Arabia of air- 
borne warning and control system 
(AWACS) and F-15 enhancements : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
September 28, 30, 1981., 82-4203 


Military construction authorization fiscal 
year 1983 : report (to accompany S. 
2586)., 82-26971 


National Nuclear Waste Policy Act of 
1981 : report together with additional 
views (to accompany S. 1662)., 82- 
17025 


NATO : can the alliance be saved? : 
report of Sam Nunn to the Committee 
on Armed Services, United States 
Senate., 82-29679 


Nomination of Adm. James D. Watkins 
to be chief of naval operations : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, second session, on 
nomination of Adm. James D. Watkins 
to be chief of naval operations, May 
19, 1982., 82-22392 


Nomination of Franics J. West, Jr., to be 
assistant secretary of defense for inter- 
national security affairs : hearing before 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Francis J. West, Jr., of Rhode 
Island, to be assistant secretary of de- 
fense (international security affairs)., 
82-1026 

Nomination of John W. Vessey, Jr., to be 
chairman of the Joint Chiefs of Staff : 
hearing before the Committee on 
Armed Services, United States Senate, 
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Ninety-seventh Congress, second ses- 
sion, on nomination of Gen. John W. 
Vessey, Jr., U.S. Army, to be chairman 
of the Joint Chiefs of Staff, serving in 
the grade of general, pursuant to Title 
10, United States Code, section 142, 
May 11, 1982., 82-29681 


Nomination of Melvyn R. Paisley, to be 
assistant secretary of the Navy (re- 
search, engineering, and systems) 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
on nomination of Melvyn R. Paisley, of 
Washington, to be an assistant secre- 
tary of the Navy (research, engineer- 
ing, and systems), November 18, 1981., 
82-17274 


Nominations of James F. Goodrich, to be 
under secretary of the Navy, Thomas 
K. Turnage, to be director of Selective 
Service, and John S. Herrington, to be 
assistant secretary of the Navy : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on no- 
mimations of James F. Goodrich, of 
Maine, to be under secretary of the 
Navy, Thomas K. Turnage, of Califor- 
nia, to be director of Selective Service, 
John S. Herrington, of California, to be 
assistant secretary of the Navy, Sep- 
tember 24, 1981., 82-6764 


Nominations of James R. Ambrose, to be 
under secretary of the army, and Jay 
Raymond Sculley, to be assistant secre- 
tary of the army : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session on nomimations of 
James R. Ambrose, of North Carolina, 
to be under secretary of the army, Jay 
Raymond Sculley, of Virginia, to be 
assistant secretary of the army, October 
6, 1981., 82-12096, 82-15037 


Nominations of Russell D. Hale, Herman 
E. Roser, George A. Sawyer, and 
Edward J. Philbin : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on nominations of 
Russell D. Hale, of Virginia, to be an 
assistant secretary of the Air Force, 
Herman E. Roser, of New Mexico, to 
be an assistant secretary of energy (de- 
fense programs), George A. Sawyer, of 
New Jersey, to be assistant secretary of 
the Navy, Edward J. Philbin, of Cali- 
fornia, to be duputy assistant secretary 
of defense for reserve affairs, June 11, 
1981., 82-1024 


Report on the activities of the Committee 


on Armed Services, United States 
Senate., 82-6552 
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United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Manpower and Personnel. 

Bonuses and special pay : hearing before 
the Subcommittee on Manpower and 
Personnel of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, Novem- 
ber 19, 1981., 82-24841 


Flag and general officer strengths : hear- 
ing before the Subcommittee on Man- 
power and Personnel of the Committee 
on Armed Services, United States 
Senate, Ninety-seventh Congress, first 
session, September 17, 1981., 82-15038 


Impact of technology on military man- 
power requirements, readiness, and op- 
erations : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 


Medical readiness of the armed services : 
hearings before the Subcommittee on 
Manpower and Personnel of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, second session, May 5, 26, 1982., 
82-29678 


Pay increases for military personnel : 
hearing before the Subcommittee on 
Manpower and Personnel of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, May 7, 1982., 82- 
15039 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Military Construction. 

Military construction authorization fiscal 
year 1982 : hearings before the Sub- 
committee on Military Construction of 
the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 834 ... 
April 7, 8, May 4, September 29, 1981., 
82-20229 


Navy’s plan to move from leased space to 
the Washington Navy Yard, : hearing 
before the Subcommittee on Military 
Construction of the Committee on 
Armed Services, United States Senate, 
Ninety-seventh Congress, first session, 
September 30, 1981., 82-22391 


United States. Congress. Senate. Committee 

on Armed Services. Subcommittee on 

Pre 

Status of the guard and reserves : hear- 
ings before the Subcommittee on Pre- 
paredness of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, Wash- 
ington, D.C., December 1, 17, 1981, 
Manchester, N.H., January 22, 1982., 
82-22390 





Stockpile legislation : hearings before the 
Subcommittee on Preparedness of the 
Committee on Armed Services, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 906 ... S. 1338 
.. S. 1823 ... June 17, 19, December 14, 
1981., 82-17275 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Strategic and Theater Nuclear Forces. 
Fiscal year 1982 Department of Energy, 

authorization for national security pro- 
grams : hearings before the Subcom- 
mittee on Strategic and Theater Nucle- 
ar Forces of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, first session, on S. 
846 ... March 13 and May 5, 1981., 
82-12098 


National Nuclear Waste Policy Act : 
hearing before the Subcommittee on 
Strategic and Theater Nuclear Forces 
of the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, second session, on S. 1662 ... 
March 18, 1982., 82-24840 


Nomination of Kinnaird R. McKee to be 
admiral and director of the Office of 
Naval Propulsion, Department of 
Energy : hearing before the Subcom- 
mittee on Strategic and Theater Nucle- 
ar Forces of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, second session, on 
nomination of Kinnaird R. McKee to 
be admiral and director of the Office of 
Naval Nuclear Propulsion, Department 
of Energy, February 23, 1982., 82- 
24839 


Nomination of Richard L. Wagner to be 
chairman of the Military Liaison Com- 
mittee to the U.S. Department of 
Energy : hearing before the Subcom- 
mittee on Strategic and Theater Nucle- 
ar Forces of the Committee on Armed 
Services, United States Senate, Ninety- 
seventh Congress, second session, on 
nomination of Dr. Richard L. Wagner 
of California, to be chairman of the 
Military Liaison Committee to the U.S. 
Department of Energy, April 26, 1982., 
82-24842 


Strategic force modernization programs : 
hearings before the Subcommittee on 
Strategic and Theater Nuclear Forces 
of the Committee on Armed Services, 
United States Senate, Ninety-seventh 
Congress, first session, October 26, 27, 
28, 29, 30; November 3, 4, 10, 12, 13, 
1981., 82-29680 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Business Accounting and Foreign Trade 

Simplification Act : report of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
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company S. 708 together with addition- 
al views., 82-16997 


Capital Assistance Act and Deposit In- 
surance Flexibility Act hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, second session, on S. 2531 ... S. 
2532 ... May 26 and 27, 1982., 82- 
24849 


Competition and conditions in the finan- 
cial system : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, to 
review major banking laws enacted in 
the past several years and to consider 
the competitive status and financial 
condition of institutions within the fi- 
nancial system., 82-1027 


Competitive Export Financing Act of 
1981 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate to acompany S. 
868 together with additional views., 
82-2363 


Defense Production Act and the domes- 
tic production of cobalt hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, to consider some to 
the issues involved in the use of the 
Defense Production Act and its specif- 
ic authorities to stimulate domestic pro- 
duction of cobalt, October 26, 1981., 
82-15047 


Defense Production Act extension of 
1982 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
2375., 82-22228 


Economic conditions in specialty steel in- 
dustry : hearing before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sev- 
enth Congress, second session, on 
impact of increased imports on industry 
and employment and what kind of 
action, both public and private, can 
best meet the challenge of subsidized 
imports, Brackenridge, Pennsylvania, 
January 5, 1982., 82-17284 

Emergency Mortgage Interest Reduction 
Payments Act of 1982 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 2226 together with addi- 
tional views., 82-22218 

Federal Reserve Board membership and 
structure : hearing before the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, first session on S. 
Res. 209, S. Res. 247, S. Con. Res. 40, 
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S. 971, S. 1609, S. 1691, and S. 1859 ... 
December 7, 1981., 82-20237 


Federal Reserve’s first monetary policy 
report for 1982 : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on oversight on monetary policy 
report to Congress pursuant to the Full 
Employment and Balanced Growth 
Act of 1978, February 11 and 25, 1982., 
82-20238 


Federal reserve’s second monetary policy 
report for 1981 : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on oversight on the midyear monetary 
policy report to Congress pursuant to 
the Full Employment and Balanced 
Growth Act of 1978, July 22 and 29, 
1981., 82-2604 


Financial Institutions Restructuring and 
Services Act of 1981 : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 1686 ... S. 1703 ... S. 1720 
.. §. 1721...., 82-4211 


Legislative calendar /, 82-8972 


Monetary policy report for ... from the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate : a 
report together with additional views 
submitted pursuant to Public Law 95- 
523., 82-26953 


Nomination of C.T. Conover : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on the nomination 
of C.T. Conover to be Comptroller of 
the Currency for a term of five years, 
December 1, 1981., 82-12106 


Nomination of Edgar F. Callahan : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventy Con- 
gress, first session, on the nomination 
of Edgar F. Callahan to be a member 
of the National Credit Union Adminis- 
tration board for the term expiring 
August 2, 1987, October 16, 1981., 82- 
4210 


Nomination of Elizabeth F. Burkhart : 


Nomination of Preston Martin : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, second session, on the nomina- 
tion of Preston Martin to be a member 
of the Board of Governors of the Fed- 
eral Reserve System for a term of 14 
years from February 1, 1982, and to be 
vice chairman of the board for a term 
of 4 years from the same date, March 
24, 1982., 82-22397 


Nominations of Charles E. Lord and 
James E. Yonge : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on the nominations of Charles E. Lord 
to be first vice president and vice 
chairman and James E. Yonge to be a 
member of the board of directors of 
the Export-Import Bank of the United 
States, December 10, 1981., 82-17283 


Nominations of James G. Stearns and 
James W. Fuller : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on the nominations of James G. 
Stearns to be a director of the Securi- 
ties Investor Protection Corporation 
for a term expiring December 31, 1982 
and James W. Fuller to be a director of 
the Securities Investor Protection Cor- 
poration for a term expiring December 
31, 1983, April 20, 1982., 82-29689 


Nominations of James Jay Jackson and 
Richard W. Heldridge : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-seventh Congress, 
second session, on the nominations of 
James Jay Jackson to be a member of 
the Federal Home Loan Bank Board 
until June 30, 1982, and Richard W. 
Heldridge to be a director of the 
Export-Import Bank of the United 
States, February 11, 1982., 82-20239 


Olympic Coin Act of 1981 : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1230 ... July 
14, 1981., 82-2603 


The Olympic Coin Act of 1981 : report 


Author Index 


Senate, Ninety-seventh Congress, 
second session, on S. 1230 ... June 10, 
1982., 82-29691 


Oversight activities of the Committee on 


Banking, Housing, and Urban Affairs, 
United States Senate., 82-929 


Proposed trans-Siberian natural gas pipe- 


line : hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, to discuss the 
wide range of complex and controver- 
sial issues surrounding the building of a 
major natural gas pipeline from north- 
ern Siberia to the heartland of Europe, 
November 12, 1981., 82-20236 


Reauthorization of the Defense Produc- 


tion Act : hearing before the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, second session, to 
receive testimony from the agencies 
generally charged with responsibilities 
under the Defense’ Production Act— 
the Departments of Defense, Com- 
merce, and Interior, and the Federal 
Emergency Management Agency, 
April 20, 1982., 82-27232 


Reports to Congress under the Financial 


Regulation Simplification Act of 1980 
(Title viii, Public Law 96-221, 12 
U.S.C. 3524) from Federal Reserve 
Board, Federal Deposit Insurance Cor- 
poration, Federal Home Loan Bank 
Board, National Credit Union Adminis- 
tration, Comptroller of the Currency /, 
82-2602 


Second monetary policy report for 1981 


from the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session : a report together with addi- 
tional views, submitted pursuant to 
Public Law 95-523., 82-2368 


Tosco loan guarantee proposal : hearing 


before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Defense Produc- 
tion Act loan guarantees to Tosco Cor- 
poration for Tosco’s part in the colony 
shale oil project in western Colorado, 
October 7, 1981., 82-6772 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Consumer Affairs. 
Delayed funds availability hearing 


together with additional views (to ac- 
company S. 1230)., 82-17001 


Olympic Coin Act of 1982 : report to- 


hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, second session, on the nomi- 


nation of Elizabeth F. Burkhart, to be a 
member of the board of the National 


gether with supplemental, additional 
and dissenting views (to accompany S. 
1230) (including cost estimate of the 


before the Subcommittee on Consumer 
Affairs of the Committee on Banking, 
Housing, and Urban Affairs, United 


Credit Union Administration, July 16, 
1982., 82-29692 

Nomination of James G. Stearns : report 
together with minority views., 82- 
22241 
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Congressional Budget Offfice)., 82- 
24641 

Olympic coin proposals : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
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States Senate, Ninety-seventh Con- 
gress, second session, to examine the 
extent to which depository institutions 
impose lengthy holds on customer 
check deposits, the reasons for the 











January—December 1982 


great disparity in the hold policies of 
depository institutions, and alternatives 
for shortening hold periods without in- 
creasing risk of loss from bad checks, 
March 10, 1982., 82-27230 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Financial Institutions. 
Credit Deregulation and Availability Act 

of 1981 : hearings before the Subcom- 
mittee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 963 ... and S. 1406 ... July 9, 15, 
and 21, 1981., 82-6771 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Housing and Urban 
Affairs. 

Emergency Mortgage Interest Reduction 
Payments Act of 1982 : hearing before 
the Subcommittee on Housing and 
Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 2226 ... 
March 23, 1982., 82-24848 


FHA Revitalization Act of 1981 : hearing 
before the Subcommittee on Housing 
and Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1702 ... 
November 19, 1981., 82-12105 


Fiscal year 1983 HUD authorizations : 
hearings before the Subcommittee on 
Housing and Urban Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on the Department of Housing 
and Urban Development’s fiscal year 
1983 legislative program and the future 
direction of federal support of commu- 
nity development and housing, March 
30, April 14 and 15, 1982., 82-22395 


Housing and community development 
amedments [i.e. amendments] of 1982 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 2607 
together with additional views., 82- 
22236 


Tax treatment of thrift partnership : joint 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Committee on Finance and the Sub- 
committee on Housing and Urban Af- 
fairs of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, second session, on S. 1828, Feb- 
ruary 5, 1982., 82-29741 


Transit Assistance Act of 1982 : hearings 
before the Subcommittee on Housing 





and Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, second session, on S. 2367 ... 
S. 2377 ... April 26 and 28, 1982., 82- 
29690 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on International Finance 
and Monetary Policy. 

Business Accounting and Foreign Trade 
Simplification Act joint hearings 
before the Subcommittee on Securities 
and the Subcommittee on International 
Finance and Monetary Policy of the 
Committee on Banking, Housing, and 
Urban Afairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 708 ... May 20 and 21, June 16, 
July 23 and 24, 1981., 82-4209 


Competitive Export Financing Act of 
1981 : hearing before the Subcommittee 
on International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 868 ... July 20, 
1981., 82-1028 


East-West trade and technology transfer : 
hearing before the Subcommittee on 
International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, second session, on the extent of 
technology transfers from the West to 
the Soviet Union during the past 
decade and the contributions such 
transfers have made to strengthen the 
Soviet military-industrial base, April 
14, 1982., 82-29688 


Foreign barriers to U.S. trade : hearing 
before the Subcommittee on Interna- 
tional Finance and Monetary Policy of 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-seventh Congress, first 
session., 82-17282 


Oversight of U.S. trade policy : joint 
hearings before the Subcommittee on 
International Trade of the Committee 
on Finance and the Subcommittee on 
International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session...., 82-15108 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Rural Housing and 
Development. 

Assessment of Farmers Home Adminis- 
tration housing programs and rural 
housing block grant proposal : hearing 
before the Subcommittee on Rural 
Housing and Development of the Com- 
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mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, second session, on 
the proposed budget of the Farmers 
Home Administration and the availabil- 
ity of rural credit, April 13, 1982., 82- 
29687 


Rural housing authorizations : hearings 
before the Subcommittee on Rural 
Housing and Development of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, second session, to 
consider the future of the federal role 
in rural housing and the principal 
agency responsible for those programs, 
the Farmers Home Administration, 
January 14, 1982—Las Cruces, New 
Mexico, January 15, 1982—Santa Fe, 
New Mexico., 82-22396 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Securities. 

Business Accounting and Foreign Trade 
Simplification Act joint hearings 
before the Subcommittee on Securities 
and the Subcommittee on International 
Finance and Monetary Policy of the 
Committee on Banking, Housing, and 
Urban Afairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 708 ... May 20 and 21, June 16, 
July 23 and 24, 1981., 82-4209 


Securities—commodities accord amend- 
ments of 1982 : hearing before the Sub- 
committee on Securities of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, second session on S. 
2260 ... March 31, 1982., 82-27231 


Securities—commodities accord amend- 
ments of 1982 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 2260., 82-24548 

Securities activities of depository institu- 
tions : hearings before the Subcommit- 
tee on Securities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-seventh 
Congress, Second session, on S. 1720... 
February 4, 9, 10, and 12, 1982., 82- 
15048 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. 

A.T. & T. proposed settlement : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, second session, on A.T. & T. 
proposed settlement., 82-17291 


Access to telephones for the hearing im- 
paired report (to accompany S. 
2355)., 82-29250 
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Agreement Governing the Activities of 
States on the Moon and Other Celestial 
Bodies /, 82-24853 


Alaska Railroad Transfer Act : report (to 
accompany S. 1500)., 82-29239 


Amateur Radio Service and Private Land 
Mobile Services Act of 1981 : report 
(to accompany S. 929)., 82-11768 


Authorization for railroad rehabilitation 
and improvement financing : report (to 
accompany S. 2430)., 82-26963 


Beverage Container Reuse and Recycling 
Act : hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 709 
... November 5, 1981., 82-12120 


Cable television regulation hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, second session, on cable televi- 
sion regulation ...., 82-20245, 82- 
29695 


Coast Guard Authorization Act for 1983 
and 1984 : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-seventh Congress, second ses- 
sion, on S. 2252 ... March 26, 1982., 
82-22402 


Coast Guard Authorizations Act of 1983 
and 1984 : report (to accompany S. 
2252)., 82-17029 


Comprehensive Smoking Prevention 
Education Act of 1981 : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, 
second session, on S. 1929 ... May 10, 
1982., 82-29697 


Daylight savings time : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 49 and S. 115 ... S. 879 ... 
June 23, 1981., 82-2605 


Development of underutilized fish species 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, second session on de- 
velopment of underutilized fish species, 
February 15, 1982., 82-20250 


Driver safety : report together with addi- 
tional views (to accompany S. 2158)., 
82-19970 

Earthquake Hazards Reduction Act of 
1977 authorization : report (to accom- 
pany S. 2273)., 82-19968 

Federal patent policy : joint hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate and the Committee on 
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Science and Technology, U.S. House 
of Representatives, Ninety-seventh 
Congress, first session, on federal 
patent policy ...., 82-15059 


Federal patent policy : report together 
with additional and minority views of 
the Senate Committee on Commerce, 
Science, and Transportation on S. 1657 
entitled the “Uniform Science and 
Technology Research and Develop- 
ment Utilization Act.”, 82-19975 


Federal Railroad Safety Authorization 
Act of 1982 : report (to accompany S. 
2301)., 82-22226 


Federal Trade Commission Amendments 
Act of 1982 : report together with mi- 
nority views and additional views (to 
accompany S. 2499)., 82-26977 


The goals of the Committee on Com- 
merce, Science, and Transportation for 
the ... session of the ... Congress., 82- 
15057 


Legislative calendar /, 82-8976 


Maritime Authorizations Act of 1983 : 
report (to accompany S. 2336)., 82- 
24554 


Milwaukee Railroad and Rock Island 
Railroad Amendments Act : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 1879 ...., 82- 
17290 


Motor Carrier Reform Act of 1980 : 
hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on over- 
sight of the Motor Carrier Reform Act 
of 1980, June 18 and July 9, 1981., 82- 
4212 


National Aeronautics and Space Adminis- 
tration Authorization Act : report to- 
gether with additional views (to ac- 
company S. 2604)., 82-19979 


National Bureau of Standards authoriza- 
tion for fiscal year 1983 : report (to 
accompany S. 2271)., 82-24527 


National Oceanic and Atmospheric Ad- 
ministration Authorization Act : report 
together with minority views (to ac- 
company S. 2605)., 82-22232 

National Science Foundation Authoriza- 
tion Act for fiscal year 1983 : report 
(to accompany S. 2551)., 82-24553 


National Telec« ications and Infor- 
mation Administration authorization of 
1982 : report (to accompany S. 2181)., 
82-26962 

National Transportation Safety Board : 
report (to accompany S. 1936)., 82- 
17024 

NOAA omnibus authorization : hearings 
before the Committee on Commerce, 
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Science, and Transportation, United 
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Authorizing expenditures by the Commit- 
tee on Rules and Administration 
report (to accompany S. Res. 289)., 
82-14619 


Authorizing supplemental expenditures 
by the Committee on the Judiciary : 
report (to accompany S. Res. 222)., 
82-22214 


Authorizing supplemental expenditures 
by the Select Committee on Intelli- 
gence for the procurement of consult- 
ants : report (to accompany S. Res. 
225)., 82-24521 

Authorizing the printing of a history of 
the Committee on the Judiciary as a 
Senate document : report (to accompa- 
ny S. Res. 210)., 82-16999 

Authorizing the printing of a revised edi- 
tion of the “Senate Election Law Gui- 
debook” as a Senate document : report 
(to accompany S. Res. 290)., 82-14620 

Authorizing the printing of the brochure 
entitled “How our laws are made” as a 
house document : report (to accompa- 
ny H. Con. Res. 106)., 82-17000 
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Authorizing the printing of the commit- 
tee print entitled “NATO today, the 
alliance in evolution” as a Senate docu- 
ment : report (to accompany S. Res. 
402)., 82-24564 

Authorizing the printing of the prayers 
delivered by the reverend Edward 
L.R. Elson, S.T.D., as chaplain of the 
Senate during the 96th and 97th Con- 
gress : report (to accompany S. Con. 
Res. 67)., 82-19963 


Authorizing the reprinting of the commit- 
tee print entitled “NATO, can the alli- 
ance be saved?” : report (to accompany 
S. Res. 419)., 82-22238 


Authorizing the Smithsonian Institution 
to construct a new museum south of 
the original Smithsonian Institution 
building : report (to accompany S. 
2102)., 82-26970 

The Capitol : a pictorial history of the 
Capitol and of the Congress., 82- 
11733 


Establishing a Senate Placement Office : 
report (to accompany S. Res. 193)., 
82-931 


Expenditure authorizations and require- 
ments for Senate committees., 82- 
15195, 82-20365 


The Federal Assistance Improvement 
Act of 1981 : hearing before the Com- 
mittee on Rules and Administration, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 807 ... No- 
vember 2, 1981., 82-12246 


Federal Assistance Improvement Act of 
1981 : report of the Committee on 
Rules and Administration, United 
States Senate (together with additional 
views) accompany S. 807 ...., 82-4056 


The Franklin Delano Roosevelt Memori- 
al : report (to accompany S.J. Res. 
95)., 82-11776 


Increasing the limitation on expenditures 
by the Committee on Appropriations 
for the procurement of consultants and 
the training of professional staff : 
report (to accompany S. Res. 401)., 
82-22230 


Legislative calendar /, 82-9003 


Legislative review during the ... Congress 
by the Senate Committee on Rules and 
Administration., 82-26951 


Nomination of Danford L. Sawyer, Jr., 
to be public printer : hearing before the 
Committee on Rules and Administra- 
tion, United States Senate, Ninety-sev- 
enth Congress, first session, on the 
nomination of Danford L. Sawyer, Jr., 
of Florida, to be public printer, vice 
John J. Boyle, resigned, July 13, 1981., 
82-1101 

The original Library of Congress : the 
history (1800-1814) of the Library of 
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Congress in the United States Capitol / 
82-4270 


Providing for adjusting the rate of inter- 
est paid on funds of the Smithsonian 
Institution deposited with the Treasury 
of the United States as a permanent 
loan : report (to accompany H.R. 
6132)., 82-24565 


Providing for the participation of the De- 
partment of Defense education system 
for dependents in overseas areas in the 
Senate youth program : report (to ac- 
company S. Res. 146)., 82-2357 


Regulations to implement television and 
radio coverage of Senate proceedings : 
report of the Committee on Rules and 
Administration, United States Senate, 
(together with minority and additional 
views) to accompany S. Res. 436 ...., 
82-29251 


Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional Budget 
Act of 1974., 82-2355, 82-29253 


Senate election law guidebook., 82- 
11762, 82-26942 


Senate manual containing the standing 
rules, orders, laws, and resolutions af- 
fecting the business of the United 
States Senate : Articles of Confeder- 
ation and the Constitution of the 
United States /, 82-24515 


Staff, the Congressional staff journal., 
82-9004 


Standing rules of the Senate (pursuant to 
the adoption of S. Res. 274 and S. Res. 
389, 96th Cong., Nov. 14, 1979, and 
Mar. 25, 1980, respectively)., 82- 
11737 


Standing rules of the United States 
Senate, and provisions of the Legisla- 
tive Reorganization Acts of 1946 and 
1970 and the Budget Control Act relat- 
ing to operation of the Senate /, 82- 
12247 

Television and radio coverage of pro- 
ceedings in the Senate Chamber 
report together with additional views 
(to accompany S. Res. 20)., 82-4026 


United States. Congress. Senate. Committee 


on Rules and Administration. Technical 

Services Staff. 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 82-12249, 82-29821 


United States. Congress. Senate. Committee 


on Small Business. 

Amending section 8(e) of the Small Busi- 
ness Act (provisions relating to the 
notice of federal procurement actions) : 
report (to accompany S. 1947)., 82- 
24550 





January—December 1982 U.S. Congress. Senate. Committee on Small Business. Subcommittee on Government 


Deterioriation of the U.S. defense indus- 
trial base : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
session, on deterioriation of the U.S. 
defense industrial base, July 14, 1981., 
82-2716 

Executive summary : report of the Com- 
mittee on Small Business, United States 
Senate, on the Small Business Adminis- 
tration’s size standards, based on a 
hearing before the committee of May 
5, 1981., 82-24945 


Federal antitrust policy : implications for 
small business : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, first session, on federal antitrust 
policy; implications for small business, 
December 1, 1981., 82-29834 


First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


Influencing small business investment in 
enterprise zones : hearings before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, second session, on influencing 
small business investment in enterprise 
zones, Washington, D.C., February 25, 
1982, Oakland, Calif., April 5, 1982, 
Chicago, Ill., April 7, 1982, St Paul, 
Minn., May 7, 1982., 82-29835 


Interest rates and business credit needs : 
hearings before the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on interest rates and business credit 
needs ...., 82-15211 


Minority business and its contributions to 
the U.S. economy : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, second session, on minority busi- 
ness and its contributions to the U.S. 
economy, June 23, 1982., 82-29836 


Nomination of Frank S. Swain, to be 
chief counsel for advocacy of the 
Small Business Administration : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Frank S. Swain, to be chief 
counsel for advocacy of the Small 
Business Administration, Thursday, 
July 30, 1981., 82-1111 


Nomination of James C. Sanders to be 
administrator of the Small Business Ad- 
ministration : hearing before the Com- 
mittee on Small Business, United States 
Senate, Ninety-seventh Congress, 
second session, on nomination of James 
C. Sanders to be administrator of the 
Small Business Administration, March 
9, 1982., 82-20380 





Review of the committee’s activities in 
the ... session of the ... Congress : 
report of the Committee on Small Busi- 
ness, United States Senate., 82-15210 


Safe harbor leasing : usability by small 
business : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, 
second session, on safe harbor leasing, 
usability by small business, March 2, 
1982., 82-24944 


SBA’s farm disaster loan program : hear- 
ings before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s farm disaster loan program, Sep- 
tember 9 and 10, 1981., 82-12268 


SBA’s 8(a) pilot procurement plan : hear- 
ing before the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on 
SBA’s 8(a) pilot procurement program, 
September 21, 1981., 82-2717 


Small Business Administration’s direct 
loan programs : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Small Business 
Administration’s direct loan programs, 
October 27, 1981., 82-12269 


Small Business Administration’s size 
standards : hearing before the Commit- 
tee on Small Business, United States 
Senate, Ninety-seventh Congress, first 
session, on Small Business Administra- 
tion’s size standards, May 5, 1981., 82- 
22467 


Small Business Administration’s surety 
bond guarantee program : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety -sev- 
enth Congress, second session, on 
Small Business Administration’s surety 
bond guarantee program, March 11, 
1982., 82-27330 


Small Business Innovation Reserved Act 
of 1981 : a report together additional 
views (to accompany S. 881)., 82- 
2366 


Small Business Venture Capital Act of 
1982.: report (to accompany S. 2408)., 
82-26961 


The state of small business : a report of 
the president : hearing before the Com- 
mittee on Small Business, United States 
Senate, Ninety-seventh Congress, 
second session, on the state of small 
business, a report of the president, 
March 31, 1982., 82-24947 

Timber set-aside programs : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, second session on 
timber set-aside programs, Hot Springs, 
Ark., February 19, 1982., 82-22468 
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To review SBA’s budget authorization 
for fiscal year 1983 : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, second session, on to review 
SBA’s budget authorization for fiscal 
year 1983, February 23, 1982., 82- 
20381 


United States. Congress. Senate. Committee 
on Small Business. National Advisory 
Council. 

First meeting of the Committee on Small 
Business, United States Senate, with 
members of the committee’s National 
Advisory Council., 82-12267 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Advocacy and the Future of Small! 
Business. 

Government competition with small busi- 
ness : hearings before the Subcommit- 
tee on Advocacy and the Future of 
Small Business of the Committee on 
Small Business, United States Senate, 
Ninety-seventh Congress, first session, 
on government competition with small 
business, Washington, D.C.—June 24, 
1981, Los Angeles, Calif.—August 27, 
1981, Washington, D.C.—November 4, 
1981., 82-12266 


To consider S. 1947, a bill to improve 
small business access to federal pro- 
curement information and small busi- 
ness utilization of the Commerce Busi- 
ness Daily : hearings before the Sub- 
committee on Advocacy and the 
Future of Small Business of the Com- 
mittee on Small Business, United States 
Senate, Ninety-seventh Congress, 
second session, on to consider S. 1947. 

. a bill to improve small business 
access to federal procurement informa- 
tion and small business utilization of 
the Commerce Business Daily, San 
Diego, Calif—February 17, 1982, 
Washington, D.C.—March 4, 1982., 
82-24946 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Government Procurement. 

The impact of the Davis-Bacon threshold 
on small business construction contrac- 
tors : hearing before the Subcommittee 
on Government Procurement of the 
Committee on Small Business, United 
States Senate, Ninety-seventh Con- 
gress, second session, on the impact of 
the Davis-Bacon treshold on small 
business construction contractors, Feb- 
ruary 2, 1982., 82-22466 
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U.S. Congress. Senate. Committee on Smail Business. Subcommittee on Productivity 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Productivity and Competition. 

The effects which ERISA and MPPRA 
have had on the competitiveness of 
small business : hearing before the Sub- 
committee on Productivity and Com- 
petition of the Committee on Small 
Business, United States Senate, Ninety- 
seventh Congress, first session, on the 
effects which ERISA and MPPRA 
have had on the competitiveness of 
small business, Seattle, Wash.—August 
14, 1981., 82-4279 


United States. Congress. Senate. Committee 
on Small Business. Subcommittee on 
Urban and Rural Economic Development. 
Tax-exempt industrial development bonds 

: hearing before the Subcommittee on 
Urban and Rural Economic Develop- 
ment of the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on tax- 
exempt industrial development bonds, 
October 5, 1981., 82-20382 


United States. Congress. Senate. Committee 
on the Budget. 
Baseline budget projections for fiscal 
years 1983-1987., 82-24977 


Budget views and estimates for fiscal 
year... /, 82-15223, 82-15224 


Budget views and estimates for fiscal 
year 1983 : a report to the Budget 
Committee (pursuant to section 301(c) 
of Public Law 93-344) /, 82-27290 


The Economic and budget outlook : an 
update /, 82-12305 


First concurrent resoiution on the 
budget—fiscal year 1983 hearings 
before the Committee on the Budget, 
United States Senate, Ninety-seventh 
Congress, second session., 82-20240 


First concurrent resolution on the budget 
FY 1983 : report of the Committee on 
the Budget, United States Senate, to 
accompany S. Con. Res. 92 ... together 
with additional and minority views., 
82-24546 


Legislative calendar /, 82-8973 


Pace of oil shale development : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-sixth Con- 
gress, second session, July 17, 1980— 
Denver, Colo., August 29, 1980— 
Rifle, Colo., February 1982., 82-15049 


The Prospects for economic recovery., 
82-24976 


Reducing the federal deficit 
and options., 82-24978 


Report of the Committee on Energy and 
Natural Resources to the Committee 
on the Budget, United States Senate, 
pursuant to section 301(c) of the Con- 
gressional Budget and Impoundment 


: Strategies 
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Control Act of 1974., 
17312 


Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional Budget and Im- 
poundment Control Act of 1974 on the 
proposed budget., 82-12110, 82- 
17288 


Report to the Senate Committee on the 
Budget pursuant to section 301(c) of 
the Congressional Budget and Im- 
poundment Control Act of 1974, from 
the Senate Committee on Environment 
and Public Works., 82-15185, 82- 
15186 


Second concurrent resolution on the 
budget—fiscal year 1982 hearings 
before the Committee on the Budget, 
United States Senate, Ninety-seventh 
Congress, first session, September 15, 
1981 ... September 16, 1981 ... Septem- 
ber 28, 1981 ... October 6, 1981, Octo- 
ber 15, 1981, October 20, 1981, Octo- 
ber 30, 1981...., 82-12107 


Second concurrent resolution on the 
budget, FY 1982 : report of the Com- 
mittee on the Budget, United States 
Senate, to accompany S. Con. Res. 50 
.. together with additional and minor- 
ity views., 82-17004 

Senate budget scorekeeping report., 82- 
8914 


Tax Expenditure Limitation and Control 
Act of 1981 (S.193) : hearing before the 
Committee on the Budget, United 
States Senate, Ninety-seventh Con- 
gress, first session, November 24, 1981., 
82-12108 


Tax expenditures : relationships to spend- 
ing programs and background material 
on individual provisions /, 82-22398 


Waiver of section 402(a) of the Congres- 
sional Budget Act with respect to con- 
sideration of S. 1042 : report together 
with additional views (to accompany S. 
Res. 223)., 82-22213 


82-17310, 82- 


United States. Congress. Senate. Committee 


on the Judiciary. 

Amendments of the Military Personnel 
and Civilian Employees’ Claims Act 
providing for an increase from $15,000 
to $25,000 in the maximum amount that 
the United States may pay in settle- 
ment of a claim : report (to accompany 
S. 1739)., 82-29241 


Amendments to the Omnibus Crime Con- 
trol and Safe Streets Act of 1968 : 
report (to accompany S. 1640)., 82- 
17022 

Amendments to Title 18 of the United 
States Code relating to international ex- 
tradition : report (to accompany S. 
1940)., 82-19966 
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American Council of Learned Societies : 
report (to accompany H.R. 4769)., 82- 
22259 


Andre Bartholo Eubanks : report (to ac- 
company H.R. 1681)., 82-24541 


Annual refugee consultation for 1982 : 
hearing before the Committee on. the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session 
on annual consultation between the ex- 
ecutive branch and the Judiciary Com- 
mittees of the Congress to consider the 
administration’s proposals for refugee 
admissions to the United States in 1982, 
September 22, 1981., 82-20332 


The Antitrust Equal Enforcement Act : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first and 
second sessions, on S. 995 ... April 22, 
May 11, and December 7, 1981, and 
February 10, 1982., 82-24917 


Antitrust Equal Enforcement Act : report 
of the Committee on the Judiciary, 
United States Senate, on S. 995, togeth- 
er with additional views., 82-26959 


The Antitrust Reciprocity Act of 1981 : 
hearing before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 816 ... April 20, 1981., 82-1081 


Aurora Isidra Rullan Diaz : report (to 
accompany H.R. 1550)., 82-4051 


Authorizing supplemental expenditures 
by the Committee on the Judiciary : 
report (to accompany S. Res. 222)., 
82-2369 


The Bail Reform Act of 1981 : report of 
the Committee on the Judiciary, 
United States Senate, on S. 1554 to- 
gether with additional views., 82- 
17020 


Bankruptcy Improvements Act of 1981: 
report together with additional and mi- 
nority views (to accompany S. 2000)., 
82-24566 


Benjamin Bane : report (to accompany S. 
521)., 82-24536 


Blanca Rosa Luna de Frei : report (to 
accompany H.R. 661)., 82-4047 


Braun Green : report (to accompany S. 
1048)., 82-26957 


The Caddo Lake compact : report ( to 
accompany S. 2228) (together with 
Congressional Budget Office cost esti- 
mate)., 82-4022 


Committee on the Judiciary program for 
the ... session., 82-15166 


Confirmation of federal judges : hearings 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the selection 





January—December 1982 


and confirmation of federal judges ...., 
82-17351, 82-17352 


Congressional, cabinet, and Supreme 
Court assassination, kidnapping, and as- 
sault : report (to accompany S. 907)., 
82-22216 


Contract services for Drug Dependent 
Federal Offenders Act Amendment of 
1981 : report (to accompany H.R. 
3963) (including cost estimate of the 
Congressional Budget Offfice)., 82- 
2409 


Criminal Code Reform Act of 1981 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1630., 82-14618 


Department of Justice authorization re- 
quest for fiscal year 1982 : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on the authori- 
zation request of the U.S. Department 
of Justice for fiscal year 1982, March 
26, 1981., 82-1080 


Divorcement of motor fuel service sta- 
tions : hearings before the Committee 
on the Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 326 ... July 30 and October 21, 
1981., 82-15158 


Doctor Herman Sardjono and his wife, 
Erlanda Sardjono : report (to accompa- 
ny S. 340)., 82-4044 

Doctor Joselito Sison Almario, and his 
wife, Leticia Almario : report (to ac- 
company S. 244)., 82-4043 


Effects of proposed Canadian Pacific ac- 
quisition of Hobart Corp. : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, February 16, 
1981., 82-6860 


Extradition Act of 1981 : hearing before 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1639, Oc- 
tober 14, 1981., 82-15161 


Ezekiel Trail Clemons : report (to accom- 
pany S. 1781)., 82-24532 


Federal Courts Improvement Act of 1981 
: report together with additional views 
(to accompany S. 1700)., 82-17002 


Federal regulation of firearms : a report / 
, 82-24916 


The Firearms Owners Protection Act : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first and 
second session, on S. 1030 ... December 
9 and 11, 1981, and February 8, 1982., 
82-27304 


Florence Louise Barry : report (to ac- 
company S. 1331)., 82-24538 





U.S. Congress. 


For the relief of Charles Jeffrey Greene : 
report (to accompany S. 2849)., 82- 
16988 


For the relief of the Washington Post, 
the Washington Star, the Dispatch 
(Lexington, N.C.), the Brooklyn Times, 
Equity Advertising Agency, Inc., the 
Seattle Post-Intelligencer, and the 
News Tribune : report (to accompany 
H.R. 1231)., 82-19978 


For the relief of the Washington Post, 
the Washington Star, the Dispatch 
(Lexington, N.C.), the Brooklyn Times, 
Equity Advertising Agency, Inc., the 
Seattle Post-Intelligencer, and _ the 
News Tribune : report together with 
additional view (to accompany H.R. 
1231)., 82-17045 


The Foreign Trade Antitrust Improve- 
ments Act : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 795 ... June 17, 1981., 
82-15157 


Former Members of Congress : report (to 


accompany H.R. 4755) (including cost 


estimate of the Congressional Budget 


Office)., 82-14617 


Friedrich Walter Prey : report (to accom- 
pany S. 174)., 82-4037 


Gladys Belleville Schultz : 
company H.R. 1785)., 82-4052 


Granting the status of permanent resi- 
dence to certain aliens : report (to ac- 
company S. Con. Res. 43)., 82-26954 


Hanife Frantz : report (to accompany 
H.R. 2185)., 82-6560 


History of the Committee on the Judici- 
ary, United States Senate, 1816-1981., 
82-24517 


Human life federalism amendment 
report together with additional and mi- 
nority views of the Committee on the 
Judiciary, United States Senate on S.J. 
Res. 110., 82-24567 


Hun Sik Sanderson : report (to accompa- 
ny S. 278)., 82-4035 


Hyong Cha Kim Kay : report (to accom- 
pany S. 235)., 82-4034 

ICC needs to eliminate improper leasing 
practices by certificated motor carriers 
: report to the Chairman, Committee 
on the Judiciary, United States Senate 
/, %2-10334 


Immigration reform and control : report 
of the Committee on the Judiciary, 
United States Senate, on S. 222 with 
additional and minority views., 82- 
29244 


Intelligence Identities Protection Act of 
1981 : report (to accompany S. 391)., 
82-2370 


Isoo Kojima : report (to accompany S. 
224)., 82-24529 
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Jacobo Cosio-Franco : report (to accom- 
pany H.R. 1796)., 82-24533 


James G. Reese : report (to accompany 
S. 198)., 82-24535 


Jose Garcia-Nunez and Maura Nunez de 
Garcia, his wife : report (to accompany 
S. 1330)., 82-24540 

Jose Ramon Beltron Aivenda Ostler : 
report (to accompany S. 1364)., 82- 
24530 


Joseph Y. Quijano, his wife Marichu Lar- 
razabal Quijano and his son Franz 
Joseph Quijano and daughters Marie 
Estrella Quijano and Milche Marenjone 
Quijano : report (to accompany S. 79)., 
82-26958 

Juan Esteban Ramirez : report (to accom- 
pany S. 167)., 82-6556 


Junior Edmund Moncrieffe : report (to 
accompany H.R. 688)., 82-6558 


Kai-Mee Chen : report (to accompany 
H.R. 2010)., 82-6559 


Legislative and executive calendar /, 
82-8994 


Lourie Ann Eder : report (to accompany 
S. 215)., 82-4041 


Luis Monzon : report (to accompany S. 
1092)., 82-24539 


Lydia Delos Santos Colcol : report (to 
accompany S. 222)., 82-26956 


Madeleine Mesnager : report ( to accom- 
pany H.R. 1469)., 82-4049 


Maria Gloria (Joy) C. Villa : report (to 
accompany H.R. 1977)., 82-24534 


Marlon Dolon Opelt : report (to accom- 
pany S. 189)., 82-24528 


Maxine Ann Fricioni : report (to accom- 
pany S. 1144)., 82-4039 


Michael Whitlock : report (to accompany 
S. 555)., 82-6555 


Monopolization and competition in the 
telecommunication industry : hearings 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on monopoliza- 
tion and competition in the telecommu- 
nication industry, June 10, 17, July 23, 
24, and 29, 1981., 82-17350 

Moses Bank : report (to accompany H.R. 
2573)., 82-4053 

Mrs. Frieda Simonson : report (to accom- 
pany H.R. 1608)., 82-26960 

National Association of State Directors 
of Veterans Affairs, Inc. : report (to 
accompany S. 2215), 82-26964 

National Federation of Music Clubs : 
report (to accompany S. 2317)., 82- 
29233 

The National Guard Tort Claims Act : 
report (to accompany S. 267)., 82- 
17012 
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U.S. Congress. Senate. Committee on the Judiciary. 


Nomination of Sandra Day O’Connor : 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-seventh Congress, first session, 
on the nomination of Judge Sandra 
Day O’Connor, of Arizona, to serve as 
an associate justice of the Supreme 
Court of the United States, September 
9, 10, and 11, 1981., 82-12219 


Nomination of Sandra Day O’Connor : 
report together with additional, supple- 
mental, and separate views (to accom- 
pany the nomination of Sandra Day 
O’Connor)., 82-6568 


Omar Marachi : report (to accompany 
H.R. 1480)., 82-4050 


Oversight of government merger enforce- 
ment policy : hearings before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight of government 
merger enforcement policy., 82-29788 


Oversight of the Copyright Act of 1976 
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additional, minority, and supplemental 
views., 82-24556 


Yaeko Howell : report (to accompany S. 
280)., 82-6557 


Yuk Yee Li : report (to accompany H.R. 
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Do not order from index; see indicated entry 





Author Index 


enth Congress, second session, on S. 
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first session, on S. 21 ... and S. 
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907 ... September 22, 1981., 82-15160 


The Criminal Justice Construction 
Reform Act : hearings before the Sub- 
committee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Con- 
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Administration’s proposals on immigra- 

tion and refugee policy : joint hearing 





Congress. Senate. Committee on the 


before the Subcommitte on Immigra- 
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enth Congress, first session, on employ- 
er sanctions, September 30, 1981., 82- 
17353 


Legalization of illegal immigrants : hear- 
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Congress, first session, on the problem 
of juvenile crime, July 9, 1981., 82- 
2674 


United States. Congress. Senate. Committee 


on the Judiciary. Subcommittee on 

Security and Terrorism. 

DEA oversight and budget authorization 
: hearing before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, 
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Phoenix, Ariz., May 29, 1981., 82- 
6861 


Bicentennial of the Constitution : hearing 


before the Subcommittee on the Con- 
stitution of the Committee on the Judi- 
ciary, United States Senate, Ninety-sev- 
enth Congress, first session, on S.J. 
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jurisdiction of the federal courts, May 
20, 21, and June 22, 1981., 82-15156 


Juvenile Justice Act cornerstone : con- 


tinuation funding : Juvenile Justice and 
Delinquency Prevention Act mandate 
for continuation of satisfactory pro- 
grams funded under the Act of 1974 as 
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correspondence course catalog., 82- 
9717 


US Army Institute for Military Assist- 
ance correspondence course catalog., 
82-9719 


US Army Institute of Administration cor- 
respondence course catalog., 82-9718 


US Army intelligence activities, 82- 
22940 


US Army Intelligence Center and School 
correspondence course catalog., 82- 
9720 


US Army Intelligence School, Fort 
Devens correspondence course cata- 
log., 82-9723 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 82-9737 

US Army Missile and Munitions Center 
and School correspondence course 
catalog., 82-9716 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of artillery repairer., 82-4907 

The US Army Ordnance Center and 
School apprenticeship program for the 


trade of automobile body repairer and | 


painter., 82-4905 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of heavy duty equipment me- 
chanic., 82-9736 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of industrial welder., 82-4906 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of sewing machine repairer., 82- 
4904 

The US Army Ordnance Center and 
School apprenticeship program for the 


trade of small weapons repairer., 82- 
9735 


The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 

US Army Quartermaster School corre- 
spondence course catalog., 82-9721 
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The US Army Signal School apprentice- 
ship program for the trade of aircraft 
electrical mechanic., 82-4901 


The US Army Signal School apprentice- 
ship program for the trade of aircraft 
engine mechanic (turbine)., 82-4925 


The US Army Signal School apprentice- 
ship program for the trade of automat- 
ic equipment technician., 82-4910 


The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 82-4909 


The US Army Signal School apprentice- 
ship program for the trade of central 
office telephone installer and repairer., 
82-4900 


The US Army Signal School apprentice- 
ship program for the trade of control 
room technician (radio and television 
broadcasting)., 82-9738 


The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer., 82-4931 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio., 82-4919 


The US Army Signal School apprentice- 
ship program for the trade of electron- 
ic technician (communication)., 82- 
4927 


The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (computer)., 82-4917 


The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (RADAR)., 82-4929 


The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 82-4926 


The US Army Signal School apprentice- 
ship program for the trade of instru- 
ment repairer (electronic)., 82-4915 


The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 82-4918 


The US Army Signal School apprentice- 
ship program for the trade of office 
machine servicer., 82-4913 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture., 82-4923 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 82-4916 


The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian., 82-4922 

The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcasting)., 82-4928 
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The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 


The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician., 82-4896 


The US Army Signal School apprentice- 
ship program for the trade of radio me- 
chanic., 82-4921 


The US Army Signal School apprentice- 
ship program for the trade of radio op- 
erator., 82-4914 


The US Army Signal School apprentice- 
ship program for the trade of tele- 
graphic-teletypewriter operator., 82- 
4920 


The US Army Signal School apprentice- 
ship program for the trade of televi- 
sion-cable installer., 82-4930 


The US Army Transportation School ap- 
prenticeship program for the trade of 
aircraft mechanic, armament., 82-4924 


The US Army Transportation School ap- 
prenticeship program for the trade of 
airplane mechanic., 82-4908 


The US Army Transportation School ap- 
prenticeship program for the trade of 
electrical mechanic (aircraft)., 82-4898 


The US Army Transportation School ap- 
prenticeship program for the trade of 
helicopter mechanic., 82-4912 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 

The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 82-4897 

Using unit supply system : manual proce- 
dures., 82-18168 


Veterinary specialist., 


18151 
Vietnam crucible, 


82-15859, 82- 


82-20831 
82-18170 


Welfare, recreation, and morale 
march program., 82-25593 


82-13061, 82- 


Weapons of the infantry, 
: volks- 


Wheel vehicle repairer., 
13062 
Woodwind group leader., 82-13082 


66-MM rocket launcher M202Al1., 82- 
15891 


United States. Dept. of the Army. Command 
Information Division. 


Commanders call., 82-7861 
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Division. 
Guadalcanal : the first offensive /, 82- 
22971 


United States. Dept. of the Army. Office of 


the Adjutant General. 


Casualty assistance handbook., 82-9732 


United States. Dept. of the Army. Office of 


the Chief of Chaplains. 

Religious requirements and practices of 
certain selected groups : a handbook 
supplement for chaplains /, 82-9710 


United States. Dept. of the Army. Office of 


the Chief of Public Affairs. 
Commanders call., 82-7861 


United States. Dept. of the Interior. 


Bike/hike trails, 82-16595 


Code of Federal regulations. 43, Public 
lands, interior., 82-1795, 82-10442, 
82-10443 


Dalton Pass uranium mine : final environ- 
mental statement /, 82-20162 


Decisions of the Department of the Inte- 
rior., 82-8372 


Decisions of the United States Depart- 
ment of the Interior., 82-568, 82- 
10703 


Energy resources on federally adminis- 
tered lands /, 82-23622 


Equal opportunity is for everyone., 82- 
18816 


Field quality control of fire retardant 
chemicals /, 82-22485 


Guidelines for carrier phone systems : in- 
stallation, maintenance, and improve- 
ment /, 82-21742 


Illegal and unauthorized activities on 
public lands : a problem with serious 
implications : report to the Secretaries 
of Agriculture and the Interior /, 82- 
25952 


The legend of the pipe and the white 
buffalo calf woman, 82-23802 


Mineral resources of the Rincon wilder- 
ness study area, Pima County, Arizo- 
na., 82-23641 


New publications of the 
Survey /, 82-8378 


Northern Great Plains resources program 
socio-economic and cultural aspects 
work group discussion draft. 82- 
11863 

Proposed comprehensive management 
plan for the Pinelands National Re- 
serve /, 82-1899 

Regulations for implementing the Fish 
and Wildlife Coordination Act : draft 
environmental statement /, 82-3671 


Geological 


Report of the Task Force on Non-Indian 
Federal Water Rights : Task Force 
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5a—President’s water policy implemen- 
tation., 82-3668 


Resources evaluation newsletter /, 82- 
6947 


Responses to comments received from 
public review of the Fall 1979 draft of 
uranium development in the San Juan 
basin region /, 82-21727 


Reuse of abandoned sewage treatment fa- 
cility., 82-19507 


Safety and health handbook /, 82-16344 
Telephone directory /, 82-16345 


Undeveloped coastal barriers : 
Congress /, 82-23621 


United States Youth 
Corps., 82-18817 


Water related activities., 
YCC at work /, 82-5789 


Youth Conservation Corps ... anniversary 
report., 82-10715 


report to 
Conservation 


82-16594 


United States. Dept. of the Interior. Office 
of Coal Leasing, Planning, and 
Coordination. 

The federal coal management program : a 
narrative description /, 82-5780 


United States. Dept. of the Interior. Office 
of Hearings and Appeals. 
Index-digest /, 82-8373 


United States. Dept. of the Interior. Office 
of Oil and Gas. 
Trends in refinery capacity and utiliza- 
tion., 82-13375 


United States. Dept. of the Interior. Office 
of Policy Analysis. 

Final report and recommendations for the 
secretary on fair market value and 
minimum acceptable bids for federal 
coal leases /, 82-3675 


United States. Dept. of the Interior. Office 
of Small and Disadvantaged Business 
Utilization. 


This is Interior., 82-13936 


United States. Dept. of the Interior. Office 
of the Assistant Secretary for Fish and 
Wildlife and Parks. 

New tools for land protection : an intro- 
ductory handbook., 82-28496 


United States. Dept. of the Interior. Office 
of the Solicitor. 
Index-digest /, 82-8373 


United States. Dept. of the Interior. Office 
of Youth \ 
YCC handbook /, 82-21654 


Youth conservation report., 82-8375 
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United States. Dept. of the Interior. Water 
and Power Resources Service. 

Acreage limitation Westlands case 
study, appendix and subordinate appen- 
dixes A, B, C, D, E, and F /, 82- 
19221 

Acreage limitation : westwide report ap- 
pendix and subordinate appendixes A, 
B, C, D, E, F, G, and H., 82-19222 

Arizona, Water and Power Resources 
Service projects., 82-595 

The Bootlegger Trail site : a late prehis- 
toric spring bison kill /, 82-23935 

California, Water and Power Resources 
Service projects., 82-596 


Career opportunities., 82-19224 


Colorado, Water and Power Resources 
Service projects., 82-597 

Environmental statement on the reauthor- 
ization of the Central Valley Project 
and the Central Valley Project—State 
Water Project coordinated operating 
agreement /, 82-13942 

Feasibility of using an acoustic velocity 
meter to measure flow in the Chipps 


Island Channel, Suisun Bay, California, 


82-18932 
Kendrick, Wyoming., 82-19228 


Loans under the Small Reclamation Proj- 
ects Act of 1956., 82-16537 

Montana, Water and Power Resources 
Service projects., 82-598 

North Platte, Wyoming/Nebraska /, 82- 
19232 

South Dakota, 
sources Service projects., 

Theodore Roosevelt Dam., 


Water and Power Re- 
82-599 


82-21736 

Utah, Water and Power Resources Serv- 
ice projects., 82-600 

Washington, Water and Power Resources 
Service projects., 82-601 

82-8390 


Water operation and maintenance bulle- 
tin., 82-8393 


Water and power era., 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. 

Air-water flow in hydraulic structures /, 
82-5846 


Wind resource of the area surrounding 
Medicine Bow, Wyoming : a report to 
the Lower Missouri region wind-hy- 
droelectric energy integration study., 
82-1959 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Applied Sciences 
Branch. 

Evaluation of the algal assay bottle test ;, 
82-19245 





Hydroacoustic surveys of fish abundance 
and distribution in Twin Lakes, Colo- 
rado /, 82-26318 


Movements of lake trout in Twin Lakes, 
Colorado, in relation to the Mt. Elbert 
pumped-storage powerplant /, 82- 
19244 


Results of a limnological study of Lake 
Pocasse, South Dakota /, 82-1964 


Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 


United States. Dept. of the Interior. Water 


and Power Resources Service. Engineering 

and Research Center. Concrete and 

Structural Branch. 

Concrete performance in Morrow Point 
Dam : 10-year core report /, 82-21735 


Teton Dam—Foundation Grout Testing 
Program /, 82-1963 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Division of O and M 
Technical Services. 

Field test procedure for 
relays., 82-19239 


Maintenance of liquid insulation : mineral 
oils and askarels /, 82-1961 


protective 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Division of Safety. 
Safety news /, 82-8392 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Geotechnical 
Branch. 

Closed-system freezing of soils in linings 
and earth embankment dams /, 82- 
19248 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Hydraulics Branch. 
Grand Coulee pumping-generating plant 

model studies conduit entrances P/G7 
& P/G8 /, 82-19256 


Impinging jets /, 82-19246 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Materials Science 
Section. 

Design and development of an automated 
hydrostatic flexible membrane test fa- 
cility /, 82-19247 


United States. Dept. of the Interior. Water 
and Power Resources Service. Engineering 
and Research Center. Water O & M 
Branch. 

Water systems management users guide /, 
82-10895 
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Montana : a status report on Water and 
Power Resources Service programs 
within Montana, 1980 /, 82-21737 


South Dakota : a status report on Water 

and Power Resources Service pro- 

within South Dakota, 1980 /, 
82-21738 


Wyoming : a status report on Water and 
Power Resources Service programs 
within Wyoming, 1980 /, 82-21739 


United States. Dept. of the Treasury. 

Airport and airway trust fund ... annual 
report : communication from the Fiscal 
Assistant Secretary of the Treasury, 
transmitting the annual report on the 
financial condition and results of the 
operations of the airport and airway 
trust fund, pursuant to section 208(e)(1) 
of the Airport and Airway Revenue 
Act of 1970, as amended., 82-14600 


The ... annual report of the chairman of 
the Development Coordination Com- 
mittee. Statistical annex 3 /, 82-19745 


Annual report of the Secretary of the 
Treasury on the state of the finances., 
82-3839 


Black lung disability trust fund : commu- 
nication from the Fiscal Assistant Sec- 
retary of the Treasury transmitting the 
annual report on the financial condition 
and results of the operations of the 
black lung disability trust fund, pursu- 
ant to section 3(c)(1) of Public Law 95- 
227., 82-14579 


Code of federal regulations. 31, Money 
and finance, treasury., 82-527, 82- 
3586 


Consumer affairs guide., 82-19744 


The costs and benefits of participations in 
the Treasury's direct deposit program / 
82-6238 


Daily Treasury statement., 82-8778 


Highway trust fund ... annual report : 
communication from the Fiscal Assist- 
ant Secretary of the Treasury transmit- 
ting the annual report on the financial 
condition and results of the operations 
of the highway trust fund, pursuant to 
section 209(e)(1) of the Highway Reve- 
nue Act of 1956, as amended., 82- 
14626 


IRS procedures and operations in Alaska 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session, special hearing, De- 
partment of the Treasury, nondepart- 
mental witnesses., 82-24833 


Monthly statement of the public debt of 
the United States., 82-8780 
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The operation and effect of the domestic 
international sales corporation legisla- 
tion, ... annual report., 82-11380 


The operation and effect of the interna- 
tional boycott provisions of the Inter- 
nal Revenue Code ... annual report., 
82-3840 


Statistical appendix to annual report of 
the Secretary of the Treasury on the 
state of the finances., 82-24269 


Telephone directory /, 82-8782, 82- 
16836 


United States participation in the multi- 
lateral development banks in the 
1980s., 82-14292 


United States. Dept. of the Treasury. Bureau 
of Government Financial Operations. 
Consolidated financial statements of the 

United States government : prototype., 
82-19750, 82-1975] 


Monthly statement of United States cur- 
rency and coin., 82-8800 


Monthly Treasury statement of receipts 
and outlays of the United States gov- 
ernment for period from ..., 82-8779 


Report on foreign currencies held by the 
U.S. Government., 82-19752 


Treasury combined statement of receipts, 
expenditures, and balances of the 
United States government for the fiscal 
year ended ..., 82-3844, 82-3849 


United States. Dept. of the Treasury. Bureau 
of Statistics. 
Statistical abstract of the United States., 
82-17906 


United States. Dept. of the Treasury. 
Division of Government Accounts and 
Reports. 


Federal aid to States., 82-19749 


United States. Dept. of the Treasury. 
Division of Government Financial 
Operations. 


Federal aid to States., 82-19749 


United States. Dept. of the Treasury. Fiscal 

Service. 

Treasury combined statement of receipts, 
expenditures, and balances of the 
United States government for the fiscal 
year ended ..., 82-3844, 82-3849 


United States. Dept. of the Treasury. Office 
of the Assistant Secretary for Economic 
Policy. 

Significant arrearages due the United 
States government and unpaid 90 days 
or more by official foreign obligors., 
82-8786 


United States. Dept. of the Treasury. Office 
of the Assistant Secretary for 
International Affairs. 

Arrearage tables of amounts due and 
unpaid 90 days or more on foreign 
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credits of the United States govern- 
ment., 82-8785 


Contingent foreign liabilities of the 
United States government /, 82-8784 


Significant arrearages due the United 
States government and unpaid 90 days 
or more by official foreign obligors., 
82-8786 


Status of active foreign credits of the 
U.S. gov’t., foreign credits by US. 
gov't. agencies /, 82-8783 


United States. Dept. of the Treasury. Office 
of the Secretary. 

Report on foreign portfolio investment in 
the United States : as of December 31, 
1978 : International Investment Survey 
Act of 1976, Public Law 94-472., 82- 
24270 


Treasury bulletin., 82-8777 


United States of America, treasury bonds 
of 2001., 82-6241, 82-6251, 82- 
14298, 82-22066 


United States of America, treasury bonds 
of 2002., 82-16833 


United States of America, treasury bonds 
of 2006-2011., 82-6246, 82-16828 


United States of America, treasury notes 
of April 15, 1988, series D-1988., 82- 
6242 


United States of America, treasury notes 
of April 15, 1989, series D-1989., 82- 
24272 


United States of America, treasury notes 
of April 30, 1983, series Q-1983., 82- 
6243 


United States of America, treasury notes 
of April 30, 1984, series R-1984., 82- 
24273 


United States of America, treasury notes 
of August 15, 1987, series F-1987., 82- 
29006 


United States of America, treasury notes 
of August 15, 1991, series B-1991., 82- 
14293 


United States of America, treasury notes 
of August 31, 1983, series U-1983., 
82-14294 


United States of America, treasury notes 
of December 31, 1983, series Y-1983., 
82-16831 


United States of America, treasury notes 
of December 31, 1985, series K-1985., 
82-16832 


United States of America, treasury notes 
of February 15, 1985, series L-1985., 
82-16826 


United States of America, treasury notes 
of February 15, 1987, series D-1987., 
82-16830 


United States of America, treasury notes 
of February 15, 1992, series A-1992., 
82-16827 
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United States of America, Treasury notes 
of February 29, 1984, series P-1984., 
82-22063 


United States of America, treasury notes 
of January 15, 1989, series C-1989., 
82-16834 


United States of America, treasury notes 
of January 31, 1984, series N-1984., 
82-16825 


United States of America, treasury notes 
of July 15, 1988, series E-1988., 82- 
6252 


United States of America, treasury notes 
of July 31, 1983, series T-1983., 82- 
6253 


United States of America, treasury notes 
of June 30, 1983, series S-1983., 82- 
6249 


United States of America, treasury notes 
of June 30, 1985, series H-1985., 82- 
6250 


United States of America, treasury notes 
of March 31, 1983, series P-1983., 82- 
6239 


United States of America, treasury notes 
of March 31, 1984, series Q-1984., 82- 
22065 


United States of America, treasury notes 
of March 31, 1985, series G-1985., 82- 
6240 


United States of America, treasury notes 
of March 31, 1986, series G-1986., 82- 
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United States of America, treasury notes 
of May 15, 1984, series K-1984., 82- 
6244 


United States of America, treasury notes 
of May 15, 1985, series M-1985., 82- 
24274 


United States of America, treasury notes 
of May 15, 1987, series E-1987., 82- 
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United States of America, treasury notes 
of May 15, 1991, series A-1991., 82- 
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United States of America, treasury notes 
of May 15, 1992, series B-1992., 82- 
29005 


United States of America, treasury notes 
of May 31, 1983, series R-1983., 82- 
6247 


United States of America, treasury notes 
of November 15, 1984, series L-1984., 
82-11378 


United States of America, treasury notes 
of November 15, 1984, series M-1984., 
82-14301 


United States of America, treasury notes 
of November 15, 1986, series E-1986., 
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United States of America, treasury notes 
of November 15, 1986, series F-1986., 
82-14295 


United States of America, treasury notes 
of November 15, 1991, series C-1991., 
82-14302 


United States of America, treasury notes 
of November 30, 1983, series X-1983., 
82-16829 


United States of America, treasury notes 
of October 15, 1988, series F-1988., 
82-14299 


United States of America, treasury notes 
of October 31, 1983, series W-1983., 
82-14300 


United States of America, treasury notes 
of September 30, 1983, Series V-1983., 
82-14296 


United States of America, treasury notes 
of September 30, 1985, series J-1985., 
82-14297 


United States of America, 10 3/8 % 
treasury bonds of 2004-2009., 82- 
22067 


United States of America, 12 3/4 % 
treasury bonds of 2005-2010. 82- 
22062 


United States of America, 13 % treasury 
notes of November 15, 1990, series B- 
1990., 82-19742 

United States of America, 13 7/8 % 
treasury bonds of 2006-2011., 82- 
19743 

United States of America, 14 1/2 % 
treasury notes of May 15, 1991, series 
A-1991., 82-11379 


United States. Dept. of Transportation. 

An analysis of transit and paratransit op- 
tions for the elderly and the handi- 
capped., 82-16873 

An Annotated bibliography of light rail 
transit /, 82-26711 


Annual report /, 82-2206, 82-19769 


Annual report on hazardous materials 
transportation., 82-14331 

An assessment : safety of afloat training 
for entry-level personnel at selected 
USCG training facilities, 82-19849 

Boating tips for sportsmen /, 82-11560 

The Coast Guard engineer’s digest /, 
82-8890 

Coast Guard law bulletin /, 82-8880 

Comparison of stresses calculated using 
the DAISY system to those measured 
on the SL-7 containership program /, 
82-20153 

D.O.T. march : official U.S. Department 
of Transportation march /, 82-26692 

Department of Transportation physical 
security manual., 82-6267 

Directory /, 82-8810 





[DOT graphic standards manual], 82- 
29053 


Economic impacts of transportation re- 
straints /, 82-19781 


Effects of federal transportation funding 
policies and structures : appendix B, 
highway matching requirements and 
funding levels : a preliminary model of 
State response /, 82-2207 


Effects of load, inflation pressure and tire 
deflation pressure and tire deflection on 
tire noise levels /, 82-14563 


Establishment of new major public air- 
ports in the United States : report of 
the Secretary of Transportation to the 
United States Congress pursuant to sec- 
tion 26 of the Airport and Airway De- 
velopment Act Amendments of 1976 
(P.L. 94-353)., 82-861 


An evaluation of making rail transit sys- 
tems accessible to handicapped persons 
: report of the secretary of transporta- 
tion to the United States Congress pur- 
suant to the Title III, section 321 rail 
retrofit evaluation of the Surface 
Transportation Assistance Act of 1978., 
82-26853 


The Federal Aviation Administration can 
improve the operation of its general 
aviation district offices : report to the 
Secretary of Transportation /, 82- 
10350 


Federal women’s program 
speaking program., 82-11390 


Spanish 


The .. Highway safety stewardship 
report : report of the Secretary of 
Transportation to the United States 
Congress., 82-14373 


How ridesharing can help your company 
: a manual for employers : draft /, 82- 
11389 


How to save truck fuel., 82-14322 


An investigation of truck size and weight 
limits : final report : report of the Sec- 
retary of Transportation, to the United 
States Congress pursuant to section 161 
of Public Law 95-599, the Surface 
Transportation Assistance Act of 1978., 
82-24318 


The Joint Industry-Government Volun- 
tary Truck and Bus Fuel Economy 
Program., 82-14318 


Life cycle costs of quieter truck tires /, 
82-4001 


Lightning technology : proceedings of a 
technical symposium sponsored by the 
National Aeronautics and Space Ad- 
ministration, the Florida Institute of 
Technology, and the Department of 
Transportation and held at NASA 
Langley Research Center, Hampton, 
Virginia, April 22-24, 1980., 82-3785 


A literature survey on the collision and 
grounding protection of ships : final 
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report on Project SR-1246 “Surveil- 
lance of ship collision/stranding re- 
search studies” /, 82-12022 


Mass transportation energy conservation 
and contingency planning /, 82-19780 


Michigan small bus program management 
handbook /, 82-14333 


Models of urban settlement and structure 
as dynamic self-organizing systems /, 
82-6272 


Motor carrier safety regulations : inter- 
agency Owner-operator conference., 
82-22138 


Multi-modal transportation feasibility 
study of the Brunswick, Georgia to 
Kansas City, Missouri route : a report 
from the Secretary of Transportation 
to the United States Congress in re- 
sponse to section 142, Public Law 94- 
280, the Federal-Aid Highway Act of 
1976., 82-2219 


National plan for development of the mi- 
crowave landing system., 82-2262 


The New York City/Newark Cargo Se- 
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82-1754 


Do not order from index; see indicated entry 





Author Index 


Injury compensation process delays 
prompt payment of benefits to federal 
workers : report to the Congress : sum- 
mary /, 82-13733 


Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 
continue : report to the Congress /, 
82-462 


Interior’s report of shut-in or flaring 
wells unnecessary, but oversight should 
continue : summary : report to the 
Congress /, 82-463 


Internal control weaknesses contributed 
to the mismanagement and misuse of 
federal funds at selected community 
action agencies : report to the Congress 
: summary /, 82-10330 


International Joint Commission water 
quality activities need greater U.S. 
government support and involvement : 
report to the Secretary of State /, 82- 
28283 


Intertitle transfers, a way for states to 
increase federal funding for social serv- 
ices : report to the Secretary of Health 
and Human Services /, 82-486 


IRS could better protect U.S. tax inter- 
ests in determining the income of mul- 
tinational corporations : report to the 
Chairman, House Committee on Ways 
and Means /, 82-16227 


Issues in leasing offshore lands for oil and 
gas development : report to the Con- 
gress /, 82-459 


Issues in leasing offshore lands for oil and 
gas development : summary : report to 
the Congress /, 82-460 


Issues to be considered while debating 
interstate bank branching : report /, 
82-28312 


Keeping the railroad retirement program 
on track : government and railroads 
should clarify roles and responsibilities 
: Summary : report to the chairman, 
Committee on Government Operations, 
House of Representatives /, 82-28319 


Labor needs to better manage migrant 
grants in Virginia and improve the 
process for selecting grantees : report 
to the Honorable William C. Wampler, 
House of Representatives /, 82-1752 


Land use planning, management, and 
control : issues and problems : study /, 
82-3503, 82-3507 


Large-scale production of the M1 tank 
should be delayed until its power train 
is made more durable : report to the 
Congress /, 82-28329 

Large-scale production of the M1 tank 
should be delayed until its power train 
is made more durable : summary : 
report to the Congress /, 82-28330 





January—December 1982 


Legislative and administrative changes to 
improve verification of welfare recipi- 
ents’ income and assets could save hun- 
dreds of millions : report to the Con- 
gress /, 82-10387 


Legislative and regulatory actions needed 
to deal with a changing domestic tele- 
communications industry : report to 
the Congress /, 82-1729 


Legislative and regulatory actions needed 
to deal with a changing domestic tele- 
communications industry : summary : 
report to the Congress /, 82-16222 


Lenient rules abet the occupancy of low 
income housing by ineligible tenants : 
report /, 82-13702 


Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress /, 
82-499 


Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress : sum- 
mary /, 82-13751 


Lessons to be learned from offsetting the 
impact of the Soviet grain sales suspen- 
sion : report /, 82-10348 


Limited progress made in consolidating 
grants to insular areas : report to the 
Congress /, 82-10382 


Limited-resource farmer loans, more can 
be done to achieve program goals and 
reduce costs: report /, 82-28258 


Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 


Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
* the Congress : summary /, 82-5518 


Logistics management : issues for plan- 
ning : study /, 82-28337 


Logistics managers need to consider 
operational readiness in setting safety 
level stocks : report to the Secretary of 
Defense /, 82-10399 


Long-term economic planning needed in 
oil- and gas-producing States : report 
to the Congress /, 82-5510 

Long-term economic planning needed in 
oil- and gas-producing States : report 
to the Congress : summary /, 82- 
10389 


Major science and technology issues : 
study /, 82-5513 


Management and compensation of mili- 
tary and civilian federal work forces : 
issues for planning study /, 82-1738 


Management improvements needed in 
Coast Guard supply system : report to 
the secretary of Transportation /, 82- 
13747 





Management of trade adjustment pro- 
gram shows progress : report to the 
Secretary of Commerce /, 82-28271 


Management problems with AID’s 
health-care projects impede success : 
report to the Congress /, 82-489 


Management problems with AID’s 
health-care projects impede success : 
summary : report to the Congress /, 
82-490 


Manpower effectiveness of the All-Vol- 
unteer Force : report to the Congress / 
, 82-5484 


Marine sanctuaries program offers envi- 
ronmental protection and benefits other 
laws do not: report /, 82-10338 


Maritime subsidy requirements hinder 
U.S.-flag operators’ competitive posi- 
tion: report /, 82-28260 

Measurement of homeownership costs in 
the consumer price index should be 
changed : report to the Congress /, 
82-13744 


Medicaid’s quality control system is not | 


realizing its full potential : report to the 
Congress /, 82-3512 


Medicaid’s quality contro] system is not 
realizing its full potential : summary : 
report to the Congress /, 82-13734 


Military child care programs : progress 


made, more needed : report to the Sec- | 


82-28302 


Military readiness, mobilization Planning 
and Civil Preparedness issues for 
planning /, 82-5516 


Millions can be saved by identifying sup- 
plemental security income recipients 
owning too many assets : summary : 
report to the Congress /, 82-28318 


Millions can be saved by improving the 
productivity of state and local govern- 
ments administering federal income 
maintenance assistance programs 
report to the Congress /, 82-452 


Millions could be saved by improving in- 
tegrity of the Food Stamp Program’s 
Authorization-to-Participate system 
report to the Secretary of Agriculture 
/, 82-28266 


Millions of dollars could be saved by im- 
plementing GAO recommendations on 
Environmental Protection Agency Pro- 
gram : report to the Congress /, 82- 
13709 


Millions paid out in duplicate and forged 
government checks 
Congress /, 82-1723 


Millions wasted trying to develop major 
energy information system : summary : 
report to the Congress /, 82-1720 

Millions written off in former service 
members’ debts : future losses can be 
cut : report to the Congress /, 82- 
1721, 82-1722 


retary of Defense /, 


Do not order from index; see indicated entry 





report to the | 





U.S. General Accounting Office. 


Minerals management at the Department 
of the Interior needs coordination and 
organization : report to the Congress /, 
82-457 


Minerals management at the Department 
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ing formula would eliminate payment 
inequities to local governments : sum- 
mary : report to the Congress /, 82- 
28316 


Report of a deferral : communication 
from the comptroller general of the 
United States transmitting a report on a 
deferral of budget authority for the 
Coast Guard’s acquisition, construc- 
tion, and improvement account, pursu- 
ant to Title 10 of the Impoundment 
Control Act., 82-29284 


Requests for federal disaster assistance 
need better evaluation : report to the 
Congress /, 82-13716 


Requests for federal disaster assistance 
need better evaluation : summary : 
report to the Congress /, 82-13717 

Requirements for recurring reports to the 


Congress : a directory issued by the 
Comptroller General., 82-502 


Review of deferral : communication from 


the comptroller general of the United 
States transmitting his review of the 
deferral of budget authority contained 
in the message from the president 
dated November 13, 1981 (House docu- 
ment no. 97-110), pursuant to section 
1014(b) of Public Law 93-344., 82- 
29272 


: communication 
from comptroller general of the United 
States transmitting his review of seven 
new deferrals of budget authority and 
revisions to two previously reported 
deferrals, contained in the message 
from the president dated June 2, 1982, 
(House document 97-193), pursuant to 
sections 1013(a) and 1014(c) of Public 
Law 93-344., 82-29289 


communication 
from the acting comptroller general of 
the United States transmitting his 
review of the deferrals and revised de- 
ferral of budget authority contained in 
the message from the president dated 
February 13, 1981 (House Document 
no. 97-19), pursuant to section 1014 (b) 
and (c) of Public Law 93-344., 82- 
22242, 82-22244 


communication 
from the comptroller general of the 
United States transmitting his review. of 
the deferrals of budget authority con- 
tained in the message from the presi- 
dent dated January 25, 1982 (House 
document 97-129), pursuant to section 
10146) of Public Law 93-344., 82- 
14639, 82-22196, 82-29210, 82- 
29257, 82-29258, 82-29273 


Review of pricing of silver sold under 
the foreign military sales program : 
report to the chairman, Subcommittee 
on Defense, Committee on Appropri- 





ations, House of Representatives /, 
82-28241 


Review of rescission : communication 
from the comptroller general of the 
United States transmitting his review of 
the proposed rescission of budget au- 
thority contained in the message from 
the president dated April 16, 1980 
(House document no. 96-299), pursuant 
to section 1014 (b) and (c) of Public 
Law 93-344 (House document no. 96- 
320)., 82-16983 


Review of rescission and deferral : com- 
munication from the Comptroller Gen- 
eral of the United States transmitting 
his review of the proposed rescission 
and deferral of budget authority con- 
tained in the message from the Presi- 
dent, pursuant to section 1014(b) of 
Public Law 93-344., 82-11730, 82- 
11732, 82-11781, 82-11782, 82- 
11785, 82-11786, 82-11787, 82- 
11788, 82-11791, 82-11803, 82- 
19993, 82-26982, 82-26983, 82- 
26984 


Review of the activities of the House 
Office Equipment Service for the year 
ended ... /, 82-28236, 82-28308 


Review of the United States Synthetic 
Fuels Corporation’s financial  state- 
ments for the fiscal year ended ... /, 
82-28244 


Revising social security benefit formula 
which favors short-term workers could 
save billions : summary : report to the 
Congress /, 82-477 


River basin commissions have been help- 
ful, but changes are needed : report to 
the Congress /, 82-10328 


River basin commissions have been help- 
ful, but changes are needed : report to 
the Congress : summary /, 82-13701 


The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 
fied : report /, 82-5494 


Savings are possible through better man- 
agement of government-owned dairy 
products : report to the Secretary of 
Agriculture /, 82-28279 


The SBA 8a) procurement program : a 
promise unfulfilled : summary : report 
to the Congress /, 82-28255 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress /, 
82-5464 

SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress : sum- 
mary /, 82-5465 

SBA’s progress in implementing the 
public law 95-507 subcontracting and 
surety bond waiver provisions has been 
limited : report to the Congress /, 82- 
28259 


Do not order from index; see indicated entry 





U.S. General Accounting Office. 


SBA’s 7(j) management assistance pro- 
gram : changes needed to improve effi- 
ciency and effectiveness : report to the 
Congress /, 82-1730, 82-13714 


Securities and Exchange Commission 
should improve procurement practices 
for market surveillance system devel- 
opment : report to the chairman, Secu- 
rities and Exchange Commission /, 
82-445 


Serious problems need to be corrected 
before federal merit pay goes into 
effect : report to the Congress / by the 
Comptroller General of the United 
States., 82-1740 


Simplifying the federal coal mining pro- 
gram : report to the Secretary of the 
Interior /, 82-10363 


Small car safety : an issue that needs fur- 
ther evaluation : report /, 82-23395 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report /, 82- 
1761 


Special estate tax provisions for farmers 
should be simplified to achieve fair dis- 
tribution of benefits : report to con- 
gress: summary /, 82-13746 


States’ compliance lacking in meeting safe 
drinking water regulations : report to 
the Administrator, Environmental Pro- 
tection Agency /, 82-25951 


Status of federal agencies’ implementation 
of the Alaska National Interest Lands 
Conservation Act : report /, 82-28277 


Status of the Great Plains coal gasifica- 
tion plant : report /, 82-464 


Status, progress, and problems in federal 
agency accounting /, 82-28230 


Status, progress, and problems in federal 
agency accounting during fiscal 
Summary /, 82-28247 


Status report on U.S. participation in the 
International Fund for Agricultural 
Development : study /, 82-494 


Strategic petroleum reserve: substantial 
progress made, but capacity and oil 
quality concerns remain : report to the 
Congress /, 82-10366 


Strategic petroleum reserve, substantial 
progress made, but capacity and oil 
quality concerns remain : Summary : 
report to the Congress /, 82-28288 


Streamlining legal review of criminal tax 
cases would strengthen enforcement of 
federal tax laws : report to the Joint 
Committee on Taxation, Congress of 
the United States /, 82-13723 

Stronger actions needed to recover $730 
million in defaulted national direct stu- 
dent loans : report /, 82-1755, 82- 
18704 


Page I-891 





U.S. General Accounting Office. 


Stronger crackdown needed on clandes- 
tine laboratories manufacturing danger- 
ous drugs : report to the Congress /, 
82-3511 


Stronger crackdown needed on clandes- 
tine laboratories manufacturing danger- 
ous drugs : report to the Congress : 
summary /, 82-13730 


Stronger enforcement needed against 
misuse of pesticides : report to the 
Congress /, 82-1731, 82-18696 


Stronger enforcement needed against 
misuse of pesticides : summary : report 
to the Congress /, 82-13718 

Stronger federal effort needed in fight 
against organized crime : report /, 82- 
10384 


Stronger federal effort needed in fight 
against organized crime : summary : 
report /, 82-13729 


Stronger federal effort needed to foster 
private sector productivity : summary : 
report to the Congress /, 82-1719 


Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : report to the Honorable 
Barry M. Goldwater, Jr., House of 
Representatives /, 82-5489 


Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : summary : report to the 
Honorable Barry M. Goldwater, Jr., 
House of Representatives /, 82-25955 


Students receiving Federal aid are not 
making satisfactory academic progress : 
tougher standards are needed : report 
to the Chairman, Committee on Labor 
and Human Resources United States 
Senate /, 82-10388 


Students receiving Federal aid are not 
making satisfactory academic prog- 
ress—tougher standards are needed : 
summary : report to the Chairman, 
Committee on Labor and Human Re- 
sources, United States Senate /, 82- 
13735 


Studies on effectiveness of energy tax in- 
centives are inconclusive : report /, 
82-28289 


Summary of GAO reports issued since 
1977 pertaining to farm bill legislation : 
report /, 82-5474 


Supply support costs of combat ships can 
be reduced by millions and readiness 
enhanced : report to the Congress /, 
82-3519 


Supply support costs of Combat Ships 
can be reduced by millions and readi- 
ness enhanced summary : report to the 
Congress /, 82-3520 


A systematic management approach is 
needed for Congressional reporting re- 


Page I-892 





quirements : 
82-10392 


Tax expenditures : a primer., 82-3504 


Tax revenues lost and beneficiaries inad- 
equately protected when private pen- 
sion plans terminate : report to the 
Congress /, 82-1753 


To continue or halt the Tenn-Tom Wa- 
terway? : information to help the Con- 
gress resolve the controversy : report / 

82-16220 


Tobacco program’s production rights and 
effects on competition : report /, 82- 
28276 


Transportation contingency plans for 
future gas shortages will not meet com- 
muter needs : report to the Congress /, 
82-1726 


Transportation contingency plans for 
future gas shortages will not meet com- 
muter needs : summary : report to the 
Congress /, 82-1727 


Transportation, evolving issues for analy- 
sis: study /, 82-25950 


Treasury should keep better track of 
blocked foreign assets : Summary : 
report to the Congress /, 82-3513 


Triennial assessment of the Tennessee 
Valley Authority /, 82-28284 


Triennial assessment of the Tennessee 
Valley Authority communication 
from the Comptroller General of the 
United States transmitting the triennial 
assessment of the Tennessee Valley 
Authority, pursuant to section 106 of 
the Government Corporation Control 
Act., 82-14601 


TVA’s coal procurement practices, more 
effective management needed : report 
to the Congress /, 82-10358 


TVA’s computer needs are valid and 
ADP management is improving /, 82- 
28238 


Two contracts for nuclear attack subma- 
rines modified by Public Law 85-804— 
status as of December 23, 1979. : report 
to the Congress /, 82-13752 


Two contracts for nuclear attack subma- 
rines modified under authority of 
Public Law 85-804—status as of De- 
cember 20, 1980 : report to the Con- 
gress /, 82-16234 


U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


U.S. grain transportation network needs 
system perspective to meet future 
world needs : report /, 82-10342 


U.S. laws and regulations applicable to 
imports from nonmarket economies 
could be improved : report to the Con- 
gress /, 82-495 


report to the Congress /, 


Do not order from index; see indicated entry 





Author Index 


U.S. strategy needed for water supply as- 
sistance to developing countries 
report to the Congress /, 82-3517 


Uncertain quality energy savings, and 
future production hamper the weatheri- 
zation program : report to the Con- 
gress /, 82-3508 


Uncertain quality, energy savings, and 
future production hamper the weatheri- 
zation program : summary : report to 
the Congress /, 82-13719 


The United States remains unprepared 
for oil import disruptions : report to 
the Congress /, 82-1735 


User charge revenues for wastewater 
treatment plants—insufficient to cover 
operation and maintenance : report to 
the Congress /, 82-16223, 82-18695 


VA and HUD can improve service and 
reduce processing costs in insuring 
home mortgage loans : report to the 
Congress /, 82-28237 


VA needs better visibility and control 
over medical center purchases : report 
to the Administrator of Veterans Af- 
fairs /, 82-28338 


The value-added tax in the European 
Economic Community : report to the 
Congress /, 82-3514 


Variable housing allowance : rate setting 
criteria and procedures need to be im- 
proved : report /, 82-1739, 82-18701 


Voluntary early retirements in the civil 
service too often misused : report to 
the Congress /, 82-469 


Voluntary early retirements in the civil 
service too often misused : summary : 
report to the Congress /, 82-470 


Water issues facing the nation : an over- 
view : study /, 82-28280 


Water resources and the Nation’s water 
supply : issues and concerns study /, 
82-10326 


Weak internal controls make some navy 
activities vulnerable to fraud, waste 
and abuse : report to the Congress /, 
82-447 


Weak internal controls make some navy 
activities vulnerable to fraud, waste, 
and abuse : summary : report to the 
Congress /, 82-448 


Weak internal controls make the depart- 
ment of Labor and selected CETA 
grantees, vulerable to fraud, waste, and 
abuse : report to the Congress /, 82- 
450 


Weak internal controls make the Depart- 
ment of Labor and selected CETA 
grantees vulnerable to fraud, waste and 
abuse : Summary : report to the Con- 
gress /, 82-451 





January—December 1982 


Weak management in animal disease con- 
trol program results in large economic 
losses : report to the Secretary of Agri- 
culture /, 82-13710 


Weaknesses in the planning and utiliza- 
tion of rental housing for persons in 
wheelchairs : report to the Congress : 
summary /, 82-5475 


What can be done to check the growth 
of federal entitlement and indexed 
spending? : report to the Congress /, 
82-10390 


What can be done to improve nutrition 
education efforts in the schools? 
report to the Secretary of Agriculture 
/, 82-28274 


What IRS can do to collect more delin- 
quent taxes. : report to the Congress /, 
82-3510 


Who is watching the defense dollars? : 
study /, 82-28239 


The World Wide Military Command and 
Control Information System : problems 
in information resource management : 
report to the Congress /, 82-1757, 
82-18705 


A $4 billion census in 1990? timely deci- 
sions on alternatives to 1980 proce- 
dures can save millions : report to the 
Congress /, 82-13731 


The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress /, 82-5462 


The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 
report to the Congress : summary /, 
82-5463 


United States. General Accounting Office. 

Index-Digest Section. 

Digests of unpublished decisions of the 
Comptroller General of the United 
States. General government matters, 
appropriations and miscellaneous., 82- 
8139 


Digests of unpublished decisions of the 
Comptroller General of the United 
States. Transportation., 82-8138 


Quarterly digest of unpublished decisions 
of the Comptroller General of the 
United States. Personnel law, civilian 
personnel., 82-8137, 82-8141 


Quarterly digests of unpublished deci- 
sions of the Comptroller General of the 
United States. Procurément law., 82- 
8140 


United States. General Accounting Office. 
Office of Program Analysis. 
Federal information sources and systems 
/, 82-500 


United States. General Accounting Office. 
Office of the General Counsel. 
Civilian personnel law manual. Supple- 
ment /, 82-23402 





[GAO letter report], 82-8136 
The OGC advisor /, 82-8150 


Principles of federal appropriations law /, 
82-25956 


United States. General Land Office. 
Ephemeris of the sun, Polaris and other 
selected stars, with companion data 
and tables., 82-28719 


United States. General Services 
Administration. 
Commuted rate schedule for transporta- 
tion of household goods., 82-7796 


Documentary film classics, produced by 
the United States Government /, 82- 
13757 


Doing business with the federal govern- 
ment., 82-23418 


Federal advisory committees ... annual 
report of the President, covering the 
calendar year ..., 82-24099 


Federal procurement 
3579, 82-8161, 


Federal 
82-8164 


GSA bulletin FPR ... 
ment /, 82-8163 


Guide to records in the National Ar- 
chives of the United States relating to 
American Indians /, 82-13756 


82-16239 


The master plan for the Federal Triangle 
: historic report: “What is past is pro- 
logue.”, 82-1791 

The Master plan for the Federal Triangle 
: technical report., 82-1792 


Military Service records in the National 
Archives of the United States., 82- 
28349 


Principal officials of the Executive 
Branch of the Administration of 
Ronald Reagan : appointed January 20- 
April 3, 1981., 82-25979 


Prologue : the journal of the National 
Archives., 82-8173 


Rainfall-runoff data from small water- 
sheds in Colorado, October 
through September 1977 /, 82-1941 

Select list of publications of the National 


Archives and Records Service., 82- 
28348 


regulations., 82- 


82-8162 


travel regulations., 82-3580, 


federal procure- 


The Legacy, 


Summary report on real property owned 
by the United States throughout the 


82-514 


Washington, D.C. federal buying directo- 
ry., 82-25969 


Your right to federal records : questions 
and answers on the Freedom of Infor- 
mation Act and the Privacy Act., 82- 
3578 


world as of ... /, 


Do not order from index; see indicated entry 





1974 | 





U.S. Geological Survey. 


1900 federal population census : a catalog 
of microfilm copies of the schedules /, 
82-13758 


United States. General Services 
Administration. National Capital Region. 
Draft environmental impact statement : 

Federal Triangle master plan, Washing- 
ton, D.C. /, 82-516 


United States. General Services 
Administration. Office of Administration. 
Detailed listing of real property owned 

by the United States and used by civil 
agencies throughout the world as of ..., 
82-515 


Summary report on real property owned 
by the United States throughout the 
world as of ... /, 82-514 


United States. General Services 
Administration. Office of Finance. 
Worldwide geographical location codes., 

82-23419 


United States. General Services 
Administration. Office of General Counsel. 
Basic laws and authorities of the General 

Services Administration., 82-513 


United States. General Services 
Administration. Office of Preparedness. 
Stockpile report to the Congress., 

10296, 82-10463, 82-23217 


82- 


United States. General Services 
Administration. Office of Real Property. 
How to acquire federal real property : a 

guide for the public’s use /, 82-10428 


United States. General Services 
Administration. Region 1. Automated Data 
and Telecommunications Service. 

United States Government ... telephone 
directory. Region 1 /, 82-23494 


United States. General Services 
Administration. Region 6. 
Women owned business directory : Iowa, 
Kansas, Missouri, Nebraska., 82-5652 


United States. General Services 
Administration. Transportation and Public 
Utilities Service. 

Federal contract air service and travel 
directory., 82-8180 


Federal hotel/motel discount directory., 
82-26056, 82-26057 


Federal travel directory., 82-8181 


United States. Geological Survey. 
Annotated bibliography of remote sens- 
ing methods for monitoring desertifica- 
tion /, 82-1920 


Appraisal of ground-water resources in 
the San Antonio Creek Valley, Santa 
Barbara County, California /, 82-1947 


Page 1-893 





U.S. Geological Survey. 


Biota and biological parameters as envi- 
ronmental indicators /, 82-1916 


CENTO Workshop on Applications of 
Remote Sensing Data and Methods, 
proceedings, Istanbul, Turkey, October 
5-12, 1976., 82-1907 


Chromite deposits in the Seiad Valley 
and Scott Bar quadrangles, Siskiyou 
County, California /, 82-1909 


The Conterminous United States mineral 
appraisal program : background infor- 
mation to accompany folio of geologic, 
geochemical, geophysical, and mineral 
resource maps of the Choteau 1 x 2 
quadrangle, Montana /, 82-1918 


Cross-section, velocity, and bedload data 
at two erosion sites on the Tanana 
River near Fairbanks, Alaska, 1979 /, 
82-3683 


Discharge data at water-quality monitor- 
ing stations in Arkansas : 1979 water 
year /, 82-591 


Earthquakes in the United States., 82- 
583 


Effects of artificial-recharge experiments 
at Ship Creek alluvial fan on water 
levels at Spring Acres Subdivision, An- 
chorage, Alaska /, 82-592 


Effects of storm runoff on water quality 
in the Mill Creek drainage basin, Will- 
ingboro, New Jersey /, 82-1934 


Emergency assessment of Mount St. 
Helens post-eruption flood hazards, 
Toutle and Cowlitz rivers, Washington 
/, 82-1919 


Environmental trends., 82-2125 


Estimated oil and gas reserves, Gulf of 
Mexico Outer Continental Shelf, De- 
cember 31, 1979 /, 82-1954 


Final report and recommendations for the 
secretary on fair market value and 
minimum acceptable bids for federal 
coal leases /, 82-3675 


Floodflow characteristics of Butternut 
Creek and Jamesville Reservoir, James- 
ville, Onondaga County, New York /, 
82-1942 

Four reference soil and rock samples for 
measuring element availability in the 
western energy regions /, 82-5796 

Freshwater resources of Big Pine Key, 
Florida /, 82-1943 


Geohydrology of the Delta-Clearwater 
area, Alaska /, 82-1933 


Geological studies of the COST no. B-3 | 


well, United States Mid-Atlantic Conti- 
nental slope area /, 82-1913 


Geology and hydrology for environmen- 
tal planning in Washtenaw County, 
Michigan /, 82-1940 

Georgia water resources information ex- 
change, Atlanta, Georgia, September 
11-12, 1980 /, 82-1905 


Page 1-894 





Ground water of coal deposits, Bay 
County, Michigan /, 82-1945 


A guide to obtaining information from 
the USGS, 1981 /, 82-582 


Hydrogeology of the Buffalo aquifer, 
Clay and Wilkin Counties, West-Cen- 
tral Minnesota /, 82-1937, 82-5813 


Hydrologic appraisal of the water re- 
sources of the Homer-Preble Valley, 
New York /, 82-1928 


Hydrologic data from Upper Grange 
Hall Creek basin : Northglenn, Adams 
County, Colorado /, 82-1944 


Hydrologic maps and data in the 
Mimbres basin, New Mexico /, 82- 
1906 


Hydrologic monitoring program in El- 
dridge-Wilde and East Lake Road 
well-field areas, Pinellas and Hillsbor- 
ough Counties, Florida, 1977 water 
year /, 82-3682 


Hydrologic reconnaissance near Fourth 
of July Creek, Seward, Alaska /, 82- 
1939 


Hydrologic setting of wetlands in the 
Cottonwood Lake area, Stutsman 
County, North Dakota /, 82-1935 


Important farmlands, Douglas Co., Kans. 
/, 82-79 


Important farmlands, Greenup County, 
Kentucky /, 82-1201 


Important farmlands, Johnson Co., Kans. 
/, 82-83 


Irradiation of samples for ‘*Ar/Ar 
dating using the Geological Survey 
TRIGA reactor /, 82-1925 


January 1980 water levels, and data relat- 
ed to water-level changes, western and 
south-central Kansas /, 82-1948 


Land-surface subsidence in the Texas 
coastal region /, 82-1950 


Low-flow characteristics of streams in 
the Lake Superior Basin, Wisconsin /, 
82-1929 


Low-flow characteristics of streams in 
the upper Wisconsin River basin, Wis- 
consin /, 82-1946 


Measurements of discharge, gain or loss 
in flow, and chemical quality of the 
Poplar and Redwater Rivers, northeas- 
tern Montana, October 24-25, 1979 /, 
82-590 

Microbiology of the aquatic environment 
/, 82-1917 

Municipal water supplies in Lee County, 
Florida, 1974 /, 82-5791 

Numerical study of attenuation of high 
frequency Lg-waves in the New 
Madrid seismic region /, 82-594 

The potential for diamond-bearing kim- 
berlite in northern Michigan and Wis- 
consin /, 82-1914 


Do not order from index; see indicated entry 





Author Index 


Preferred and observed conditions for 
sockeye salmon in Ozette Lake and its 
tributaries, Clallam County, Washing- 
ton /, 82-1927 


Preliminary data from a series of artificial 
recharge experiments at Stanton, Texas 
/, 82-3692 


Preliminary hydrogeologic investigation 
of the Maxey Flats radioactive waste 
burial site, Fleming County, Kentucky 
/, 82-589 


Preliminary metallogenic map of North 
America : a numerical listing of depos- 
its /, 82-1921 


Preliminary metallogenic map of North 
America : an alphabetical listing of de- 
posits /, 82-1922 


Proceedings of the First Membership 
Conference of the National Water Data 
Exchange, May 9-11, 1978, Denver, 
Colorado /, 82-3681 


Rainfall-runoff data from small water- 
sheds in Colorado, October 1974 
through September 1977 /, 82-1941 


Rainfall-runoff modeling and preliminary 
regional flood characteristics of small 
rural watersheds in the Arkansas River 
basin in Colorado /, 82-3680 

Seismic engineering program report, 
July-September 1976 /, 82-1910 

Seismic engineering program report, Oc- 
tober-December 1976 /, 82-1911 

Seismic intensities of earthquakes of con- 
terminous United States : their predic- 
tion and interpretation /, 82-1926 


Selected water-level records for Oklaho- 
ma, 1976-1978 /, 82-5828 


Short papers for the Second International 
Symposium on the Cambrian System, 
1981 /, 82-1957 


Simulation of an aquifer test on the Tesu- 
que Pueblo Grant, New Mexico /, 
82-1951 


Southern Utah petition evaluation docu- 
ment : draft 522 SMCRA evaluation 
and environmental statement OSM- 
EIS-4 /, 82-1901 


Space oblique mercator projection math- 
ematical development /, 82-581 


Statistical evaluation of physical proper- 
ties in area 12, Nevada test site, using 
the USGS/DNA storage and retrieval 
system /, 82-5790 


Status and future of extraterrestrial map- 
ping programs /, 82-2076, 82-6119 


Stratigraphy of the Chattanooga Shale 
(Upper Devonian and Lower Mississip- 
pian) in vicinity of Big Stone Gap, 
Wise County, Virginia /, 82-580 

Streamflow characteristics of the Yellow- 
stone River Basin, Montana, through 
1976 /, 82-1930 





January—December 1982 


Streamflow model of Wisconsin River for 
estimating flood frequency and volume 
/, 82-3684 


Summary of hydrologic data for the East 
Everglades, Dade County, Florida /, 
82-1953 


Supplemental data from the Ennis and 
other thermal-springs areas, Southwest- 
ern Montana, 1978-80 /, 82-3686 


Surficial geology of Hannibal quadrangle, 
Oswego County, New York /, 82- 
3687 


Surficial geology of Mallory quadrangle, 
Oswego County, New York /, 82- 
3693 


Surficial geology of Panther Lake quad- 
rangle, Oswego County, New York /, 
82-3689 


Surficial geology of part of Camden West 
quadrangle, Oswego County, New 
York /, 82-3688 


Surficial geology of Williamstown quad- 
rangle, Oswego County, New York /, 
82-3691 


Surficial geophysical data for two cross- 
valley lines in the middle Eagle River 
valley, Alaska /, 82-1955 


Surificial [i.e. surficial] geology of part of 
Westdale quadrangle, Oswego County, 
New York /, 82-3690 


Technique for estimating the magnitude 
and frequency of floods in Texas /, 
82-5801 


U.S. Geological Survey workshop on 
nonfuel mineral-resource appraisal of 
wilderness and CUSMAP areas /, 82- 
1915 


Waste-assimilation capacity of the Arkan- 
sas River in Pueblo County, Colorado, 
as it relates to water-quality guidelines 
and stream classification /, 82-1932 


Water-level data for wells in burial 
ground 6 : Oak Ridge National Labora- 
tory, Tennessee, 1975-1979 /, 82-1956 


Water resources and geology of the Los 
Coyotes Indian Reservation and vicini- 
ty, San Diego County, California /, 
82-1949 


United States. Geological Survey. Office of 

Earthquake Studies. 

Nuclear event time histories and comput- 
ed site transfer functions for locations 
in the Los Angeles region /, 82-3685 


A Seismicity and seismotectonic study of 
the Kermit seismic zone, Texas /, 82- 
593 


United States. Geological Survey. Water 

Resources Division. 

The effects of highway construction on 
sediment discharge into Blockhouse 
Creek and Steam Valley Run, Pennsyl- 
vania /, 82-584 





U.S. Health Care Financing Administration. 


Effects of strip mining the abandoned 
deep Anna S Mine on the hydrology of 
Babb Creek, Tioga County, Pennsylva- 
nia /, 82-5806 


Effects of the proposed Prosperity Reser- 
voir on ground water and water qual- 
ity in lower Center Creek basin, Mis- 
souri /, 82-585 

Geohydrologic setting of and seepage 
from a water-supply canal, Indianapo- 
lis, Marion County, Indiana /, 82- 
3676 


Hydrologic analysis of the proposed 
Badger-Beaver Creeks  artificial-re- 
charge project, Morgan County, Colo- 
rado /, 82-3678 


Investigation of artificial recharge of 
aquifers in Nebraska /, 82-586 


Permeability of covers over low-level ra- 
dioactive-waste burial trenches, West 
Valley, Cattaraugus County, New 
York /, 82-5807 


Quality of surface water in the Suwannee 
River basin, Florida, August 1968 
through December 1977 /, 82-10724 


Relation between freshwater flow and sa- 
linity distributions in the Alafia River, 
Bullfrog Creek, and Hillsborough Bay, 
Florida /, 82-1936 


Three dimensional  digital-computer 
model of the Ferron sandstone aquifer 
near Emery, Utah /, 82-1931 


Variations in climatic characteristics as 
related to evapotranspiration in South 
Park, central Park County, Colorado /, 
82-3679 


United States. Geological Survey (U.S.) 

The Alaskan mineral resource assessment 
program : background information to 
accompany folio of geologic and re- 
source maps of the Chignik and Sutwik 
Island quadrangles, Alaska /, 82-1912 


Bedrock, surficial, and economic geology 
of the Sunnyside coal-mining district, 
Carbon and Emery Counties, Utah /, 
82-1924 


Status and future of extraterrestrial map- 
ping programs /, 82-16705 


United States. Geothermal Environmental 
Advisory Panel. 
Guidelines for acquiring environmental 
baseline data on federal geothermal 
leases /, 82-1923 


United States. Government Printing Office. 
Annual report of the U.S. Government 
Printing Office., 82-5519 


GPO new sales publications, 82-8156 


GPO sales publications reference file, 
82-8157 


Photocomposition 
18707 


Style manual., 


type faces /, 82- 


82-23403 
Do not order from index; see indicated entry 





Word division : supplement to Govern- 
ment Printing Office Style manual., 
82-23403 


United States. Hazardous Materials 
Transportation Task Force. 
Report of the Hazardous Materials Trans- 
portation Task Force /, 82-2208 


United States. Head Start Bureau. 

Basic educational skills project : an anno- 
tated bibliography in the areas of cur- 
riculum, parent involvement, teacher 
attitudes and behaviors, and continu- 
ity., 82-13920 

Beautiful junk /, 82-26194 

Exploring childhood, working with chil- 
dren : doing things., 82-28464 

Head Start can help communities fight 
childhood diseases with immuniza- 
tions., 82-28466 

Head Start program performance stand- 
ards _ self-assessment/validation instru- 
ment /, 82-28463 


Head Start strategy for Spanish speaking 
children., 82-28465 


Picturing development., 82-28474 


Serving handicapped children in home- 
based head start : a guide for home 
visitors and others working with handi- 
capped children and their families in 
the home /, 82-26195 


Your child and language /, 82-16336 
Your child and math /, 82-21642 
Your child and play /, 82-16338 


Your child and problem solving /, 82- 
21643 


Your child and reading /, 82-16339 

Your child and science /, 82-18809 

Your child and TV /, 82-13921 

Your child and writing /, 82-16340 

Your child’s attitudes towards learning /, 
82-16337 


United States. Health Care Financing 
Administration. 
ESRD annual report to Congress., 
23612 


Forum /, 82-8335 

Guide to health insurance for people with 
Medicare /, 82-23608 

Health Care Financing Administration 
rulings on medicare, medicaid, profes- 
sional standards review, and related 
matters., 82-8336 

Madicare skilled nursing facility manual., 
82-3664 

Medicare home health agency manual., 
82-8334 

Medicare 
82-8333 


82- 


hospital manual., 82-3665, 


Page I-895 





U.S. Health Care Financing Administration. 


Medicare part A intermediary manual, 
part 3 claims process., 82-23611 

Medicare 
manual., 
23610 

Medicare skilled nursing facility manual., 
82-8332, 82-23609 

Perspectives on medicaid and medicare 
management., 82-8344 


provider reimbursement 
82-3663, 82-8331, 82- 


Rulings on medicare, medicaid, profes- 
sional standards review, and related 
maters., 82-8336 


Self dialysis : a training manual for pa- 
tients at home or in a facility., 82- 
16334 


Your medicare handbook., 82-18746 


United States. Health Care Financing 
Administration. Bureau of Program 


Operations. 
Medicaid management reports., 82-8343 


United States. Health Care Financing 
Administration. Bureau of Program 
Operations. Division of Reports and 
Analysis. 

Medicaid management reports., 82-8343 


United States. Health Care Financing 
Administration. Bureau of Program 
Policy. 

Price information for drug products., 
82-8341 


United States. Health Care Financing 
Administration. Bureau of Support 
Services. 

National listing of providers furnishing 
kidney dialysis and transplant services 
/, 82-26191 


United States. Health Care Financing 
Administration. Medicaid Program Data 
Branch. 

National monthly medicaid statistics /, 
82-8339 


United States. Health Care Financing 
Administration. Office of Public Affairs. 
Forum /, 82-8335 


United States. Health Care Financing 
Administration. Office of Research and 
Demonstrations. 

Medicare, persons enrolled in the health 
insurance program., 82-28462 


United States. Health Care Financing 
Administration. Office of Research, 
Demonstration, and Statistics. 

Health care financing review., 82-8337 


United States. Health Care Financing 
Administration. Office of Research, 
Demonstrations, and Statistics. 

Economic analysis of medical malpractice 
: three reports., 82-564 


The Effect of a mandatory second opin- 
ion program on medicaid surgery rates 


Page 1-896 





: an analysis of the Massachusetts con- 
sultation program for elective surgery 
/, 82-10682 


Eight years’ experience with a second 
opinion elective surgery program : uti- 
lization and economic analyses /, 82- 
5772 


An Evaluation of swing-bed experiments 
to provide long-term care in rural hos- 
pitals /, 82-23613 


Evaluation of the Colorado clinical psy- 
chology/expanded mental health bene- 
fits experiment : executive summary., 
82-28459 


Evaluation of the maximum allowable 
cost (MAC) for drugs program : phase 
I report : final design report and report 
of pilot study analysis /, 82-10681 


Federal regulations, statutes, and report- 
ing requirements as barrier to efficient 
medicaid program operations /, 82- 
28460 


First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Grants for research and demonstrations., 
82-10683 


Health care financing trends., 82-8340 


Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Medicare : summary of use and reim- 
bursement by person, 1978., 82-28461 


Medicare- use of home health services., 
82-10687, 82-16335 


Medicare, health insurance for the aged 
and disabled. Reimbursement by state 
and county., 82-21635 


Medicare, health insurance for the aged 
and disabled. Selected state data., 82- 
10686 


Medicare, inpatient use of short-stay hos- 
pitals., 82-21636 


Medicare, participating providers and 
suppliers of health services., 82-10685 


Medicare, persons enrolled in the health 
insurance program., 82-28462 


Medicare, use of hospital outpatient serv- 
ices., 82-10684, 82-13915 


Medicare, use of hospital outpatient serv- 
ices by the disabled., 82-21637 


Professional standards review organiza- 
tion ... program evaluation., 82-26190 


The uniform system of home health 
agency reporting : an analysis of its 
impact on home health care providers 
/, 82-13914 


Do not order from index; see indicated entry 





Author Index 


United States. Health Care Financing 


Administration. Office of Research, 

Demonstrations, and Statistics. Medicaid 

Program Data Branch. 

Preliminary national monthly medicaid 
statistics., 82-8338 


United States. Health Resources 


Administration. 

Health planning newsletter for governing 
body members., 82-8304 

Health resources news., 82-8303 

HRA, HSA, CDC, OASH, & 
ADAMHA public advisory commit- 
tees, authority, structure, functions, 
members., 82-8302 

Mincrities in allied health education : a 
comprehensive summary of the 
report—January 1980 /, 82-5752 


Public health reports., 82-8301 


United States. Health Resources 


Administration. Bureau of Health 

Manpower. 

Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 
82-10650 


United States. Health Resources 


Administration. Bureau of Health 
Manpower. Program Management 
Information Section. 

BHM support., 82-26142 


BHPr support directory of grants, 
awards, and loans., 82-13877 


Directory of grants, awards, and loans., 
82-26142 


United States. Health Resources 


Administration. Bureau of Health 

Professions. 

BHPr support directory of grants, 
awards, and loans., 82-13877 


United States. Health Resources 


Administration. Committee Management 

Branch. 

HRA, HSA, CDC, OASH, & 
ADAMHA public advisory commit- 
tees, authority, structure, functions, 
members., 82-8302 


United States. Health Resources 


Administration. Division of Associated 

Health Professions. 

Creating new allied health programs : 
considerations and constraints /, 82- 
21622 


United States. Health Resources 


Administration. Division of Dentistry. 

Annotated list of National Center for 
Health Statistics reports containing 
dental information /, 82-18783 


Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 





January—December 1982 


Survey of dental benefit plans, 1978., 
$2-5757 


United States. Health Resources 
Administration. Division of Health 
Professions Analysis. 

The recurrent shortage of registered 
nurses : a new look at the issues., 82- 
1864 


Source book, 
3641 


Supply and characteristics of selected 
health personnel., 82-18782 


nursing personnel., 82- 


United States. Health Resources 
Administration. Division of Health 
Professions Training Support. 

Scholarship program : Report of the Sec- 
retary of Health and Human Services 
on the administration of National 
Health Service Corps scholarship pro- 
gram as required by Section 751 (i) of 
Title VII of the Public Health Service 
Act, as amended., 82-13878 


United States. Health Resources 
Administration. Division of Medicine. 
International Education Programs Section. 
Identification of specific effects of Title 

VI restrictions on selected hospitals 
and implications for health manpower 
/, 82-10649 


United States. Health Resources 
Administration. Division of Medicine. 
Manpower Supply and Utilization Branch. 
Physician requirements forecasting 

need-based versus demand-based meth- 
odologies., 82-26143 


United States. Health Resources 
Administration. Division of Nursing. 
Computer technology in nursing : a com- 

prehensive bibliography /, 82-3643 


Report on nurse physician assistant pro- 
gram evaluation in South Dakota /, 
82-10650 


United States. Health Resources 
Administration. Office of Graduate 
Medical Education. 

An Analysis of the content of specialty 
practices and their service capacities /, 
82-10626 


Physician requirements, 1990, for allergy 
/, 82-1855 


Physician requirements, 1990, for cardi- 


ology /, 82-1856 

Physician requirements, 1990, for gastro- 
enterology /, 82-5753 

Physician requirements, 1990, for nephro- 
logy /, 82-10627 


Physician requirements, 1990, for rheu- 
matology /, 82-5754 





U.S. Heritage Conservation and Recreation Service. 


United States. Health Services 

Administration. 

HRA, HSA, CDC, OASH, & 
ADAMHA public advisory commit- 
tees, authority, structure, functions, 
members., 82-8302 


Report of the Administrator /, 82-13845 


United States. Health Services 
Administration. Bureau of Community 
Health Services. 

BCRR guidebook for the use of sampling 
to complete the BCHS common re- 
porting requirements., 82-16275 


Birth control info for teens : can you 
picture birth control for teens?, 82- 
3635 


Birth control info for teens : have you 
solved the body puzzle?, 82-3636 


Birth control info for teens : you’d be 
amazed at how many teens say “no”., 
82-3638 


Cooley’s anemia 
82-3637 


Integrated urban health guidance : pro- 
gram quidance for development of 
urban health delivery systems., 82- 
13847 


An Interm guide for health education in a 
health care system., 82-13846 


screening of children : a 
82- 


: a medical review /, 


Nutritional 
manual for screening & followup., 
1854 


Selecting a residency for community-re- | 


sponsive medicine., 82-10623 


United States. Health Services 
Administration. Genetic Disease Services 
Branch. 

Human genetics, informational and edu- 
cational materials., 82-13848 
Human genetics, informational and edu- 


cational materials. Supplement., 82- 
13849 


United States. Health Services 
Administration. Office for Emergency 
Medical Services. 

EMS and the hearing impaired : 
coming the barrier., 82-1852 


EMS and you., 82-1853 


This is EMS : Emergency Medical Serv- 
ices., 82-1851 


over- 


United States. Health Services 
Adminstration. Bureau of Community 
Health Services. 


A Guide to pediatric weighing and meas- | 


uring., 82-18784 
United States. Health Standards and Quality 
Bureau. 
Assessing therapeutic environment for 
active psychiatric treatment settings /, 
82-5773 


Do not order from index; see indicated entry 








Directory of medical facilities. All re- 
gions., 82-13917, 82-13918, 82- 
26192 


Directory of medical facilities. Atlanta 
regional area., 82-21639 


Directory of medical facilities. Denver 
regional area., 82-21640 


Directory of medical facilities. Philadel- 
phia regional area., 82-21638 


Directory of medical facilities. San Fran- 
cisco regional area., 82-21641 


NHSQIC annual bibliography /, 82- 
13916 


Proposed revisions of subpart S : certifi- 
cation procedures for providers and 
suppliers of services under the Medi- 
care and Medicaid programs, summary 
of public hearings April-June 1980 /, 
82-1887 


United States. Heritage Conservation and 
Recreation Service. 
All about HCRS., 82-10966 


Butte, Montana : a project report /, 82- 
23872 


A citizens’ guide to maintaining neighbor- 
hood places., 82-10967 


The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Design /, 82-8457 
Fact sheet, HCRS ...., 82-19501 


Fulfilling recreation and open space re- 
quirements in water quality manage- 
ment planning., 82-14037 


Grants management manual : Historic 
Preservation Fund /, 82-16596 


Grist /, 82-8456 


Handbook for recreation planning & 
action : a UPARR action program de- 
velopment guide /, 82-5950 


HCRS Annual Awards Day Program., 
82-14035 


HCRS information exchange., 82-19502 


The Missouri River : an alliance for na- 
tional designation., 82-19504 


The National Natural Landmarks Pro- 
gram., 82-23931 


National recreation trails., 82-19508 


Planning for urban fishing and waterfront 
recreation /, 82-23902 


Poppies & porticos : a HCRS heritage 


newsletter., 82-8454 


Recreation innovations-abroad., 82- 


14039 


A Report on natural and free-flowing 
rivers in the northwestern United 
States., 82-5947 


Page 1-897 





U.S. Heritage Conservation and Recreation Service. 


Tacoma, the Union Depot District 
Tacoma, Washington, 1979 rehabilita- 
tion study., 82-26376 


Trends., 82-8455 


Urban parks and recreation 
analysis report., 82-14040 


1979 Federal recreation fee program : 
golden eagle golden age passports /, 
82-23930 


: a trend/ 


United States. Heritage Conservation and 
Recreation Service. Alaska Area Office. 
Alaska float trips north of the Arctic 

Circle., 82-19500 


United States. Heritage Conservation and 
Recreation Service. Division of State 
Plans and Grants. 


State survey forms., 82-3737 


United States. Heritage Conservation and 
Recreation Service. Lake Central Regional 
Office. 

A guide to designing accessible outdoor 
recreation facilities /, 82-5949 


United States. Heritage Conservation and 
Recreation Service. Northeast Regional 
Office 
Proposed comprehensive management 

plan for the Pinelands National Re- 
serve /, 82-1899 


United States. Heritage Conservation and 
Recreation Service. Pacific Southwest 
Regional Office. 

Cost-cutting strategies for the Park and 
Recreation Agency /, 82-14038 


United States. Heritage Conservation and 
Recreation Service. Park and Recreation 
Technical Services. 

Cost-cutting strategies for the Park and 
Recreation Agency /, 82-14038 


Federal assistance guide for park and rec- 
reation professionals /, 82-1994 


Introducing SHARE., 82-5948 


PARTS : Park and Recreation Technical 
Services., 82-5946 


United States. Heritage Conservation and 
Recreation Service. Southeast Region. 
Solar energy for a community recreation 

center /, 82-16598 


United States. Heritage Conservation and 
Recreation Service. Technical Preservation 
Services Division. 

Carr Mill, Carrboro, North Carolina : a 
rehabilitation project under the Tax 
Reform Act of 1976 /, 82-23934 


Publications list /, 82-16597 


United States. Heritage Conservation and 
Recreation Service. Water Resources 
Section. 

Urban waterfront revitalization : the role 
of recreation and heritage., 82-19506 


Page 1-898 





United States. High Altitude Pollution 
Program Scientific Advisory Committee. 
Second meeting of the High Altitude Pol- 

lution Program Scientific Advisory 
Committee, March 28-30, 1979 : execu- 
tive summary., 82-14443 


United States. High Altitude Pollution 
Program Scientific Advisory Committee. 
Meeting (1st : 1978 : Washington, D.C.) 
First meeting of the High Altitude Pollu- 

tion Program Scientific Advisory Com- 
mittee, November 29-December 1, 
1978, Washington, D.C. : executive 
summary., 82-14441 


United States. High Altitude Pollution 
Program Scientific Advisory Committee. 
Meeting (2nd : 1979 : Washington. D.C.) 
Second meeting of the High Altitude Pol- 

lution Program Scientific Advisory 
Committee, March 28-30, 1979 : execu- 
tive summary., 82-14443 


United States. Housing and Home Finance 
Agency. Library. 
Housing and planning references /, 82- 
8361 


United States. Hydrographic Office. 
World port index., 82-3144 


United States. Immigration and 

Naturalization Service. 

Administrative decisions under immigra- 
tion & nationality laws /, 82-14051, 
82-19510 

Directory of nonprofit immigration coun- 
seling agencies /, 82-663 

Documentary requirements for aliens in 
the United States., 82-23944 

Handbook for contact representatives /, 
82-16602 


INS reporter /, 82-8481 


Management improvements in the Immi- 
gration and Naturalization Service : 
final report /, 82-6185 


Operations instructions, regulations, and 
interpretations /, 82-8480 


Our American way of life., 
82-23947 


82-23946 
Our government., 


United States. Immigration and 
Naturalization Service. Information 
Services Division. 

Handbook for contact representatives /, 
82-16602 


United States. Immigration and 
Naturalization Service. Office of 
Operations Support. Systems & 
Technology Planning Staff. 

Long range ADP planning /, 82-23945 


United States. Indian Claims Commission. 
Annual report /, 82-943 


Do not order from index; see indicated entry 





Author Index 


United States. Indian Health Service. 
Diet handbook /, 82-16268 


United States. Indian Health Service. 
Aberdeen Area. 
Opportunities in nursing /, 82-552 


United States. Indian Health Service. Office 
of Research and Development. 
Technology serves the people : the story 

of a cooperative telemedicine project 
by NASA, the Indian Health Service 
and the Papago people /, 82-26507 


United States. Industrial Environmental 
Research Laboratory (Research Triangle 
Park, (N.C.) 

Collection and interpretation of Level 1 
IR and LRMS data /, 82-5291 


Control and treatment technology for the 
metal finishing industry : sulfide pre- 
cipitation /, 82-5332 


Controlling particulate emissions from 
coal-fired boilers., 82-5249 


Definitive SOx control process evalua- 
tions : limestone, lime, and magnesia 
FGD processes /, 82-3381 


Environmental assessment data systems 
user guide : fine particle emissions in- 
formation system /, 82-3383 


Environmental assessment data systems 
user guide : gaseous emissions data 
system /, 82-3382 


Environmental assessment data systems 
user guide : liquid effluents data system 
/, 82-1673, 82-3384 


Environmental assessment data systems 
user guide : solid discharge data system 
/, 82-3385 


EPA/DOE Symposium on High Tem- 
perature High Pressure Particulate 
Control, September 20-21, 1977, Wash- 
ington, D.C. /, 82-3335 

EPA utility FGD survey : August - Sep- 
tember 1978 /, 82-356 

EPA utility FGD survey 
March 1980 /, 82-361 

FGD quarterly report /, 82-8027 


Field study to obtain trace element mass 
balances at a coal-fired utility boiler /, 
82-358 

Innovative destruction of complex indus- 
try wastes : auto oxidation of tannery 
beamhouse wastewater /, 82-5302 

Laboratory procedures analysis of 
sodium-based dual-alkali process 
streams /, 82-3376 

NOx emission factors for wood-fired boil- 
ers /, 82-1672 

Oil pollution abstracts., 82-8024 

Planning study to model and monitor 
coal pile run-off /, 82-5292 


: January - 





January—December 1982 


Proceedings, Advances in Particle Sam- 
pling and Measurement (Daytona 
Beach, FL, October 1979) /, 82-3386, 
82-5266 


Research for particulate control : EPA’s 
mobile test vans., 82-348 


Seminar proceedings, Environmental 
Evaluation of “Gasohol” Production 
and Health Effects., 82-3374 


Waste and water management for con- 
ventional coal combustion assessment 
report, 1979 /, 82-357 


United States. Industrial Environmental 
Research Laboratory (Cincinnati, Ohio). 
Industrial Pollution Control Division. 
NPDES best management practices guid- 

ance document /, 82-5246 


United States. Industrial Environmental 
Research Laboratory (Research Triangle 
Park, N.C.). Particulate Technology 
Branch. 

Particulate control highlights : research 
on fabric filtration technology /, 82- 
1659 


United States. Industry and Trade 
Administration. 
Adventures in the China trade, 
82-1403, 82-4686, 82-4687 
Business America Nevada., 82-7699 
82-7692 
Foreign economic trends and their impli- 
cations for the United States., 82-7693 
Forest products review /, 82-7707 
Franchise opportunities handbook., 82- 
27705 
Franchising in the economy., 82-9575 
82-7694 
Publications for business from ITA, in- 
cluding a geographical index., 82-137 
TOP bulletin : a joint activity of the U.S. 
Department of Commerce and the U.S. 


Foreign Service—U.S. Department of 
State., 82-7695 


82-1402, 


Commercial news USA.., 


Overseas business reports., 


United States. Industry and Trade 
Administration. Office of Export 
Development. 

Index to foreign market reports., 82- 
7697 


United States. Industry and Trade 
Administration. Office of Textiles. 
Correlation, textile and apparel categories 

with tariff schedules of the United 
States annotated /, 82-18072 


United States. Information Agency. Special 
Materials Section. 


Problems of Communism., 82-8460 


United States. Institute of Home Economics. 
Family economics review., 82-7001 





United States. Interagency Advisory 
Committee on Water Data. 
Water-quality data needs for small water- 
sheds : surface-water data /, 82-5793 


United States. Interagency Archeological 
Services Division. 
The Bootlegger Trail site : a late prehis- 
toric spring bison kill /, 82-23935 
Scholars as contractors : report of a 
workshop on the contract archeology 
process /, 82-23933 


United States. Interagency Coal Export Task 
Force. 
Interim report of the Interagency Coal 
Export Task Force : draft for public 
comment /, 82-9984 


United States. Interagency Committee on 

Carbon Dioxide and Climate. 

Research issues and supporting research 
of the national program on carbon 
dioxide, environment and society /, 
82-18295 


United States. Interagency Radiation 

Research Committee. 

Federal strategy for research into the bio- 
logical effects of ionizing radiation : re- 
sponding to the congressional mandate 
under the Biological Research Exten- 
sion Act of 1978 (P.L. 95-622)., 82- 
5679 


United States. Interagency Toxic Substances 
Data Committee. 
Report of the Interagency Toxic Sub- 
stances Data Committee., 82-18403 


United States. Interdepartment Radio 
Advisory Committee. 
Manual of regulations and procedures for 
Federal radio frequency management : 
revisions for January 1979., 82-7691 


United States. Internal Revenue Service. 
Annual report /, 82-24283 


Bulletin index-digest system. Service one, 
Income tax., 82-8794 


Bulletin index-digest system. Service 1, 
Income taxes /, 82-24287 


Bulletin index-digest system. Service 2, 
Estate and gift tax /, 82-8795 


Bulletin index-digest system. Service 3, 
Employment taxes /, 82-8796 


Bulletin index-digest system. Service 4, 
Excise taxes /, 82-8797 


Code of federal regulations. 26, Internal 
revenue., 82-10431, 82-10432, 82- 
10433, 82-10434, 82-21582, 82- 
21583, 82-21584, 82-21585, 82- 
21586, 82-21587, 82-21588, 82- 
21589, 82-21590, 82-21591, 82- 
21592, 82-23433 


Cumulative list of organizations described 
in section 170 (c) of the Internal Reve- 


Do not order from index; see indicated entry 





U.S. Internal Revenue Service. 


nue Code of 
14303 


Disclosure of IRS information to assist 
with the enforcement of criminal law : 
hearing before the Subcommittee on 
Oversight of the Internal Revenue 
Service of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 732, No- 
vember 9, 1981., 82-17326 


Energy credits for individuals., 
82-6254 


Filing requirements for employee benefit 
plans., 82-29007 


Ground-water depletion, in feet, aliowed 
in a part of Curry County, New 
Mexico, by U.S. Internal Revenue 
Service for calendar year 1979 /, 82- 
13993, 82-16525 


Ground-water depletion, in feet, allowed 
in central Lea County, New Mexico, 
by U.S. Internal Revenue Service for 
calendar year 1979 /, 82-13994, 82- 
16526 


Ground-water depletion, in feet, allowed 
in northern Lea County, New Mexico, 
by U.S. Internal Revenue Service for 
calendar year 1979 /, 82-13995, 82- 
16527 


Ground-water depletion, in feet, allowed 
in Portales Valley, Roosevelt County, 
New Mexico, by U.S. Internal Reve- 
nue Service for calendar year 1979 /, 
82-13996, 82-16528 


Hey, we're in business, 


1954., 82-8792, 82- 


82-6257 
Farmer’s tax guide., 


82-14308 


Income tax benefits for U.S. citizens who 


go overseas., 82-11384 
Internal revenue bulletin., 82-8793 


Internal revenue cumulative bulletin., 
82-3842, 82-24286 


National office training program plan re- 
quests., 82-22069 


Package X., 82-3841, 82-14304 
Preliminary statistics of income. Corpora- 
tion income tax returns /, 82-24292 
Preliminary statistics of income. Individu- 
al income tax returns., 82-2204 

A Right good thing, 82-16839 
Special enrollment examination : 
tions and answers., 82-19747 
Statistics of income. Corporation income 

tax returns., 82-24288, 82-24289 
Statistics of income. Individual income 
tax returns., 82-14305, 82-14306 
Statistics of income. Partnership returns., 
82-16838, 82-29008 
Statistics of income. SOI bulletin /, 82- 
8798 


Statistics of income. Sole proprietorship 
returns., 82-14307, 82-24291 


ques- 


Page I-899 





U.S. Internal Revenue Service. 


Statistics of income, supplemental report. 
International income and taxes, U.S. 
corporations and their controlled for- 
eign corporations., 82-24290 


Tax benefits for older Americans., 82- 
6255 


Tax guide for small business /, 82-24285 


Tax guide for U.S. citizens abroad /, 
82-19748 


Tax haven information book., 82-16837 


Tax havens and their use by United 
States taxpayers : an overview : a 
report to the Commissioner of Internal 
Revenue, the Assistant Attorney Gen- 
eral (Tax Division) and the Assistant 
Secretary of the Treasury (Tax Policy) 
/, 82-2203 


Tax information for homeowners., 82- 
16840, 82-22071 


Tax information on individual retirement 
arrangements., 82-11383 


Tax information on U.S. Civil Service re- 
tirement and disability., 82-6256 
Voluntary tax methods to help finance 
political campaigns /, 82-24295 
82-24293 


Your federal income tax for individuals /, 
82-24294 


Women’s work, 


United States. Internal Revenue Service. 
Business and Pension Statistics Section. 
Statistics of income. Business income tax 

returns, table specifications for sole 
proprietorships, partnerships., 82- 
22070 


United States. Internal Revenue Service. 
Office of the Chief Counsel. 
Annual report /, 82-2202, 82-24283 


United States. Internal Revenue Service. 

Statistics Division. 

Statistics of income and related adminis- 
trative record research selected 
papers given at the 1981 annual meet- 
ing of the American Statistical Associ- 
ation in Detroit, Michigan August 10- 
13, 1981 /, 82-11382 


United States. Internal Revenue Service. Tax 
Haven Study Group. 
Estimates of levels of tax haven use : a 
study to quantify the use of tax havens 
for a report submitted by Richard A. 
Gordon on tax havens and their use by 
United States taxpayers, an overview /, 
82-11377 


United States. International Communication 
Agency. 
Forum., 82-8461 


The Fulbright Program., 82-1996 


Information for married applicants /, 


82-6197, 82-28927 
Problems of Communism., 


Page I-900 


82-8460 





U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


United States. International Communication 
Agency. Office of Congressional and 
Public Liaison. 


USICA world., 82-8462 


United States. International Communication 
Agency. Office of Research. 
The educational system and academic 
and technological exchanges of the 
People’s Republic of China., 82-16599 


International scientific and technical ex- 
changes of the People’s Republic of 
China., 82-19509 


United States. International Communications 
Agency. Office of Research. 
Chinese knowledge of the United States : 
a preliminary survey /, 82-14044 


United States. International Energy Agency 
Implementing Agreement of the 
Establishment of a Project on Control of 
Nitrogren Oxides Emissions during Coal 
Combustion (1980) 

Energy, coal combustion emissions : im- 
plementing agreement between the 
United States of America and other 
governments done at Paris March 21, 
1980., 82-26649 


United States. International Trade 
Administration. 
The Agent/Distributor 
1407 


Agricultural machinery and equipment, 
Mexico., 82-18076 


A Basic guide to exporting., 
82-7698 
Business America Nevada., 82-7699 


A Business guide to the Near East & 
North Africa /, 82-25549 


Commerce district offices serve business., 
82-132 


Commercial news USA., 


Service., 82- 


82-12896 
Business America., 


82-7692 


Communications equipment, 
82-20722 

Communications equipment, China. 82- 
18078 


Communications equipment, Korea., 82- 
12897 


Communications 
Africa., 82-18079 


Communications 
82-1410 


Computers and peripheral 
Germany., 82-18082 


Computers and peripheral equipment, 
Spain., 82-18075 


Do not order from index; see indicated entry 


Algeria., 


equipment, South 


equipment, Turkey., 


equipment, 





Author Index 


Computers and peripheral 
Switzerland., 82-25554 


Computers and peripheral equipment, the 
Netherlands., 82-18083 


Electronic components, 
25551 


Electronic 
18077 


Electronic components, 
dom., 82-20721 


The Export management company : your 
export department., 82-3129 

Food processing and packaging equip- 
ment, France., 82-25550 

Food processing and packaging equip- 
ment, Spain., 82-4709 

Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82- 
134 

Foreign construction offers profits to 
U.S. firms : U.S. Government services 
for consulting, engineering, and con- 


struction firms working abroad., 82- 
3127 


Foreign economic trends and their impli- 
cations for the United States., 82-7693 

German trade fairs : a handbook for 
American exporters /, 82-136 


equipment, 


Belgium., 82- 


components, France., 82- 


United King- 


Government development incentives 
available to foreign investors in the 
United States., 82-1408 

Index to foreign market reports. 82- 
7697 

Industrial process controls, Germany., 
82-18080 


Industrial 
82-25552 


Industrial process controls, South Africa., 
82-25553 


Industrial process controls, Sweden., 82- 
15809 


Industrial process controls, the Nether- 
lands., 82-18081 


Laboratory 
1412 


Laboratory instruments, Germany., 
15810 


Laboratory 
20723 


Laboratory instruments, 
dom., 82-20724 


Machine tools, Singapore., 


process controls, Norway., 


instruments, France., 


instruments, Sweden., 


United King- 


82-3131 
82-18084 
Market research summary /, 82-1413 


Market research summary for Electron- 
ica-’80, 9th International Trade Fair for 
Components and Assemblies in Elec- 


Machine tools, Switzerland., 





January—December 1982 


tronics, Munich, West Germany., 82- 
1414 


Marketing in Ecuador /, 82-18094 
Medical equipment, Belgium., 
Medical equipment, Germany., 82-25555 


Medical Switzerland., 82- 
3132 


Medical equipment, 
82-1411 


New product information service : a free 
service to promote your company’s 
new product overseas., 82-3130 


Nigeria, a survey of U.S. export opportu- 
nities., 82-1409 


Overseas business reports., 


equipment, 


United Kingdom., 


82-7694 

Overseas export promotion calendar., 
82-7700 

Publications for business from ITA, in- 
cluding a geographical index., 82-137 

Recognizing export expansion achieve- 
ments with the president’s E and E 
Star awards., 82-3128 


TOP bulletin : a joint activity of the U.S. 
Department of Commerce and the U.S. 


Foreign Service—U.S. Department of 


State., 82-7695 
U.S.-China commercial relations : a com- 
pilation of basic documents., 
U.S. export management companies : di- 
rectory., 82-15807 


Water resources, Saudi Arabia and 
United Arab Emirates, March 28-April 
9, 1981., 82-135 


World trade outlook for Africa, the Near 


East, and South Asia., 82-27702 


World trade outlook for East Asia and 
the Pacific., 82-27700 


World trade outlook for Europe., 82- 
27703 


World trade outlook for the Western 
Hemisphere., 82-27704 


United States. International Trade 
Administration. Central European 
Division, 

Marketing in the Netherlands /, 82- 
20725 


United States. International Trade 
Administration. International Economic 
Policy. 

Marketing in Austria /, 82-22900 


United States. International Trade 
Administration. Office of Africa. 
Marketing in Kenya /, 82-20726 


Marketing in Liberia /, 82-25561 
United States. International Trade 


Administration. Office of African Affairs. 
Marketing in Gabon /, 82-25559 


82-25556 


82-25546 





U.S. Interstate Commerce Commission. 


United States. International Trade 
Administration. Office of Country 
Marketing. 

Business guide to the MTN : results of 
the “Tokyo Round” of Multilateral 
Trade Negotiations /, 82-15813 


A Guide to doing business in the 
ASEAN region, Indonesia/Malaysia/ 
Philippines/Singapore/Thailand., 82- 
18074 


Marketing in Brazil /, 82-18085 
Marketing in Canada /, 82-18090 
Marketing in Columbia /, 82-18096 
Marketing in Cyprus /, 82-18095 
Marketing in Finland /, 82-18089 
Marketing in Ghana /, 82-18086 
Marketing in Iceland /, 82-18091 
Marketing in India /, 82-18092 
Marketing in New Zealand /, 82-15811 
Marketing in Pakistan /, 82-18093 
82-18087 


Marketing in the Sudan / prepared by 
Mary L. Manley and Freddie L. Stoke- 
lin in cooperation with the American 
Embassy, Khartoum., 82-18088 


Marketing in Taiwan /, 


United States. International Trade 
Administration. Office of Country 
Marketing. Africa Division. 


Marketing in South Africa /, 82-12898 


United States. International Trade 
Administration. Office of Export 
Marketing Assistance. 


| 
Sources of information on U.S. firms : a | 


guide for international traders., 82- 
4708 


United States. International Trade 
Administration. Office of Export 
Promotion. 


How to get the most from overseas exhi- | 
| United States. Interstate Commerce 


bitions., 82-133 


United States. International Trade 
Administration. Office of International 
Investment. 


OPEC direct investment in the United | 


States., 82-20727 


United States. International Trade 
Administration. Office of Planning and 
Research. 

International economic indicators., 82- 
7696 


United States. International Trade 
Administration. Office of South America. 
Marketing in Chile /, 82-27701 


Selling to Argentina state-owned compa- 
nies /, 82-25560 


Do not order from index; see indicated entry 








United States. International Trade 
Administration. Office of Textiles and 
Apparel. International Agreements and 
Monitoring Division. 

Correlation, textile and apparel categories 
with tariff schedules of the United 
States annotated /, 82-18072 


United States. International Trade 
Administration. Office of Textiles and 
Apparel. Market Expansion Division. 
Foreign relations affecting U.S. textile/ 

apparel exports., 82-4706 


United States. International Trade 
Administration. Office of the Near East. 
Marketing in Algeria /, 82-25558 


Marketing in Bahrain /, 82-25557 


United States. International Trade 
Administration. Office of Trade Policy. 
The Tokyo Round Trade Agreements., 

82-25548 


United States. International Trade 
Administration. Sectoral Trade Monitoring 
Division. 

Footwear tariff and trade regulations : 
major foreign markets., 82-25547 


United States. International Trade 
Commission. 


Nonrubber footwear., 82-5952 


United States International Trade 
Commission. Office of Economic 
Research. 

Study of the effects of the generalized 
system of preferences on U.S. trade in 
the program’s first year of operation, 
1976., 82-22092 


United States International Trade 

Commission, Office of Industries. 

Study of the effects of the generalized 
system of preferences on U.S. trade in 
the program’s first year of operation, 
1976., 82-22092 


Commission. 
Advance bulletin of Interstate Commerce 
Acts annotated /, 82-8458 


Annual report of the Interstate Com- 
merce Commission., 82-10968, 82- 
23936 


Consolidated index-digest of reports of 
the Interstate Commerce Commission 
involving motor carrier operating 
rights., 82-14041, 82-14042, 82- 
14043 


Decisions., 
14043 


Financial management information pack- 
age /, 82-658 


Interstate Commerce Commission notice., 
82-1995 


82-14041, 82-14042, 82- 


Page I-901 





U.S. Interstate Commerce Commission. 


Interstate Commerce Commission reports 
: decisions of the Interstate Commerce 
Commission of the United States /, 
82-10969, 82-10970, 82-23937 


Interstate Commerce Commission re- 
ports. Motor carrier cases /, 82- 
14041, 82-14042, 82-14043 


Motor carrier cases. 82-14041, 82- 


14042, 82-14043 


Motor carrier regulations, Interagency 
Owner-Operator Conference /, 82- 
657 


Proposed mining and reclamation plan, 
North Antelope mine, Campbell 
County, Wyoming : draft environmen- 
tal impact statement /, 82-18827 


Reports. Motor carrier cases., 82-14041, 


82-14042, 82-14043 


United States. Interstate Commerce 
Commission. Bureau of Accounts. 
Preliminary 1979 rail cost study, Uniform 

Rail Costing System /, 82-659 


Report of railroad employment, class 1 
line-haul railroads /, 82-8459 


Transport statistics in the United States. 
Part 2, Motor carriers for the year 
ended ..., 82-23938 


Transport statistics in the United States. 
Part 5, Carriers by water for the year 
ended ..., 82-23939 


United States. Interstate Commerce 
Commission. Bureau of Economics, 
Carload waybill statistics. Statement TD- 

1, Territorial distribution, traffic and 
revenue by commodity classes., 82- 
29113, 82-29114 


United States. Interstate Commerce 
Commission. Bureau of Transport 
Economics and Statistics. 

Carload waybill statistics. Statement TD- 
1, Territorial distribution, traffic and 
revenue by commodity classes., 82- 
29113, 82-29114 


United States. Joint Chiefs of Staff. 
United States military posture for FY ..., 
82-25584 


United States. Joint Financial Management 
Improvement Program. 
Measuring productivity in accounting and 
finance offices., 82-1715 


United States. Joint Publications Research 
Service. 
Behavior and physico-chemical state of 
fission products in fuel elements for 
pressurized water reactors., 82-4183 


China report. Agriculture, 82-8703, 82- 
21947, 82-21948, 82-21949, 82- 
22310 

China report. Economic affairs, 82-8704, 
82-21941, 82-21942, 82-22309 


Page I-902 





China report. Plant and installation data, 
82-8705, 82-21945, 82-22308 


China report. Political, sociological, and 
military affairs, 82-8706, 82-21943, 
82-21944 


China report. Red flag, 82-8707, 82- 
21946, 82-22007 


China report. Science and technology, 
82-8708, 82-21950, 82-21951, 82- 
21952 


East Europe report. Economic and indus- 
trial affairs, 82-8714, 82-21962, 82- 
21963, 82-21964 


East Europe report. Political, sociologi- 
cal, and military affairs, 82-8715, 82- 
21965, 82-21966, 82-22006 


East Europe report. Scientific affairs, 
82-8716, 82-21967, 82-22005 


Japan report., 82-8709, 82-21914, 82- 
22307 


Korean affairs report, 82-8710, 82- 
21915, 82-21916, 82-22306 


Latin America report, 82-8719, 82- 
21917, 82-21918, 82-21919, 82- 
21920, 82-21921, 82-22305 


Mongolia report, 82-8711, 
82-22017 


More precise investigations of the me- 
chanical characteristics, in the heat af- 
fected zone, of welded seams on thick- 
walled forged pieces of fine-grained 
construction steel 22 NiMoCr 37 /, 
82-6720 


Near East/North Africa report, 82- 
8720, 82-21922, 82-21923, 82-21924, 
82-21925, 82-21926, 82-22304 


Radiobiology Radiobiologiia., 82-7954 
South and East Asia report, 82-8712, 


82-19679, 82-19680, 82-19681, 82- 
19682, 82-20044 


Sub-Saharan Africa report, 82-8721, 
82-21927, 82-21928, 82-21929, 82- 
21930 


Toxicological characteristics of generator 
shale tar and sanitary-hygienic work 
conditions during its use /, 82-9977 

USSR report. Biomedical and behavioral 
sciences microform, 82-22016 

USSR_ report. Agriculture, 82-8722, 
82-21968 

USSR report. Chemistry, 82-8747, 82- 
21969 

USSR report. Construction and equip- 
ment, 82-8724, 82-21970 

USSR report. Consumer goods and do- 
mestic trade, 82-8729, 82-21972 

USSR report. Cybernetics, computers, 
and automation technology, 82-8738, 
82-21971 

USSR report. Earth sciences, 82-8741, 
82-22015 


82-22008, 


Do not order from index; see indicated entry 





Author Index 


USSR report. Economic affairs, 82- 
8723, 82-21973, 82-21974, 82-21975 


USSR report. Electronics and electrical 
engineering, 82-8739, 82-22014 
USSR report. Engineering and equip- 
ment, 82-8740, 82-22013 

USSR report. Geophysics, astronomy, 
and space, 82-8697, 82-22303 


USSR report. Human resources, 82- 
8730, 82-21979 


USSR _ report. Industrial affairs, 82- 
22011, 82-22012, 82-22302 


USSR report. International economic re- 
lations, 82-8728, 82-21980 


USSR report. Life sciences. Agrotechno- 
logy and food resources, 82-8737, 
82-21981 


USSR report. Life sciences. Biomedical 
and behavioral sciences, 82-8735, 82- 
21982 


USSR report. Life sciences. Effects of 
nonionizing electromagnetic radiation, 
82-8736, 82-21983 


USSR report. Materials science and met- 
allurgy, 82-8743, 82-21984 


USSR report. Military affairs, 82-8725, 
82-21985, 82-21986, 82-21987, 82- 
21988, 82-22010 


USSR report. Physics and mathematics, 
82-8744, 82-21989 


USSR report. Political and sociological 
affairs, 82-8726, 82-21990, 82- 
21991, 82-21992, 82-21993, 82- 
21994 

USSR report. Probiems of the Far East, 
82-8733, 82-21997 

USSR report. Resources, 82-8696, 82- 
21995, 82-21996 

USSR report. Sociological studies, 82- 
8734, 82-21999 

USSR 
22009 

USSR report. Space biology and aero- 
space medicine, 82-8745, 82-21998 

USSR report. Trade and services, 82- 
22000, 82-22001 

USSR report. Translations from Kom- 
munist, 82-8732, 82-22002 

USSR report. Transportation, 
82-22003 

USSR report. USA, economics, politics, 
ideology, 82-8746, 82-22004 

USSR report. Energy, 82-8727, 82- 
21976, 82-21977, 82-21978 

Vietnam report, 82-8713, 82-19683, 
82-20045 

Waste heat project, upper Rhine area, 
first semiannual report 1977 /, 82- 
13381 


report. Space, 82-8742, 82- 


82-8731, 





January—December 1982 


West Europe report, 82-8717, 
21931, 82-21932, 82-21933, 82- 
21934, 82-21935, 82-21936, 82- 
21937, 82-21938 


West Europe report. Science and tech- 
nology, 82-8718, 82-21939, 82- 
21940 


Worldwide report. Environmental qual- 
ity, 82-8698, 82-21960, 82-21961 
Worldwide report. Epidemiology, 82- 
8699, 82-21958, 82-21959, 82-22301 
Worldwide report. Law of the sea, 82- 

8700, 82-21954, 82-21957 


Worldwide report. Nuclear development 
and proliferation, 82-8701, 82-21953, 
82-22300 

Worldwide report. Telec« 


policy, research, and development, 
82-8702, 82-21955, 82-21956 


ations 





United States. Labor-Management Services 
Administration. 


Electing union officers., 82-16610 


Labor-management relations in state and 
local governments., 82-22732, 82- 
22733 


Ley Sobre Informes Obrero-Patronales 
de 1959, segun fuera enmendada., 82- 
23970 


Public management’s internal organiza- 
tional response to the demands of col- 
lective bargaining in the twelve mid- 
western states /, 82-11020 


Public sector unit determination, adminis- 
trative procedures and case law : a 
comparative evaluation of Executive 
Order 11491 and selected state collec- 
tive bargaining frameworks., 82-16608 


United States. Labor-Management Services 

Administration. Office of Veteran’s 

Reemployment Rights. 

Job rights for reservists and members of 
the National Guard., 82-11022 


United States. Labor-Management Services 

Administration. Pension and Welfare 

Benefit Programs. 

Filing requirements for employee benefit 
plans., 82-29007 

The Prudence rule and pension plan in- 
vestments under ERISA /, 82-2005 


PWBP compliance manual., 82-21845 


Standards for exemptions from ERISA 
prohibited transactions provisions /, 
82-2004 


Women and private pensions., 


United States. Labor-Management Services 
Administration. Pension Welfare Benefit 


82-3746 


Programs. 

Study and analysis of portability and reci- 
procity in single employer pension 
plans /, 82-5967 





U.S. Marine Corps. History and Museums Division. 


United States. Law Enforcement Assistance 
Administration. 
Arson control guide for volunteer fire de- 
partments /, 82-10311 


Court-mandated counseling for men who 
batter a three-day workshop for 
mental health professionals : partici- 
pant’s manual /, 82-28745 


Criminal justice analysis course /, 82- 
14059 


Criminal justice evaluation course /, 82- 
14061 


Criminal justice planning and manage- 
ment series : glossary., 82-14057 

Criminal justice planning and manage- 
ment series : overview /, 82-10982 


Criminal justice planning course /, 82- 
14058 


Criminal justice program development 
course: /, 82-14060 


Criminial justice planning and manage- 
ment series : evaluation guide., 82- 
14056 


The design and costing of 911 systems : a 
technical manual /, 82-14070 


Family violence : a workshop manual for 
clergy and other service providers /, 
82-13919 


Funding family violence programs 
sources and potential sources for feder- 
al monies /, 82-3667 

The identification and recovery of stolen 
property using automated information 


systems : an investigator’s handbook /, 
82-10981 


Juror usage and management : 
handbook /, 82-10995 


Justice assistance news /, 82-8479 


trainer’s 


Managing the pace of justice : an evalua- 
tion of LEAA’s court delay-reduction 
programs : executive summary /, 82- 
10989 


Programs providing services to battered 
women /, 82-10689 


911 public education : 
guidelines /, 82-14572 


assessment and 


United States. Law Enforcement Assistance 
Administration. Adjudication Division. 
Evaluation of LEAA funded courts train- 

ing programs /, 82-14053 


United States. Law Enforcement Assistance 
Administration. Office of Juvenile Justice 
and Delinquency Prevention. 

Annual report /, 82-10976 


Delinquency prevention, 
strategies /, 82-14048 

A guide for delinquency prevention pro- 
grams based in school activities : a 
working paper /, 82-14050 


Justice assistance news /, 82-8479 


theories and 


Do not order from index; see indicated entry 





Juvenile justice : before and after the 
onset of delinquency : United States 
discussion paper for the sixth United 
Nations Congress on the Prevention of 
Crime and the Treatment of Offenders 
/, 82-10977 


Juvenile Justice Standards Symposium : a 
summary /, 82-10978 


A Juvenile services center : national stu- 
dent design competition /, 82-2394] 


National Symposium on Children in Jail 
/, 82-19512 


Programs for the serious and violent ju- 
venile offender /, 82-10980 


Programs for young women in trouble /, 
82-10979 


Serving you—a Juvenile Justice Clearing- 
house /, 82-14055 


United States. Law Enforcement Assistance 
Administration. Office of Planning and 
Management. 

Law Enforcement Assistance Administra- 
tion two year evaluation plan, FY °79- 
FY °80., 82-14054 


United States. Marine Corps. 


Amphibious embarkation., 82-13218 
Amphibious 82-13217, 82- 


23012 
Amphibious vehicles., 


training., 


82-23014 
Antiair warfare., 82-3297 


Automated data 
(ADSM)., 82-15961 


Aviation training and readiness manual., 
82-15960 


Basic marksmanship., 82-18269 
82-13219 
Counterinsurgency operations., 


systems manual 


Communications., 
82-9897 
Decor guide for enlisted personnel dining 
facilities /, 82-9829 
Doctrinal publications guide., 82-15962 


Family housing occupant regulations., 


82-18268 
Field artillery support., 82-5139 
Fortitudine : newsletter of the Marine 

Corps historical program., 82-7919 
82-5138 
Marine Corps equal opportunity manual., 

82-23011 
Marine Corps uniform regulations /, 82- 

3296 
Medical and dental support., 


U.S. Marine Corps 
manual., 82-23010 


United States. Marine Corps. History and 
Museums Division. 
A brief history of the 10th Marines /, 
82-13220 


Intelligence., 


82-23013 
interior guard 


Page 1-903 





U.S. Marine Corps. History and Museums Division. 


newsletter of the Marine 
82-7919 


Marine Corps historical publications cata- 
log, 1975., 82-18270 


Fortitudine : 
Corps historical program., 


United States. Marine Corps Reserve. 
Continental marine /, 82-7920 


United States. Marine Corps Reserve. 
Marine Aircraft Wing, 4th. 
Continental marine /, 82-7920 


United States. Marine Corps Reserve. 
Marine Division, 4th. 
Continental marine /, 82-7920 


United States. Marine Mammal Commission. 

Cooperative dedicated vessel research 

program on the tuna-porpoise problem 

: overview and final report /, 82- 
20047 


Exploring interactions between fur seal 
populations and fisheries in the Bering 
Sea /, 82-14704 


Haul out patterns of harbor seals in Bo- 
linas Lagoon, California : final report 
to U.S. Marine Mammal Commission in 
fulfillment of contract MM8ACO12 /, 
82-27037 


Humpback whales in Glacier Bay Nation- 
al Monument, Alaska /, 82-20050 


Methods for the estimation of krill abun- 
dance in the Antarctic /, 82-22311 


A preliminary study of the ecology and 
population biology of the bottlenose 
dolphin in southeast Florida : final 
report to Marine Mammal Commission 
in fulfillment of contract MM4AC003 / 
, 82-24689 


Review of the harbor porpoise (Pho- 
coena phocoena) in the U.S. northwest 
Atlantic /, 82-20048 


The status and management of the harp 
seal in the North-West Atlantic : a 
review and evaluation /, 82-945 


Studies of marine mammals at the Faral- 
lon Islands, California, 1978-1979 /, 
82-20049 


The 1976/77 migration of humpback 
whales into Hawaiian waters: compos- 
ite description /, 82-20046 


United States. Marine Safety Council. 
Proceedings of the Marine Safety Coun- 
cil., 82-8888 


United States. Maritime Administration. 
Bulk carriers in the world fleet as of ... /, 
82-17936, 82-22820, 82-26937 
Handbook for stowage of cargo in 
marine containers., 82-22186 
Index of current regulations of the Mari- 
time Administration, Maritime Subsidy 


Board, National Shipping Authority., 
82-24477 


Page 1-904 





Information concerning employment and 
training opportunities in the U.S. Mer- 
chant Marine., 82-1374 

Maritime Administration university re- 
search program, 1981., 82-15710 

Maritime subsidies /, 82-9488 

Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consid- 
er these reasons., 82-4619 

A Shipper’s guide to stowage of cargo in 
marine containers., 82-22187 

Thermal conductivity of a concrete 
mortar from 95 K to 320 K /, 82- 
25515 


U.S. merchant marine data sheet., 
7235 


82- 


United States. Maritime Administration. 
Office of Commercial Development. 
Initial progress in development of an ex- 
perimental method to optimize the 
wave power of ships /, 82-27648 


Innovative cost cutting opportunities for 
dry bulk carriers /, 82-15712 


Maratech R & D technology transfer 
journal /, 82-7234 


United States. Maritime Administration. 
Office of Commerical Development. 
Simulators for mariner training and li- 

censing : phase 1 : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 


United States. Maritime Administration. 
Office of International Activities. 
Maritime subsidies /, 82-9488 


United States. Maritime Administration. 
Office of Maritime Technology. 
Initial progress in development of an ex- 
perimental method to optimize the 
wave power of ships /, 82-27648 


United States. Maritime Administration. 
Office of Policy and Plans. 
The Competitive position of domestic 
shipping in the U.S. transportation 
market., 82-17937 


United States. Maritime Administration. 
Office of Public Affairs. 
Marad publications /, 82-19932 


United States. Maritime Administration. 
Office of Research and Development. 
The effects of buoy density and buoy 
flashing pattern on steering through a 
channel bend /, 82-29203 


United States. Maritime Administration. 

Office of Ship Operations. 

Cooperative Industry Research Pro- 
gram—Fleet Management Technology 
Research and Development : 1981 re- 
quest for proposals., 82-15709 


Do not order from index; see indicated entry 





Author Index 


United States. Maritime Administration. 
Office of Subsidy Administration. 
Bulk carriers in the world fleet as of ... /, 
82-17936, 82-22820, 82-26937 


Foreign flag merchant ships owned by 
U.S. parent companies as of ..., 82- 
15711 


United States. Maritime Administration. 

Office of the Chief Counsel. 

Index of current regulations of the Mari- 
time Administration, Maritime Subsidy 
Board, National Shipping Authority., 
82-24477 


United States. Maritime Administration. 
Office of Trade Studies and Statistics. 
Bulk carriers in the world fleet as of ... /, 

82-17936, 82-22820, 82-26937 


A Statistical analysis of the world’s mer- 
chant fleets /, 82-9489 


United States. Maritime Administration. 
Office of Trade Studies and Statistics. 
Division of Statistics. 

Foreign flag merchant ships owned by 
U.S. parent companies as of ..., 82- 
15711 


United States. Marshals Service. 
The Office of the United States Marshal : 
United States Marshals Service., 82- 
14052 


Then—and now /, 82-1999 


United States. Materials Transportation 
Bureau. 

Annual report of pipeline safety., 
22184 


Annual report on pipeline safety /, 
22185 


Cost benefit analysis of increased natural 
gas pipeline safety regulation. 82- 
16973 

Emergency response to hazardous materi- 
als in transportation : self-study guide ; 
prepared for U.S. Department of 
Transportation, Research and Special 
Programs Administration, Materials 
Transportation Bureau /, 82-29200 


Guidelines for selecting preferred high- 
way routes for large quantity ship- 
ments of radioactive materials /, 82- 
19931 


Hazardous materials ... emergency re- 
sponse guidebook., 82-24475 

Levels of financial responsibility for 
LNG and LPG facilities., 82-24473 

A Plan for a federal/state/local partner- 
ship in hazardous materials transporta- 
tion safety., 82-19929 

Transportation of radioactive material in 
Illinois : June 1979 - June 1980 /, 82- 
4172 


82- 


82- 





January—December 1982 


United States. Materials Transportation 
Bureau. Office of Operations and 
Enforcement. 

Annual report /, 82-29202 
State hazardous materials enforcement 


development program : operating plan 
/, 82-16975 


United States. Meat and Poultry Inspection 
Program. 


Issuances of the Meat and Poultry In- 
spection Program., 82-7115 


Meat and poultry inspection directory /, 
82-7075, 82-22646, 82-22652 


Meat and poultry inspection manual., 
82-7074 


Meat and poultry inspection regulations : 
meat inspection, poultry inspection, 
rabbit inspection, voluntary inspection 
and certification service of meat and 
poultry, humane slaughter of livestock., 
82-7072 


Meat and poultry products : a consumer 
guide to content and labeling require- 
ments /, 82-15267 


Statistical summary, federal 
poultry inspection for ..., 
82-27431 


Statistical summary, 
poultry inspection 
82-27432 


meat and 
82-27430, 


federal meat and 
for fiscal year /, 


United States. Meat and Poultry Inspection 
Program. Program Training Division. 
Lymph nodes of cattle, hogs, sheep, and 

horses., 82-27436 


United States. Meat and Poultry Inspection 
Program. Scientific and Technical 
Services. 

Accepted meat and poultry equipment., 
82-7117 


United States. Meat and Poultry Inspection 
Program. Technical Services. 
Accepted meat and poultry equipment., 
82-7117 


United States. Merit Systems Protection 
Board. 


Decisions of the United States Merit Sys- 
tems Protection Board., 82-2056, 82- 
6074, 82-11074 


Digest /, 82-8595 


United States. Merit Systems’ Protection 
Board. Legal Publications Division. 
Digest /, 82-8595 


United States. Merit Systems Protection 
Board. Office of Special Counsel. 
Annual report to the Congress on the 
activities of the Office of the Special 
Counsel., 82-715 


For merit and honesty in government : 


the role of the Special Counsel., 82- 
11073 





United States. Merit Systems Protection 


Board. Office of the Special Counsel. 
Prohibited personnel practices and whist- 
leblowing, 82-26505 


United States. Migratory Bird Conservation 


Commission. 

Every autumn and spring, nature’s ritual 
repeats itself as millions of ducks and 
geese take wing to migrate south for 
the winter or return north for the 
summer : 50 years /, 82-27038 


United States. Military Traffic Management 
and Terminal Service. 
Translog., 82-7865 


United States. Military Traffic Management 
Command. 
Federal travel directory., 


Freight data, 82-7849 
traffic 


82-8181 


Mastering 
15890 


Traffic engineering for better roads., 82- 
9745 


Translog., 


engineering /, 82- 


82-7865 


United States. Mine Safety and Health 
Administration. 
Bulletin /, 82-8545 


Comparison of surface coal mine respira- 
ble dust concentrations measured with 
MRE and personal gravimetric sam- 
pling equipment., 82-698 


Excerpts from Code of Federal Regula- | 


tions : Title 30, mineral resources, parts 
55, 56, 57, and 58 relating to metal and 
nonmetal mines., 82-14145 

The explosion hazard in mining., 82- 
3764 

Face ventilation in underground coal 
mines, 82-26474, 82-26475 

Front-end loader safety, 82-28789, 82- 
28790 

Ground control in surface coal mining, 
82-26472, 82-26473 

Hazard recognition and avoidance in sur- 
face coal mining, 82-26468, 82-26469 


Hazards around bins and hoppers, 82- 
28785, 82-28786 

Illumination in underground coal mines, 
82-26470, 82-26471 

Improving barrier insertion loss., 82-697 

In search of the facts—accident investiga- 
tions in metal and nonmetal mining op- 
erations, 82-28783, 82-28784 

Informational report /, 82-9039 

Injury experience in metallic mineral 
mining /, 82-702, 82-3769 

Injury experience in nonmetallic mineral 
mining (except stone and coal) /, 82- 
700 


Injury experience in sand and gravel 
mining /, 82-701 


Do not order from index; see indicated entry 








U.S. Munitions Board. 


Injury experience in stone mining., 82- 
699 

The Jefferson Island Mine inundation : 
report of mine inundation, Jefferson 
Island Mine, Diamond Crystal Salt 
Company, New Iberia, Iberia Parish, 
Louisiana, November 20, 1980 /, 82- 
14144 


Laboratory evaluation of RACAL “air- 
stream” helmet., 82-703 


Mine safety & health /, 82-8544 


Noise in the mining industry : an over- 
view., 82-3765 


Safety in surface coal mining, 
82-28788 


Standard calibration and maintenance 
procedures for wet test meters and coal 
mine respirable dust samplers : (super- 
sedes IR 1073)., 82-2048 


Twenty-five feet the face, 82- 
26476, 82-26477 


Ventilation measurements at underground 
mine regulators., 82-11070 


82-28787, 


from 


United States. Mine Safety and Health 
Administration. cn 
Injury experience in nonmetallic mineral 
mining (except stone and coal) /, 82- 
3767 


Injury experience in sand and gravel 
mining /, 82-3768 

Injury experience in stone mining., 82- 
3766 


United States. Minerals Data Working 
Group. 
Minerals data source directory /, 82- 
28689 


United States. Minimum Wage Study 
Commission. 
Report of the Minimum Wage Study 
Commission., 82-20051 


United States. Mining Enforcement and 
Safety Administration. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


United States. Minority Business 
Development Agency. 
Franchise opportunities handbook., 82- 
27705 


United States. Mississippi River 
Commission. 
Investigation of proposed dike systems on 
the Mississippi River : hydraulic model 
investigation /, 82-22958 


United States. Munitions Board. 
Stockpile report to the Congress., 82- 
10296, 82-10463, 82-23217 


Page I-905 





U.S. Natl Aeronautics and Space Administration. Scientific and Technical 


United States. National Aeronautics and 
Space Administration. Scientific and 
Technical Information Office. 

Effects of conventional and square stores 
on the longitudinal aerodynamic char- 
acteristics of a fighter aircraft model at 
supersonic speeds /, 82-21860 


NASA progress in aircraft noise predic- 
tion /, 82-21861 


United States. National Advisory Committee 
for Aeronautics. 
Orders of magnitude a history of 
NACA and NASA, 1915-1980 /, 82- 
2068 


United States. National Advisory Committee 
for Juvenile Justice and Delinquency 
Prevention. 

Annual report /, 82-10976 


United States. National Advisory Committee 
on Black Higher Education and Black 
Colleges and Universities. 

Needed system supports for achieving 
higher education equity for black 
Americans : a synthesis document., 
82-13476 


United States. National Advisory Committee 
on Oceans and Atmosphere. 
A report to the President and the Con- 
gress /, 82-20152 


A review of atmospheric science research 
facilities : special report., 82-999 


United States. National Advisory Committee 
on Uniform Traffic Control Devices. 
Manual on uniform traffic control devices 

for streets and highways., 82-8821 


United States. National Advisory Council on 
Vocational Education. 
Vocational education in correctional in- 
stitutions : a report based on four na- 
tional hearings /, 82-12053 


United States. National Advisory Council on 
Women’s Educational b 
Annual report /, 82-22293, 82-22294 


Sexual harassment : a report on the 
sexual harassment of students /, 82- 
13484 


Title IX : the half full, half empty glass, 
fall 1981 /, 82-27027 


United States. National Aeronautics and 
Space Administation. Scientific and 
Technical Information Branch. 
Experimental data on single-bolt joints in 
quasi-isotropic graphite/polyimide 
laminates /, 82-28888 

Handbook of sensor technical characteris- 
tics /, 82-28892 


A method for predicting the noise levels 
of coannular jets with inverted velocity 
profiles /, 82-14171 


Page 1-906 





Performance of semi-transpiration cooled 
liner in high temperature-rise combus- 
tor /, 82-6166 


A simplified model for the viscous cross- 
flow in a slotted test section /, 82- 
14180 


United States. National Aeronautics and 
Space Administration. 
Activities in planetary geology for the 
physical and earth sciences /, 82- 
14162 


Aerodynamics/ACEE, 82-26512 


Aeronautics and space report of the 
President activities /, 82-24049, 
82-26537 


Annual procurement report., 82-16708 

Application of digital image processing 
techniques to astronomical imagery, 
1980 /, 82-11077 


Automobile tire hydroplaning—what 
happens!, 82-14222 


Behavior of aircraft antiskid braking sys- 
tems on dry and wet runway surfaces : 
hydromechanically controlled system / 

82-16732 

Chemical kinetic modeling of benzene 
and toluene oxidation behind shock 
waves /, 82-14232 

Clarification process : resolution of deci- 
sion-problem conditions /, 82-19569 


Columbia space shuttle, 82-24042 
Comparing the planets, 82-24021 
Computational techniques for solar wind 


flows past terrestrial planets : theory 
and computer programs /, 82-6102 


Decision-problem state analysis method- 
ology /, 82-19570 

Directory /, 82-8603 

Elastic constants for superplastically 
formed/diffusion bonded corrugated 
sandwich core /, 82-11138 

Food for space flight., 82-26516 

A free people capable of great deeds : the 
story of STS-1, the first space shuttle 
mission., 82-6128 

General aviation., 82-26517 

The Geological investigation of the 
Taurus-Littrow valley, Apollo 17 land- 
ing site /, 82-26232 

Geology of the Apollo 16 area, Central 
Lunar Highlands /, 82-23660, 82- 
26231 

Guidance and control/ACEE., 82-26513 

Images of Saturn from Voyager 2., 82- 
26515 

Interplanetary monitoring platform : en- 
gineering history and achievements., 
82-2063 





Landsat data users notes., 82-8385 
Do not order from index; see indicated entry 


Author Index 


Manual on characteristics of Landsat 
computer-compatible tapes produced 
by the EROS data center digital image 
processing system /, 82-5797 


Materials structures/ACEE., 82- 
26514 


A Meeting with the universe : science 
discoveries from the space program /, 
82-21873 


Modern observational techniques for 
comets proceedings of a workshop 
held at Goddard Space Flight Center, 
Greenbelt, Maryland, on October 22- 
24, 1981., 82-2058 


NASA activities /, 82-8607 
NASA contractor report., 82-9042 


NASA facts : an educational publication 
of the National Aeronautics and Space 
Administration., 82-9043 


NASA films., 82-16670, 82-16671 


NASA grant and cooperative agreement 
handbook., 82-8598 


NASA procurement 
8596, 82-14159 


NASA publications., 82-14160 
NASA report to educators /, 82-8608 


NASA space systems technology model., 
82-2057, 82-6076 


NASA tech briefs /, 82-8604 


National Aeronautics and Space Adminis- 
tration Flight Research Center, Ed- 
wards, California environmental 
impact statement., 82-28843 


National plan for development of the mi- 
crowave landing system., 82-2262 


82-14223 


The next step : large space structures., 
82-24023 


Origins of NASA names /, 82-6093 


Problem solving and decisionmaking : an 
integration /, 82-6090 


Propulsion/ACEE., 82-26511 


Report of the Comet Science Working 
Group., 82-6087 


Report of the Comet Science Working 
Group : executive summary., 82-6086 


Satellite Power System Concept Devel- 
opment and Evaluation Program 
system definition technical assessment 
report /, 82-20908 


Selling to NASA., 82-2065 
Significant NASA inventions., 
Space science notice /, 82-8609 
Space shuttle, 82-24022, 82-28813 


Space shuttle—the Orbiter, 82-24047, 
82-24048 


Space shuttle communications, 82-28839 


and 


regulation., 82- 


A New view of Mars, 


82-11084 





January—December 1982 


Space shuttle economics, 
11117 


Space Shuttle Program., 


82-11116, 82- 


82-2094 


Spacelab Mission 2 : experiment descrip- 
tions /, 82-26508 


Spacelab 1., 82-26506 


Static test-stand performance of the YF- 
102 turbofan engine with several ex- 
haust configurations for the Quiet 
Short-haul Research Aircraft (QSRA) 
/, 82-6152 


STS-1 
28838 


Sun, earth and man : the need to know : 
the quest for knowledge of sun-earth 
relations /, 82-24019 


Tabulations of ambient ozone data ob- 
tained by GASP airliners : March 1975 
to December 1977 /, 82-11523 


Technology serves the people : the story 
of a cooperative telemedicine project 
by NASA, the Indian Health Service 
and the Papago people /, 82-26507 


Theory of the decision/problem state /, 
82-19568 


Turbulent boundary layer heat transfer 
experiments : convex curvature effects 
including introduction and recovery /, 
82-19604 


The U.S. at UNISPACE ’82 : Satellite 
Communications Vienna Austria, 
1982., 82-24015 


Upper atmospheric programs, bulletin., 
82-8610 


The Utilization of nonterrestrial materials 
: proceedings of a workshop held at 
Palo Alto, California, June 1977., 82- 
19577 


Validation methods research for fault-tol- 
erant avionics and control systems : 
working group meeting, II : proceed- 
ings of a working group meeting held 
at Langley Research Center, Hmapton, 
Virginia, October 3-4, 1979 /, 82-2091 


Viking, 82-19605 

The Voyager flights to Jupiter and 
Saturn., 82-24020 

Voyager [i.e. Seasat A] mission pictures, 
82-24043 


launch aborts, 82-28837, 82- 


Voyager [i.e. Viking] mission pictures, 
82-24045 


82-24046 
: the inside story, 


Voyager mission pictures, 


X-ray spectroscopy 
82-6127 


X-ray spectroscopy, the inside story, 82- 
2087 


The 1980 Goddard Space Flight Center 
Battery Workshop : a workshop held 
at Goddard Space Flight Center, 
Greenbelt, Maryland, November 18-20, 
1980., 82-6136 


U.S. Natl Aeronautics and Space Administration. Scientific and Technical 


United States. National Aeronautics and 
Space Administration. Academic Affairs 
Division. 

Aerospace scientists : we’re tommorrow- 
minded people /, 82-2067 


United States. National Aeronautics and 
Space Administration Academic Affairs 
Division. Education Services Branch. 
Aerospace technicians : we’re tomorrow- 

minded people /, 82-2066 


United States. National Aeronautics and 
Space Administration. Life Sciences 
Division. 

Biomedical research /, 82-26528 


United States. National Aeronautics and 
Space Administration. Ocean Processes 
Branch. 

Ground-truth observations of ice-covered 
North Slope lakes imaged by radar /, 
82-27913 


United States. National Aeronautics and 
Space Administration Oceanic Processes 
Branch. 

Oceanic lidar /, 82-2093 


United States. National Aeronautics and 
Space Administration. Office of Space 
Transportation Systems. 

Flammability, odor, and offgassing re- 
quirements and test procedures for ma- 
terials in environments that support 
combustion., 82-2069 


United States. National Aeronautics and 
Space Administration. Procurement 
Management Division. 


Annual procurement report., 82-16708 


United States. National Aeronautics and 
Space Administration. Scientific and 
Information Branch. 

Development of tunable high pressure 
CO2 laser for lidar measurements of 
pollutants and wind velocities, January 
1976 to December 1977 /, 82-11103 


Numerical solutions of atmospheric flow 
over semielliptical simulated hills /, 
82-11159 


United States. National Aeronautics and 
Space Administration. Scientific and 
Technical Information Branch. 

Acoustic facilities for human factors re- 
search at NASA Langley Research 
Center : description and operational 
facilities /, 82-14161 


Advanced missile technology : a review 
of technology improvement areas for 
cruise missiles /, 82-16685 


Advances 
26509 


Aerodynamic and acoustic investigation 
of inverted velocity profile coannular 
exhaust nozzle models and develop- 
ment of aerodynamic and acoustic pre- 


in planetary geology., 82- 





diction procedures /, 82-16680 
Do not order from index; see indicated entry 





Aerodynamic characteristics at low 
Reynolds numbers of several heat-ex- 
changer configurations for wind-tunnel 
use /, 82-2061, 82-3780 


Aerodynamic characteristics of a hyper- 
sonic cruise aircraft concept with 
wing-mounted propulsion systems at 
mach numbers of 2.96, 3.96, and 4.63 /, 
82-19572 


Aerodynamic characteristics of a hyper- 
sonic research airplane concept having 
a 70 swept double-delta wing at Mach 
numbers 0.80 to 1.20, with summary of 
data from 0.20 to 6.0 /, 82-11134 


Aerodynamic characteristics of forebody 
and nose strakes based on F-16 wind 
tunnel test experience ; prepared for 
Langley Research Center under con- 
tract NAS1-15006., 82-11087 


Aerodynamic characteristics of wheel- 
chairs /, 82-3781 


Aerodynamic interactions from reaction 
controls for lateral control of the M2- 
F2 lifting-body entry configuration at 
transonic and supersonic mach numbers 
/, 82-19553 


Aerodynamic performance of 1.38-pres- 
sure-ratio, variable-pitch fan stage /, 
82-2101 

Aeronautical engineering., 82-8600 

Aerospace medicine and biology., 82- 
8599 

Aircraft control by propeller 
blades /, 82-14184 


Aircraft Engine Diagnostics., 


cyclic 


82-3789 


Aircrew displays and avionics for appli- 
cation in a future national airspace 
system /, 82-2059 


Airplane wing vibrations due to atmos- 
pheric turbulence /, 82-11114 


An algorithm for minimum-cost set-point 
ordering in a cryogenic wind tunnel /, 
82-28877 


Algorithms for fixed-range optimal tra- 
jectories., 82-11140 


Amplified crossflow disturbances in the 
laminar boundary layer on swept wings 
with suction /, 82-28875 


Analysis of effect of flameholder charac- 
teristics on lean, premixed, partially va- 
porized fuel-air mixture quality and ni- 
trogen oxides emissions/, 82-6172 

Analysis of rotary balance data for the F- 
15 airplane including the effect of con- 
formal fuel tanks /, 82-24035 

Analysis of the inversion monitoring ca- 
pabilities of a monostatic acoustic radar 
in complex terrain /, 82-19592 

Analytical and experimental study of 
flow phenomena in _ noncavitating 
rocket pump inducers /, 82-26522 


Page I-907 





U.S. Natl Aeronautics and Space Administration. Scientific and Technical 


Analytical investigation of the landing 
dynamics of a large airplane with a 
load-control system in the main landing 
gear /, 82-11136 


An analytical study of the longitudinal 
response of airplanes to positive wind 
shear /, 82-751 


Analytical testing /, 82-2079, 82-6126 


Annealing of radiation damage in 0.1- 
and 2-ohm-centimeter silicon solar cells 
/ Irving Weinberg and Clifford K. 
Swartz., 82-6154 


Annoyance due to mltiple airplane noise 
exposure /, 82-6163 


Application of a numerical orthogonal 
coordinate generator to axisymmetric 
blunt bodies /, 82-19565 


Application of modified profile analysis 
to function testing of simulated CTOL 
transport touchdown-performance data 
/, 82-6150 


Application of modified profile analysis 
to function testing of the motion/no- 
motion issue in an aircraft ground-han- 
dling simulation /, 82-6149 


An application of multivariable design 
techniques to the control of the Na- 
tional Transonic Facility /, 82-16734 


Application of queueing models to multi- 
programmed computer systems operat- 
ing in a time-critical evironment /, 
82-21858 


Applying modeling results in designing a 
global tropospheric experiment., 82- 
28842 


Approximation methods for combined 
thermal/structural design /, 82-24051 


Astronautics and aeronautics., 82-11083 


Atlas of absorption lines from 0 to 17 900 
cm-l /, 82-14240 


Atmospheric studies related to aerospace 
activities and remote sensing technol- 
ogy /, 82-19597 


ATS-6 final engineering performance 
report /, 82-24069 


Auger spectroscopy analysis of lubrica- 
tion with zinc dialkyldithiophosphate 
of several metal combinations in sliding 
contact /, 82-16724 


Automated dynamic analytical model im- 
provement /, 82-14218 


Axial jet mixing of ethanol in cylindrical 
containers during weightlessness /, 
82-16723 


Behavior of aircraft antiskid braking sys- 
tems on dry and wet runway surfaces : 
a slip-velocity-controlled, pressure-bias- 
modulated system /, 82-3792 


A Bibliography of planetary geology 
principal investigators and their asso- 
ciates, 1980-1981 /, 82-26510 


Biomedical research /, 82-26528 
Page 1-908 





The buckling analysis of imperfection 
sensitive shell structures / Johann 
Arbocz and Charles D. Babcock, Jr., 
82-6117 


Calculation of two-dimensional inlet flow 
fields by an implicit method including 
viscous effects - program documenta- 
tion and test case /, 82-14214 


Calculation of two-dimensional inlet flow 
fields by an implicit method including 
viscous effects : User’s manual /, 82- 
16706 


Calculation of water drop trajectories to 
and about arbitrary three-dimensional 
bodies in potential airflow /, 82-24027 


Capturing and tracking performance of 
the horizontal guidance and control 
systems of the terminal configured ve- 
hicle /, 82-16673 


Capturing energy from the wind /, 82- 
24024 


Carbon-catalyzed oxidation of SO.by 
NOzand air /, 82-26554 


Carrelation of data related to shock-in- 
duced trailing-edge separation and ex- 
trapolation to flight Reynolds number, 
82-11105 


Characteristics of loaded fan rotor blade 
wakes /, 82-14173 


Characterization of large 2219 aluminum 
alloy hand forgings for the space shut- 
tle solid rocket booster / M.W. Bren- 
necke., 82-3794 


Characterization, parameter estimation, 
and aircraft response statistics of at- 
mospheric turbulence /, 82-28827 


Charts for determing potential minimum 
sonic-boom overpressures for superson- 
ic cruise aircraft /, 82-11157 


Chesapeake Bay Plume Study : superflux 
1980 /, 82-3788 


A closed-form solution for noise contours 
/, 82-11125 


Combustion of porous solids at reduced 
gravitational conditions /, 82-14178 


Comparative analysis of PA-1-350 chief- 
tain (N44LV) accident and NASA 
crash test data /, 82-21855 


A comparative statistical study of long- 
term agroclimatic conditions affecting 
the growth of U.S. winter wheat : dis- 
tributions of regional monthly average 
precipitation on the Great Plains and 
the State of Maryland, and the effect of 
agroclimatic conditions on yield in the 
state of Kansas., 82-11155 


Comparison of data inversion techniques 
for remotely sensed wide-angle obser- 
vations of earth emitted radiation /, 
82-28878 


A comparison of the pitching and plung- 
ing response of an oscillating airfoil /, 
82-16682 


Do not order from index; see indicated entry 





Author Index 


A comparison of the V/STOL handling 
qualities of the VAK-191B with re- 
quirements of AGARD report 577 and 
MIL-F-83300 /, 82-6143 


Comparison of three thrust calculation 
methods using in-flight thrust data /, 
82-11078 


A compressible solution of the Navier- 
Stokes equations for turbulent flow 
about an airfoil /, 82-2071 


Computation of transonic potential flow 
about three-dimensional inlets, ducts, 
and bodies /, 82-24041 


Computational methods for analyzing the 
transmission characteristics of a Beta 
Particle magnetic analysis system /, 
82-3779 


Computer-automated opponent for 
manned air-to-air combat situations /, 
82-24052 


A computer code for swirling turbulent 
axisymmetric recirculating flows in 
practical isothermal combustor geome- 
tries /, 82-24034 


Computer program abstracts., 82-8606 


Computer program for aerodynamic and 
blading design of multistage axial-flow 
compressors /, 82-28881 


A computer program for estimating the 
power-density spectrum of advanced 
continuous simulation language gener- 
ated time histories /, 82-28816 


A computer program for wing subsonic 
aerodynamic performance estimates in- 
cluding attainable thrust and vortex lift 
effects /, 82-21876 


A computer program to generate equa- 
tions of motion matrices, L217 (EOM)., 
82-6095 


Computer program to predict aircraft 
noise levels /, 82-21884 


Conceptual study of a turbojet/ramjet 
inlet /, 82-19566 


Contoured tank outlets for draining of 
cylindrical tanks in low-gravity envi- 
ronment /, 82-16726 


Cornering characteristics of the nose-gear 
tire of the Space Shuttle Orbiter /, 
82-21886 


Correlation of asperity contact-time frac- 
tion with elastohydrodynamic film 
thickness in a 20-millimetr-bore ball 
bearing /, 82-11133 


Criteria for self-ignition of supersonic hy- 
drogen-air mixtures /, 82-28844 


Critical requirements for the design of 
large space structures /, 82-26527 


Crossflow effects on steady and fluctuat- 
ing pressures on an ogive-cylinder 
cone-frustum model in supersonic sepa- 
rated flow /, 82-24065 





January—December 1982 


Cryogenic-coolant He‘-superconductor 
dynamic and static interactions /, 82- 
19587 


Cryogenic wind tunnels : a selected, an- 
notated bibliography /, 82-3775 


Cumulative annoyance due to multiple 
aircraft flyovers with differing peak 
noise levels /, 82-6121 


Cyclic tests of P-bulb end-seal designs for 
a shuttle-type wing-elevon cove mem- 
brane seal /, 82-718 


Data bases and data base systems, related 
to NASA’s Aerospace Program : a bib- 
liography with indexes., 82-722 

Depressurization and two-phase flow of 
water containing high levels of dis- 
solved nitrogen gas., 82-6170 


Description and orbit data of variable- 
conductance heat-pipe system for the 
communications technology satellite /, 
82-16715 


Description of recent changes in the 
Langley 6- by 28-inch transonic tunnel 
/, 82-21864 


Description of the VTOL approach and 
landing technology (VALT) Ch-47 re- 
search system /, 82-14228 


Description of 0.186-scale model of high- 
speed duct of national transonic facility 
/, 82-21865 


Design and experimental results for a 
Natural-Laminar-Flow airfoil for gen- 
eral aviation application /, 82-6173 


Design and fabrication of a stringer stif- 
fened discrete tube actively cooled 
panel for a hypersonic aircraft /, 82- 
24030 


Design and implementation of a telecom- 
munication interface for the TAATM/ 
TCV real-time experiment /, 82-24017 


A design approach to real-time format- 
ting of high speed multispectral image 
data /, 82-16731 


Design criteria for flightpath and airspeed 
control for the approach and landing of 
STOL aircraft /, 82-24061 


Design for active and passive flutter sup- 
pression and gust alleviation /, 82- 
28831 


Design of high-perveance confined-flow 
guns for periodic-permanent-magnet-fo- 
cused tubes /, 82-21881 

Design of prototype charged particle fog 
dispersal unit /, 82-26526 


Determination of airplane model struc- 
ture from flight data by using modified 
stepwise regression / /c Vladislav 
Klein, James G. Batterson and Patrick 
C. Murphy., 82-21885 


Determination of physical and chemical 
states of lubricants in concentrated 
contacts, part 1 /, 82-16692, 82- 
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Development and design of three moni- 
toring instruments for spacecraft charg- 
ing /, 82-14234 


Development and validation of cryogenic 
foam insulation for LH2subsonic trans- 
ports /, 82-24031 


Development of a locally mass flux 
conservative computer code for calcu- 
lating 3-D viscous flow in turboma- 
chines /, 82-26536 


Development of a silane-hydrolysate 
binder for UV-resistant thermal control 
coatings /, 82-28874 


The development of convective instabil- 
ity, wind shear, and vertical motion in 
relation to convective activity and syn- 
optic systems in AVE IV /, 82-14213 


Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
celab/space shuttle zero-G_ environ- 
ment /, 82-6118 


A diagnostic model for studying daytime 
urban air-quality trends /, 82-21882 


DYLOFLEX modifications to FLEX- 
STAB., 82-6101 


Dynamics of aircraft antiskid braking sys- 
tems /, 82-26545 


Earth resources., 82-8601 


Effect of grazing flow on the acoustic 
impendance of Helmholty resonators 
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fices /, 82-11104 


Effect of image tilt of a virtual image 
display on simulated transport touch- 
down performance /, 82-24053 


Effect of nose bluntness and afterbody 
shape on aerodynamic characteristics 
of a monoplanar missile concept with 
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sections at a mach number of 2.50 /, 
82-19559 


Effect of pressure on structure and NOx 
formation in CO-Air diffusion flames /, 
82-14230 


Effect of several airframe/nozzle modifi- 
cations on the drag of a variable-sweep 
bomber configuration /, 82-719 


Effect of several geometric parameters on 
the static internal performance of three 
nonaxisymmetric nozzle concepts /, 
82-16717 


The effect of throat contouring on two- 
dimensional converging-diverging noz- 
zles at static conditions /, 82-6162 

Effects of a modified leading edge on 
noise and boundary-layer transition in a 
rod-wall sound shield at mach 5 /, 82- 
21863 


Effects of axisymmetric and normal air 
jet plumes and solid plume on cylindri- 
cal afterbody pressure distributions at 
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Mach numbers from 1.65 to 2.50 /, 
82-26552 


Effects of cable geometry and aircraft at- 
titude on the accuracy of a magnetic 
leader cable system for aircraft guid- 
ance during rollout and turnoff /, 82- 
26548 


Effects of cortex flaps on the low-speed 
aerodynamic characteristics of an 
arrow wing /, 82-19608 


Effects of diabatic heating on the ageos- 
trophic circulation of an upper tropo- 
spheric jet streak /, 82-19602 


Effects of environment on microhardness 
of magnesium oxide /, 82-26550 


Effects of installation of F101 DFE ex- 
haust nozzles on the afterbody-nozzle 
characteristics of the F-14 airplane /, 
82-28823 


Effects of precursor heating on radiative 
and chemially reacting viscous flow 
around a Jovian entry body /, 82- 
16684 


Effects of road-traffic background noise 
on judgements of individual airplane 
noises /, 82-11126 


Effects of sound level fluctuations on an- 
noyance caused by §aircraft-flyoter 
noise /, 82-6157 


Effects of static tensile load on the ther- 
mal expansion of Gr/PI composite ma- 
terial /, 82-6174 


Effects of winglets on first-generation jet 
transport wing /, 82-2096 


An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 


Electric flight systems /, 82-14227 


Electron and proton absorption calcula- 
tions for a graphite/epoxy composite 
model /, 82-11142 


Electron spectroscopy for chemical anal- 
ysis (ESCA) study of atmospheric par- 
ticles /, 82-14167 


Elevated-temperature application of the 
IITRI compression test fixture for 
graphite/polyimide filmentary compos- 
ites /, 82-16727 

Energetics of a sudden stratospheric 
warming simulated with a three-dimen- 
sional, spectral, quasi-geostrophic 
model /, 82-26543 


Energy., 82-8602 


Environmental effects on space shuttle 
reusable surface insulation coated with 
reaction cured glass /, 82-19563 


Environmental exposure effects and com- 
posite materials for commercial aircraft 
/, 82-24039 

Equation modifying program, L219 
(EQMOD)., 82-6097 
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Estimation of airplane stability and con- 
trol derivatives from large amplitude 
longitudinal maneuvers /, 82-28819 


Estimation of fan pressure ratio require- 
ments and operating performance for 
the national transonic facility /, 82- 
11081 


Evaluation and auger analysis of a zinc- 
dialkyl-dithiophosphate antiwear addi- 
tive in several diester lubricants /, 82- 
6151 


Evaluation of a new concept for reducing 
free-stream turbulence in wind tunnels 
/, %82-14177 


Evaluation of a simplified gross thrust 
calculation technique using two proto- 
type F100 turbofan engines in an alti- 
tude facility /, 82-16722 


Evaluation of emergency-locator-trans- 
mitter performance in real and simulat- 
ed crash tests /, 82-19574 


Evaluation of helicopter noise due to 
blade-vortex interaction for five tip 
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Evaluation of high-contact-ratio spur 
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21879 


Evaluation of microwave landing system 
(MLS) effect on the delivery perform- 
ance of a fixed-path metering and spac- 
ing system /, 82-16730 


An evaluation of the NASA Tech House, 
including live-in test results /, 82- 
11139 


Experimental and analytical studies of ad- 
vanced air cushion landing systems /, 
82-28829 


Experimental data and model for the tur- 
bulent boundary layer on a convex, 
curved surface / J.C. Gillis ... [et al.] ; 
prepared for Lewis Research Center 
under grants NSG-3124 and NAG 3-3., 
82-24029 


Experimental determination of the effects 
of moisture on composite-to-composite 
adhesive joints /, 82-24028 


An experimental evaluation of head-up 
display formats / J.M. Naish and 
Donna L. Miller., 82-747 


An experimental investigation of the 
aerodynamics and cooling of a horizon- 
tally-opposed air-cooled aircraft engine 
installation /, 82-24032 

Experimental study of acoustic loads on 
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configuration /, 82-11144 

Experimental study of low-energy charge 
transfer in nitrogen /, 82-3774 


Experimental study of noise reduction for 
an unstiffened cylindrical model of an 
airplane fuselage /, 82-28883 
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Experiments in sensing transient rotation- 
al accelaration cues on a flight simula- 
tor /, 82-6148 


An exploratory investigation of the 
STOL landing maneuver /, 82-16687 


F-15 rotary balance data for an angle-of- 
attack range of 8° to 90°/, 82-28830 


Feasibility study of LITVC for Shuttle 
SRB /, 82-21883 


Feasibility study on the development of 
tough, moisture-resistant laminating 
resins /, 82-11110 


Field study for remote sensing : an in- 
structors manual /, 82-11119 


Flight-test evaluation of STOL control 
and flight director concepts in a 
powered-lift aircraft flying curved de- 
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Flow visualization of discrete-hole film 
cooling with a spawnwise injection 
over acylinder /, 82-16725 

Flow visualization studies of a general 
research fighter model employing a 
strake-wing concept at subsonic speeds 
/, 82-19560 


Fluctuating pressures on fan blades of a 
turbofan engine : static and wind- 
tunnel investigations /, 82-26546 


Force and moment flow-visualization, 
and boundary-layer tests on a Shuttle 
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Forced and natural convection in La- 
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Friction and surface chemistry of some 
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Friction and wear characteristics of wire- 
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GRID30-computer program for fast gen- 
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Guide for users of the National Transonic 
Facility /, 82-28817 


Guidelines for line-oriented flight training 
proceedings of a NASA/Industry 
workshop held at NASA Ames Re- 
search Center, Moffett Field, Califor- 
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Guidelines for spaceborne microwave 
remote sensors /, 82-16736 
HADY-1, a FORTRAN program for the 
compressible stability analysis of three- 
dimensional boundary layers /, 82- 
26520 


Do not order from index; see indicated entry 





Author Index 


Harmonic well matter densities and Pauli 
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Investigation of effects of background 
water on upwelled reflectance spectra 
and techniques for analysis of dilute 
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Ionospheric observation of enhanced con- 
vection-initiated gravity waves during 
tornadic storms /, 82-11112 

Jet transport performance in thunder- 
storm wind shear conditions /, 82- 
14181 


Kinematic properties of the helicopter in 
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Kinetic energy budgets in areas of con- 
vection /, 82-11102 


Laboratory measurements of physical, 
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Laminar flow control : 1981 research and 
technology studies : presentations made 
at the Oral Status Review of the 
NASA Aircraft Energy Efficiency 
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Laminar flow transition : 
simulation /, 82-21877 
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Long-term thermal degradation and al- 
loying constituent effects on five 
boron/aluminum composites /, 82- 
26547 


a large-eddy 


program, 





Longitudinal aerodynamic characteristics 
of a vectored-engine-over-wing con- 
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film /, 82-28815 

A low energy electron magnetometer /, 
82-3778 


Low-speed wind-tunnel investigation of 
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82-2099 

Magnetic tape recording for the eighties 
/, 82-26555 


Magnitude of visual accommodation to a 
head-up display /, 82-752 

Management, a continuing bibliography 
with indexes., 82-19583 


Marking parts to aid robot vision /, 82- 
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Mathematical modeling of damage in uni- 
directional composites /, 82-14219 


Measurement of fault latency in a digital 
avionic mini processor /, 82-28826 


Mechanical design handbook for elas- 
tomers /, 82-14215 


Mechanical properties and oxidation and 
corrosion resistance of reduced chromi- 
um 304 stainless steel alloys /, 82- 
6153 


MEGA|I6 - computer program for analy- 
sis and extrapolation of stress-rupture 
data /, 82-6168 


A method for obtaining practical flutter- 
suppression control laws using results 
of optimal control theory /, 82-16718 


Methods for estimating pressure and ther- 
mal loads induced by elevon deflec- 
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with turbulent boundary layers /, 82- 
28818 


The microwave radiometer spacecraft : a 
design study /, 82-14238 
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(INTERP)., 82-6094 


Modular antenna design study /, 82- 
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Modular reflector concept study /, 82- 
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82-28846 

Moisture diffusion parameter characteris- 
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resins /, 82-16720 

Multigrid methods : proceedings of a 
symposium held at Ames Research 
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Center, Moffett Field, California, Octo- 
ber 21-22, 1981, 82-19606 


The multistate impact parameter method 
for molecular charge in nitrogen /, 
82-6116 


NASA guidelines on report literature /, 
82-11085 


NASA/MFSC FY-81 atmospheric proc- 
esses research review / summary of a 
program review held in Huntsville, Al- 
abama, September 1-3, 1981 /, 82- 
16711 


NASA patent abstracts bibliography., 
82-19581, 82-19582, 82-21875 

NASA's biomedical research program /, 
82-6092 

A new approach to the solution of large, 
full matrix equations : a two-dimension- 
al potential flow feasibility study /, 
82-16683 


Noise of a model helicopter rotor due to 
ingestion of turbulence /, 82-16693 


NOSS altimeter algorithm specifications 
/, 82-16735 


Numerical analysis and FORTRAN pro- 
gram for the computation of the turbu- 
lent wakes of turbomachinery rotor 
blades, isolated airfoils and cascade of 
airfoils /, 82-26533 


Numerical analysis of the scramjet-inlet 
flow field by using two-dimensional 
Navier-Stokes equations /, 82-24063 


Numerical and flight simulator test of the 
flight deterioration concept /, 82- 
24038 


Oceanic lidar /, 82-2093 


On-board multispectral 
study /, 82-730 


On the effect of boundary layer growth 
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82-26524 


On the question of instabilities upstream 
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Operating characteristics of the Langley 
Mach 7 Scramjet Test Facility /, 82- 
6091 


Operating condition and geometry effects 
on low-frequency afterburner combus- 
tion instability in a turbofan at altitude 
/, 82-21880 


Operational considerations in utilization 
of microwave landing system approach 
and landing guidance /, 82-19573 

Optical fiber illumination system for 
visual flight simulation /, 82-19596 

Optical Information Processing for Aero- 
space Applications., 82-14226 

Optical-model abrasion cross sections for 
high-energy heavy ions /, 82-26544 


Orbiting quarantine facility : the antaeus 
report /, 82-14163, 82-16677 
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Orders of magnitude a history of 
NACA and NASA, 1915-1980 /, 82- 
2068 


Ozone trend detectability /, 82-6138 


A parametric study of aliasing error for a 
narrow field of view scanning radiome- 
ter /, 82-6114 


Parametric study of microwave-powered 
high-altitude platforms designed for 
linear flight /, 82-21887 


Particle dynamics associated with the 
spacelab environment /, 82-11100 


Performance evaluation method for dis- 
similar aircraft designs /, 82-11165 


Performance of a Haynes 188 metallic 
standoff thermal protection system at 
Mach 7/, 82-6165 


Performance of jet- and inner-ring-lubri- 
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operating to 2.5 million DN /, 82- 
6167 


Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 


Performance of two-stage fan with a first- 
state rotor redesigned to account for 
the presence of a part-span damper /, 
82-14233 


Performance, physiological, and oculo- 
meter evaluation of VTOL landing dis- 
plays /, 82-14170 


Performance testing of a main rotor 
system for a utility helicopter at 1/4 
scale /, 82-28824 


Performance tests of a gas blending 
system based on mass-flow controllers 
/, 82-28873 


Phase control during reconstruction of 
holographically recorded flow fields 
using real-time holographic interfero- 
metry /, 82-21867 


Pilot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-2060 


Pitot pressure measurements in flow 
fields behind circular-arc nozzles with 
exhaust jets at subsonic free-stream 
mach numbers /, 82-3776 


Pockels-effect cell for gas-flow simulation 
/, 82-26553 


A potential-flow/boundary layer method 
for calculating subsonic and transonic 
airfoil flow with trailing-edge separa- 
tion /, 82-28814 


Predicting dynamic performance limits 
for servosystems with saturating non- 
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A preliminary assessment of the accuracy 
of selected meteorological parameters 
determined from Nimbus 6 satellite 
profile data /, 82-2075 
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Preliminary design procedure for insulat- 
ed structures subjected to transient 
heating /, 82-3796 


Preliminary feasibility analysis of a pres- 
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sensing of tropospheric constituents /, 
82-21868 


A preliminary study of relaxation meth- 
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dynamics equations using flux splitting 
/, 82-19599 

Preliminary vibration, acoustic, and 
shock design and test criteria for com- 
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Pressure distributions on three different 
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Procedures for estimating the frequency 
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A program for calculating load coeffi- 
cient matrices utilizing the force sum- 
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A Program to compute three-dimensional 
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82-28870 


Propagation effects handbook for satellite 
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system design /, 82-14224 
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82-21872 
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A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : appli- 
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Reasons for low aerodynamic perform- 
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aircraft engine starter turbine /, 82- 
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Recent progress towards predicting air- 
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marks., 82-7227 


Patent and Trademark Office notices., 
82-7228 


The Story of the United States Patent 
and Trademark Office., 82-12813 


Trademark rules of practice of the Patent 
and Trademark Office with forms and 
statutes., 82-7230 


United States. Patent and Trademark Office. 
Office of Documentation Planning, 
Support, and Control. 


Manual of classification., 82-7229 


United States. Patent and Trademark Office. 
Office of Technology Assessment and 
Forecast. 

Technology assessment & forecast., 
27647 


82- 


United States. Patent Office. 
General information concerning patents., 
82-17932, 82-17933 


General information concerning trade- 
marks., 82-17934 


Trademark manual of examining proce- 
dure (TMEP)., 82-7231 


United States. Per Diem, Travel and 
Transportation Allowance Committee. 
Joint travel regulations. Volume 1. Mem- 

bers of the uniformed services : Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmos- 
pheric Administration Corps, Public 
Health Service., 82-3142, 82-7795 


Joint travel regulations. Volume 2. De- 
partment of Defense civilian person- 
nel., 82-4715 


United States. Plant Variety Protection 
Office. 
Plant Variety Protection Office official 
journal., 82-7031 


United States. Post Office Dept. 

Express mail : next day service : here 
today, there tomorrow, we deliver!, 
82-16752 

Express mail Los Angeles : next day 
service : city directory., 82-16751 

Postal bulletin /, 82-8631 

United States. Post Office Dept. Office of 


Public Information. 
Postal life., 82-8642 


United States. Poultry Market News Branch. 
Poultry market statistics ... annual sum- 
mary /, 82-12329 
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U.S. President (1977-1981 : Carter) 


United States. President (1977-1981 : Carter) 
Territorial policy : message from the 
president of the United States transmit- 
ting proposals for a comprephensive 
federal territorial policy toward Guam, 
the United States Virgin Islands, 
American Samoa, and the Northern 
Mariana Islands., 82-14590 


United States. President. 
Aeronautics and space report of the 
President activities /, 82-24049, 
*82-26537 


Annual report of the President of the 
United States on the trade agreements 
program., 82-19645 


Annual report of the President on the 
implementation of the Privacy Act of 
1974., 82-24098 


Canadian automobile agreement : annual 
report of the President to the Congress 
on the operation of the Automotive 
Products Trade Act of 1965., 82- 
15099 


Code of federal regulations. 3, The presi- 
dent., 82-25975 


Codification of Presidential proclamations 
and executive orders., 82-3604 


Economic report of the President trans- 
mitted to the Congress., 82-11188, 
82-11191, 82-11778, 82-11800 


Federal Prevailing Rate Advisory Com- 
mittee ... annual report : message from 
the President of the United States, 
transmitting the annua report of the 
Federal Prevailing Rate Advisory 
Committee, pursuant to 5 U.S.C. 
5347(e)., 82-15179 


Fiscal year ... arms control impact state- 


ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 82-24892 


Implementation of Helsinki Accord /, 
82-22020 


Implementation of Helsinki Final Act /, 
82-22021, 82-22022 


Presidential proclamations and executive 
orders., 82-3604 


The President’s ... annual report to the 
Congress on the administration of the 
Federal Railroad Safety Act of 1970., 
82-14325 


The President’s national urban policy 
report /, 82-23620 


Public papers of the presidents of the 
United States., 82-538, 82-18743 


Semiannual report by the President to the 
Commission on Security and Coopera- 
tion in Europe : report submitted to the 
Committee on International Relations., 
82-15124 
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The State of small business : a report of 
the President transmitted to the Con- 
gress., 82-16821 


Supplemental report of the Japan-United 
States economic relations group /, 82- 
3807 


U.S. Arms Control and Disarmament 
Agency ... annual report : message 
from the President of the United 
States, transmitting the Annual report 
of the U.S. Arms Control and Disarm- 
ament Agency, pursuant to section 50 
of the Arms Control and Disarmament 
Act as amended (75 stat. 639, 89 stat. 
760), 82-15110 


United States participation in the UN : 
report by the President to the Congress 
for the year ..., 82-22019 


United States. President. Office of White 
House Visitors. 
The White House., 82-19400, 82-19401 


United States. President (1981- : Reagan) 
Budget amendments, fiscal year 1982 : 
communication from the president of 
the United States transmitting budget 
amendments for fiscal year 1982., 82- 
19988 


Governing international fishery agree- 
ment with Soviet Union : message from 
the president of the United States 
transmitting a governing international 
fishery agreement between the United 
States and the Union of Soviet Socialist 
Republics, pursuant to section 203(a) of 
the Fishery Conservation and Manage- 
ment Act of 1976., 82-19994 


Supplemental appropriations : communi- 
cation from the president of the United 
States transmitting proposed supple- 
mental appropriations for fiscal year 
1982 and an amendment to the request 
for appropriations for the fiscal year 
1983 for atomic energy defense activi- 
ties., 82-19991 


United States. President (1977-1981 : Carter) 

Action with respect to Iran : message 

from the president of the United States 

transmitting a report on actions he has 

taken or proposes to take with respect 

to Iran, pursuant to section 204(b) of 

the International Emergency Economic 
Powers Act., 82-17031 


Agreement for cooperation between the 
United States and Indonesia concerning 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Indonesia concerning peace- 
ful uses of nuclear energy with accom- 
panying agreed minute, pursuant to 
section 123d, of the Atomic Energy 
Act of 1954 as amended., 82-14595 


Allocation of windfall profit tax revenues 
fiscal year 1981 : communication of the 
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president of the United States transmit- 
ting the proposed allocation of the net 
revenues expected under the Crude Oil 
Windfall Profit Tax Act of 1980, pursu- 
ant to section 120(d) of the act., 82- 
14596 


Apportionment of representatives : mes- 
sage from the president of the United 
States transmitting a report from the 
Bureau of the Census showing the pop- 
ulation of each state and the District of 
Columbia as ascertained by the 1980 
census, and the apportionment of rep- 
resentatives to each state, pursuant to 2 
USC 2a(a)., 82-17030 


Appropriation requests (EC 4011) : com- 
munication from the president of the 
United States transmitting a proposed 
supplemental appropriation for the 
fiscal year 1980 in the amount of 
$264,750,000 and an amendment to the 
request for appropriations for the fiscal 
year 1981 in the amount of 
$537,150,000 for the Department of 
Health and Human Services., 82- 
19953 


Budget amendment communication 
from the president of the United States 
transmitting a request for appropri- 
ations for fiscal year 1981 for Italian 
earthquake relief., 82-19949, 82- 
24501 


Budget amendments communication 
from the president of the United States 
transmitting various budget amend- 
ments for fiscal year 1981., 82-22197, 
82-29211, 82-29212 


Central American and Caribbean security 
assistance : message from the president 
of the United States transmitting a 
draft of proposed legislation to amend 
the Foreign Assistance Act of 1961 to 
authorize assistance in support of 
peaceful and democratic processes of 
development in Central America, with 
special attention to reestablishing con- 
ditions of stability and growth in the 
Nicaraguan economy and to provide 
additional economic support for other 
countries in Central America and the 
Caribbean, and for other purposes., 
82-22192 


Continuation of emergency building tem- 
perature restrictions : message from the 
president of the United States transmit- 
ting a proclamation continuing the 
emergency building temperature re- 
strictions originally imposed July 16, 
1979 pursuant to section 201(b) of the 
Energy Policy and Conservation Act 
of 1975., 82-11779 

Continuing the national emergency with 
respect to the situation in Iran : mes- 
sage from the president of the United 
States transmitting a notice extending 
the national emergency declared on 





Environment : 


January—December 1982 


November 14, 1979, pursuant to section 
202(d) of Public Law 94-412., 82- 
19948 


Deferrals : message from the president of 
the United States transmitting notice of 
22 deferrals of budget authority for 
fiscal year 1981, pursuant to section 
1013(a) of Public Law 93-344. 82- 
22194, 82-22199, 82-24499 


message from the Presi- 
dent of the United States transmitting a 
review of his administration’s programs 
for the protection of the environment., 
82-24490 


Export of special nuclear material and 
components to India : message from 
the president of the United States 
transmitting an executive order author- 
izing the export of low-enriched urani- 
um and of replacement parts for use at 
the Tarapur Atomic Power Station in 
India, pursuant to section 126b.(2) of 
the Atomic Energy Act of 1954, as 
amended., 82-29209 


Federal salaries : message from the presi- 
dent of the United States urging favor- 
able action on the recommendations of 
the Commission on Executive, Legisla- 
tive and Judicial Salaries which he will 
transmit with his budget for fiscal year 
1982., 82-19980 


Fiscal year 1979 arms control impact 
statements : statements submitted to the 
Congress by the president pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 82-20323 


Governing international fishery agree- 
ment with Denmark and the Faroe Is- 
lands : message from the president of 
the United States transmitting a gov- 
erning international fishery agreement 
between the United States and Den- 
mark and the Faroe Islands, pursuant 
to section 203(a) of the Fishery Con- 
servation and Management Act of 
1976., 82-11728 


Import relief on canned mushrooms : 
communication from the president of 
the United States transmitting a report 
on his decision to provide import relief 
on canned mushrooms which differs 
from that recommended by the U.S. 
International Trade Commission, pur- 
suant to section 203(b) (1) of the Trade 
Act of 1974., 82-22195 


Local government fiscal assistance 
amendments of 1980 : message from 
the president of the United States 
transmitting a draft of proposed legisla- 
tion to authorize an extension and 
amendment of the revenue sharing pro- 
gram to provide general purpose fiscal 
assistance to local governments, and 
for other purposes., 82-14591 


United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem pursuant to section 620(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-14604, 82-22198 


Progress in Cyprus negotations communi- 


cation from the president of the United 
States transmitting a report on progress 
toward the conclusion of a negotiated 
solution of the Cyprus problem, pursu- 
ant to section 620C(c) of the Foreign 
Assistance Act of 1961, as amended., 
82-19982 


Proposed amendment to fiscal year 1981 


request for appropriations for the fiscal 
year 1981 in the amount of 
$113,800,000 for the Department of 
Housing and Urban Development., 
82-22201 


Proposed amendment to the request for 


appropriations for fiscal year 1981 : 
communication from the president of 
the United States transmitting a pro- 
posed amendment to the request for ap- 
propriations for the fiscal year 1981 in 
the amount $147,500,000 for the De- 
partment of Housing and Urban Devel- 
opment., 82-22202 


Proposed constitution for the United 


States Virgin Islands : message from 
the president of the United States 
transmitting a proposed constitution for 
the Virgin Islands pursuant to section 5 
of Public Law 94-584., 82-14603 


Proposed fiscal year 1981 appropriations 


language changes (EC 4602) : commu- 
nication from the president of the 
United States transmitting proposed 
fiscal year 1981 appropriations lan- 
guage changes that would increase 
budget authority in the amount of 
$2,600,000 for the Department of Jus- 
tice., 82-16986 


Protocol to the Agreement on the Impor- 


tation of Educational, Scientific, and 
Cultural Materials : message from the 
president of the United States transmit- 
ting the protocol to the Agreement on 
the Importation of Educational, Scien- 
tific, and Cultural Materials, adopted at 
Nairobi on November 26, 1976, and 
opened for signature at the United Na- 
tions on March 1, 1977., 82-11764 


Rescissions and deferrals : message from 


the president of the United States 
transmitting 33 proposed rescissions of 
budget authority, reports of 15 new de- 
ferrals, and reports of three revisions to 
previously-reported deferrals, pursuant 
to sections 1012(a), 1013 (a), and 
1014(c) of Public Law 93-344., 82- 
19981 


U.S. President (1977-1981 : Carter) 


States transmitting a report on restric- 
tions he has imposed on agricultural 
commodity exports to the U.S.S.R. in 
response to the Soviet invasion of Af- 
ghanistan, pursuant to sections 6(e) and 
7(g) of the Export Administration Act 
of 1979., 82-22193 


Supplemental appropriation language : 
communication from the president of 
the United States transmitting proposed 
supplemental appropriations language 
for fiscal year 1980 for the Merit Sys- 
tems Protection Board., 82-19946 


Supplemental appropriations and budget 
amendments : communication from the 
president of the United States transmit- 
ting supplemental appropriations for 
fiscal year 1980 and budget amend- 
ments for fiscal year 1981., 82-14602, 
82-19944 


Tax convention with Jamaica : message 
from the president of the United States, 
transmitting the convention between 
the government of the United States of 
America and the government of Jamai- 
ca for the avoidance of double taxation 
and the prevention of fiscal evasion 
with respect to taxes on income (the 
convention), together with a related ex- 
change of notes, signed at Kingston on 
May 21, 1980., 82-11741 


Tax convention with the Arab Republic 
of Egypt : message from the president 
of the United States, transmitting a 
convention between the government of 
the United States of America and the 
government of the Arab Republic of 
Egypt for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income, 
signed at Cairo on August 24, 1980., 
82-11739 


Tax convention with the Federal Repub- 
lic of Germany : message from the 
president of the United States, trans- 
mitting a convention between the 
United States of America and the Fed- 
eral Republic of Germany for the 
avoidance of double taxation and the 
prevention of fiscal evasion with re- 
spect to taxes on estates, inheritances, 
and gifts, signed at Bonn on December 
3, 1980., 82-11763 


Tax convention with the Kingdom of 
Denmark : message from the president 
of the United States, transmitting the 
convention between the government of 
the United States of America and the 
government of the Kingdom of Den- 
mark for the avoidance of double tax- 
ation and the prevention of fiscal eva- 
sion with respect to taxes on income 


Restrictions on agricultural commodity 
exports of the U.S.S.R. : communica- 
tion from the president of the United 
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(the convention), together with a relat- 
ed exchange of notes, signed at Wash- 
ington on June 17, 1980., 82-11738 


Progress in Cyprus negotations : commu- 
nication from the president of the 








Page I-959 





U.S. President (1977-1981 : Carter) 


Tax convention with the People’s Repub- 
lic of Bangladesh : message from the 
president of the United States transmit- 
ting the convention between the gov- 
ernment of the United States of Amer- 
ica and the government of the People’s 
Republic of Bangladesh for the avoid- 
ance of double taxation and the preven- 
tion of fiscal evasion with respect to 
taxes on income, together with a relat- 
ed exchange of notes, signed at Dacca 
on October 6, 1980., 82-11740 


Tax deductions for certain foreign broad- 
cast advertising : message from the 
president of the United States transmit- 
ting a proposal for legislation amending 
the Internal Revenue Code to deny a 
deduction for expenses of an advertise- 
ment placed with a foreign broadcast 
station and directed to a market in the 
United States, if a similar deduction is 
denied to advertisers, in the country in 
which such station is located, for the 
costs of advertising directed primarily 
to a market in that country when 
placed with a U.S. broadcast station., 
82-24500 


United States-Australia agreement on 
peaceful uses of nuclear energy : mes- 
sage from the president of the United 
States transmitting the text of the pro- 
posed agreement between the United 
States and Australia concerning peace- 
ful uses of nuclear energy, pursuant to 
section 123d. of the Atomic Energy 
Act of 1954, as amended (92 Stat. 
144)., 82-11727 


United States-Columbia agreement on 
civil uses of nuclear energy : message 
from the president of the United States 
transmitting the text of the proposed 
agreement for cooperation between the 
United States of America and the gov- 
ernment of the Republic of Columbia 
concerning civil uses of nuclear 
energy, pursuant to section 123d. of the 
Atomic Energy Act of 1954, as amend- 
ed., 82-24576 


Veto of H.R. 5036 : message from the 
president of the United States vetoing 
H.R. 5036, an act to require the secre- 
tary of the interior to convey a parcel 
of land located in Colorado to the Ute 
Mountain Ute Tribe and to pay an 
amount to such tribe for economic de- 
velopment., 82-24498 


Veto of H.R. 7102 : message from the 
president of the United States vetoing 
H.R. 7102 ...., 82-19947 


Veto of H.R. 7584 : message from the 
president of the United States, vetoing 
H.R. 7584 ...., 82-19950 


United States. President (1981- : Reagan) 


Amendments for appropriations for fiscal 
year 1982 and reduction for fiscal year 
1984 appropriations : communication 
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from the president of the United States 
transmitting a request for amendments 
for appropriations for fiscal year 1982 
and a reduction for fiscal year 1984 
appropriations., 82-29268 


Amendments requesting reductions in 
foreign aid for fiscal year 1982 (EC 
1994) : communication from the presi- 
dent of the United States transmitting 
requests for reducing appropriations for 
fiscal year 1982 by a total of 
$365,900,000., 82-24516 


Amendments to the supplemental appro- 
priations for fiscal year 1981 (EC 1189) 
: communication from the president of 
the United States transmitting amend- 
ment to the request for supplemental 
appropriations for fiscal year 1981 in 
the amount of $2,379,000 and an 
amendment to the appropriations for 
fiscal year 1982 in the amount of 
$1,670,000., 82-16993 

Appropriation language change and 
budget amendments : communication 
from the president of the United States 
transmitting a request for an appropri- 
ation language change for fiscal year 
1981 and budget amendments for fiscal 
year 1982., 82-29260 


Budget amendment : communication 
from the president of the United States 
transmitting an amendment to the re- 
quest for appropriations for fiscal year 
1982., 82-29270 


Budget amendments : communication 
from the president of the United States 
transmitting proposed amendments to 
the requests for appropriations for 
fiscal year 1982 for the Department of 
Defense—military and for the Depart- 
ment of State., 82-14627, 82-22245, 
82-29271 


Constitutional amendment : message from 
the president of the United States 
transmitting a proposed amendment to 
the Constitution of the United States to 
allow voluntary prayer in_ public 
schools or other public institutions., 
82-29282 


Continuation of national emergency with 
respect to Iran : message from the 
president of the United States transmit- 
ting a notice extending the national 
emergency declared on November 14, 
1979, and previously extended on No- 
vember 12, 1980, pursuant to section 
202(d) of Public Law 94-412., 82- 
22247 


Deferral : message from the president of 
the United States transmitting notice of 
a deferral of budget authority for fiscal 
year 1982 for the Interior Department’s 
historic preservation fund, pursuant to 
section 1013(a) of Public Law 93-344., 
82-29269 
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Deferrals : message from the president of 
the United States withdrawing the 33 
rescission proposals transmitted by 
President Carter on January 15, 1981, 
converting them to deferrals and sub- 
mitting four new deferrals and a revi- 
sion to a previously submitted deferral, 
pursuant to sections 1014(c) and 
1013(a) of Public Law 93-344., 82- 
19984, 82-22246, 82-22251, 82- 
29266, 82-29283 


District of Columbia budget amendments 
: communication from the president of 
the United States transmitting proposed 
budget amnedments for fiscal year 1982 
from District of Columbia funds., 82- 
29264 


District of Columbia budget fiscal year 
1983 : message from the president of 
the United States transmitting the 
budget of the District of Columbia for 
fiscal year 1983, pursuant to section 
446 of Public Law 93-198., 82-22250 


Economic recovery program : message 
from the president of the United States 
urging adoption of his program for re- 
covery of the nation’s economy., 82- 
29262 


The Enterprise Zone Tax Act of 1982 : 
message from the president of the 
United States transmitting proposed 
legislation entitled “The Enterprise 
Zone Tax Act of 1982.”, 82-19990 


Extending the international agreement 
with Poland concerning fisheries off 
the coast of the United States : message 
from the president of the United States 
transmitting an extension of an interna- 
tional fishery agreement between the 
United States and Poland, pursuant to 
section 203(a) of Public Law 94-265., 
82-29285 


Extradition treaty with the Republic of 
Columbia : message from the president 
of the United States transmitting the 
Treaty of Extradition between the Re- 
public of Columbia, signed at Washing- 
ton on September 14, 1979., 82-29226 


Federalism, the first ten months : a report 
from the President., 82-2120 


International agreements : communication 
from the president of the United States 
transmitting a report on international 
agreements transmitted to Congress 
after the expiration of the sixty-day 
period specified by law, pursuant to 1 
U.S.C. 112b(b)., 82-14641 


International Convention on the Simplifi- 
cation and Harmonization of Customs 
Procedures : message from the presi- 
dent of the United States transmitting 
the International Convention on the 
Simplification and Harmonization of 
Customs Procedures (’Convention”), 
which entered into force on September 





January—December 1982 


25, 1974, with annexes and reservations 
to the annexes., 82-11766 


Message from the president of the United 
States transmitting a proposal for legis- 
lation to promote economic revitaliza- 
tion and facilitate expansion of eco- 
nomic opportunity in the Caribbean 
Basin region., 82-19989 

National energy policy plan : message 
from the president of the United States 
transmitting the national energy policy 
plan, pursuant to section 801 of the De- 
partment of Energy Organization Act., 
82-17033 


Naval petroleum reserves production : 
message from the president of the 
United States transmitting notice of his 
decision to extend the period of maxi- 
mum efficient rate production of the 
naval petroleum reserves for a period 
of three years from April 4, 1982, pur- 
suant to 10 USC 7422 (C)., 82-17034 


Navy shipbuilding authorization for fiscal 
years 1982 and 1983 : communication 
from the president of the United States 
transmitting his conclusions with re- 
spect to the survivability, cost effec- 
tiveness, and combat effectiveness of 
such ship: a recommendation whether 
such ship should be nuclear or conven- 
tionally powered, and the reasons for 
such conclusions and recommenda- 
tions, pursuant to section 810(a) of 
Public Law 95-485., 82-22243 


Nuclear waste disposal : communication 
from the president of the United States 
transmitting initiatives on the safe and 
efficient disposal of nuclear waste., 
82-22212 


October 1981 federal pay adjustment : 
message from the President of the 
United States transmitting the reports 
of his pay agent and the Advisory 
Committee on Federal Pay, his alterna- 
tive plan, and the executive order im- 
plementing that plan, pursuant to 5 
U.S.C. 5305(a) (3)., 82-24578 


Production of lethal binary chemical mu- 
nitions : communication from the presi- 
dent of the United States transmitting 
his certification that the production of 
lethal binary chemical munitions is es- 
sential to the national interest, pursuant 
to section 818(a) of Public Law 94- 
106., 82-11804 

Progress in Cyprus negotations : commu- 
nication from the president of the 
United States transmitting a report on 
progress toward the conclusion of a ne- 
gotiated solution of the Cyprus prob- 
lem, pursuant to section 620C(c) of the 
Foreign Assistance Act of 1961, as 
amended., 82-19987 

Progress in Cyprus negotiations : commu- 
nication from the president of the 
United States transmitting a report on 





progress toward conclusion of a negoti- 
ated solution of the Cyprus problem, 
pursuant to section 620C(c) of the For- 
eign Assistance Act of 1961, as amend- 
ed., 82-29259, 82-29263, 82-29276 


A proposal to transfer the functions of 
the Department of Energy to other 
agencies : message from the president 
of the United States transmitting a pro- 
posal for legislation to transfer the 
functions of the Department of Energy 
to other agencies, to maintain continu- 
ity in vital programs and relationships, 
to recognize the Federal Energy Regu- 
latory Commission as a separate inde- 
pendent regulatory agency, and for 
other purposes., 82-24583 


Proposed legislation entitled “The Educa- 
tional Opportunity and Equity Act of 
1982” : communication from the presi- 
dent of the United States transmitting a 
draft of proposed legislation to amend 
the Internal Revenue Code of 1954 to 
provide federal income tax credit for 
tuition., 82-29287 


Recissions and deferral : message from 
the president of the United States 
transmitting 33 proposed recissions of 
budget authority and one deferral, pur- 
suant to sections 1012 (a) and 1013 (a) 
of Public Law 93-344., 82-11783 


Report on the nonaligned countries’ com- 
munique of September 1981 : communi- 
cation from the president of the United 
States transmitting a report listing the 
countries which have disassociated 
themselves from the nonaligned coun- 
tries’ communique of September 1981, 
and their methods of disassociation, 
pursuant to the section 720(b) of Public 
Law 97-113., 82-14635 


Report to the President /, 82-11189 


Requests for supplemental appropriations 
in fiscal year 1981 and request for 
amendments to appropriations for fiscal 
year 1982 (EC 1233) : communication 
from the president of the United States 
transmitting request for supplemental 
appropriations in the amount of 
$207,563,000 for fiscal year 1981 and 
amendments to appropriations for fiscal 
year 1982 in the amount of 
$14,261,000., 82-22208 


Rescission : message from the President 
of the United States transmitting a pro- 
posed rescission of budget authority for 
the Council on Wage and Price Stabil- 
ity, pursuant to section 1012(a) of 
Public Law 93-344., 82-19983 


Rescission and deferrals : message from 
the president of the United States 
transmitting a proposed rescission of 
budget authority, notice of ten addi- 
tional deferrals, and revisions to four 
previously-reported deferrals, pursuant 
to sections 1012(a), and 1013(a), and 
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Supplemental appropriations 


Supplemental appropriations : 





U.S. President (1981- : Reagan) 


1014(c) of Public Law 93-344., 82- 
19986, 82-22248, 82-29267 


Rescissions and deferral : message from 


the president of the United States 
transmitting 81 proposed rescissions of 
budget authority, proposals for the re- 
duction of authority to make direct 
loans, and one deferral, pursuant to 
sections 1012(a) and 1013(a) of Public 
Law 93-344., 82-19985 


message from 
the president of the United States 
transmitting six proposed rescissions of 
budget authority, notice of 13 deferrals, 
and revisions to five previously report- 
ed deferrals, pursuant to sections 
1012(a), 1013(a), and 1014(c) of Public 
Law 93-344., 82-14629, 82-14636, 
82-17032, 82-19992 


Revision to rescission : message from the 


president of the United States transmit- 
ting a revision to a previously reported 
recission proposal, pursuant to section 
1014 (c) of Public Law 93-344. 82- 
17036 


Summary report Department of Energy 


sunset review : message from the presi- 
dent of the United States transmitting a 
summary of the program-by-program 
analysis of the Department of Energy 
required by section 1001 of Public Law 
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plan update, Annapolis, Maryland /, 
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Warner, Arthur J. 
Venezuela, Trinidad and Tobago : crude 
oil potential from known deposits /, 
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The 1985 oil production of 21 oil produc- 
ing non-OPEC countries /, 82-15971 


Warner, Dianne. 
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Warren, A. Helene. 
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National Monument, New Mexico /, 
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desert, 1776-1880 : historic trails and 
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tenant Gouverneur K. Warren’s pre- 
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Summary of trade and tariff information : 
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Warren, Marguerite Q. 

Classification of offenders as an aid to 
efficient management and effective 
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sion on Law Enforcement and Admin- 
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Health Services. Health Services Division. 
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ton., 82-12572 


Soil survey of Lincoln County, Washing- 
ton., 82-12583 


Washington State University. Chemical 

Engineering Dept. 

Philadelphia oxidant enhancement study, 
hydrocarbon analysis / by H. Westberg 
and P. Sweany ; prepared for U.S. En- 
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Dosimetry Symposium : proceedings of 
a conference held at Oak Ridge, Ten- 
nessee, October 7-10, 1980 /, 82- 
10621 


Watson, S. B. 
Internal dosimetry data and methods of 
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Effects of large-scale intermittency of 
turbulence on scalar spectra at high 
wave numbers /, 82-12815 


Final report, doppler radar data analysis 
during fiscal year 1980 /, 82-17953 


The formation of elevated refractive 
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State regulations pertaining to the use of 
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Water-level data for wells in and near 
burial ground 3, Oak Ridge National 
Laboratory, Tennessee, 1975-1979, 82- 
13986 


Water-level data for wells in and near 
burial ground 4, Oak Ridge National 
Laboratory, Tennessee, 1975-1979, 82- 
16453 


issues and 


Page I-1013 





Webster, D. A. 


Water-level data for wells in burial 
ground 6 : Oak Ridge National Labora- 
tory, Tennessee, 1975-1979 /, 82-1956 


Webster, R. D. (Ronald Dwight) 
Clearinghouse information system, de- 
scription and user instructions /, 82- 
13163 


Economic impact forecast system, ver- 
sion 2.0: user’s manual /, 82-9832 


Interactive Environmental Impact Com- 
puter System (EICS) user manual /, 
82-15918 


Interagency/Intergovernmental Coordi- 
nation for Environmental Planning 
(IICEP) : systems considerations /, 
82-13166 


Webster, Steve L. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts /, 82-166, 82-9799 


Investigation of construction concepts for 
pavements across soft ground /, 82- 
5006 


Webster, W. C. 
Structural tests of SL-7 ship model/, 82- 
6722 


Weed, R. A. 
Stress analysis of cylindrical pressure ves- 
sels with closely spaced nozzles by the 
finite-element method /, 82-17187 


Weeks, John R., 1927- 
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Workshop on Hand-held Radiometry (1980 : 

Phoenix, Ariz.) 

Hand-held radiometry : a set of notes de- 
veloped for use at the Workshop on 
Hand-held Radiometry, Phoenix, Ariz., 
February 25-26, 1980 /, 82-15605 


Workshop on High Reynolds Number 
Research (1980: Hampton, Va.) 
High Reynolds number research,, 
6137 


82- 


Workshop on Ionospheric and 
Magnetospheric Effects of Satellite Power 
Systems (SPS) (1978 : Rosemont, III.) 
Proceedings of the Workshop on Ionos- 

pheric and Magnetospheric Effects of 
Satellite Power Systems (SPS), Shera- 
ton-O’Hare Hotel, Rosemont, Illinois, 
August 28-30, 1978 /, 82-15977 


Workshop on Larval Exclusion Systems for 

Power Plant Cooling Water Intakes (1978 

: San Diego) 

Larval exclusion systems for power plant 
cooling water intakes : proceedings of 
the workshop held at Shelter Island 
Inn, San Diego, California, February 7- 
8, 1978 /, 82-2576 


Workshop on Managing Growth in Mercer 
County, North Dakota (1977 : Bismarck) 
Proceedings of the Workshop on Manag- 

ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 


Workshop on Measurement of Electrical 
Quantities in Pulse Power Systems (1981 : 
National Bureau of Standards) 
Measurement of electrical quantities in 

pulse power systems : proceedings of 
the Workshop on Measurement of 
Electrical Quantities in Pulse Power 
Systems, held at the National Bureau 
of Standards, Boulder, Colorado, 
March 2-4, 1981 /, 82-27631 


Workshop on Meteorological Effects of 
Satellite Power System Rectenna 
Operation and Related Microwave 
Transmission Problems (1978 : Rosemont, 
Til.) 

Proceedings of the Workshop on Mete- 
orological Effects of Satellite Power 
System Rectenna Operation and Relat- 
ed Microwave Transmission Problems, 
Sheraton-O’Hare Hotel, Rosemont, IIli- 
nois, August 23-25, 1978 /, 82-25635 





Workshop on Methodology for Evaluating 
the Effectiveness of Transit Crime 
Reduction Measures in Automated 
Guideway Transit Systems (1976 : Exeter, 
N.H.) 

Proceedings of Workshop on Methodolo- 
gy for Evaluating the Effectiveness of 
Transit Crime Reduction Measures in 
Automated Guideway Transit Systems 
/, 82-2305 


Workshop on New Diagnostics Related to 
Impurity Release (1979 : Germantown, 
Md.) 

Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


Workshop on Processes Determining the 
Input, Behavior and Fate of Radionuclides 
and Trace Elements in Continental Shelf 
Environments (1979 : Gaithersburg, Md.) 
Abstracts from a Workshop on Processes 

Determining the Input, Behavior and 
Fate of Radionuclides and Trace Ele- 
ments in Continental Shelf Environ- 
ments, March 7-9, 1979, Gaithersburg, 
Maryland /, 82-1622 


Workshop on Public Land Acquisition and 
Alternatives d (1981 : Washington, D.C.) 
Workshop on Public Land Acquisition 

and Alternatives /, 82-6795 


Workshop on “Remote sensing and Problems 
of the Hydrosphere” : (2nd : 1979 : New 
Orleans, La.) 

Remote sensing and problems of the hy- 
drosphere : a focus for future research 
/, 82-6133 


Workshop on Research in Neutron 
Radiology : Progress and Future Needs 
(1977 : Oak Ridge National Laboratory) 
Neutron radiobiology : summary of a 

workshop held at the Biology Division, 
Oak Ridge National Laboratory, Oak 
Ridge, Tennessee, June 8, 1977 /, 82- 
13237 


Workshop on Research Needs in Actinide 
Biology (1977 : Battelle Seattle Research 
Center) 

Workshop on Research Needs in Acti- 
nide Biology proceedings of the 
workshop, held April 5-7, 1977, Bat- 
telle Seattle Research Center, Seattle, 
Washington. Patricia W. Durbin, chair- 
man and proceedings editor., 82- 
28011 


Workshop on Satellite Power Systems (SPS) 
Effects on Optical and Radio Astronomy 
(1979 : Battelle, Seattle Conference 
Center) 

Workshop on Satellite Power Systems 
(SPS) Effects on Optical and Radio 
Astronomy, Battelle, Seattle Confer- 
ence Center, Seattle, Washington, May 
1979 /, 82-25637 
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Workshop on the Energy Development Board of Mercer County, North Dakota 


Workshop on Seedling Physiology and 
Growth Problems in Oak Planting (1979 : 
Columbia, Mo.) 

Workshop on Seedling Physiology and 
Growth Problems in Oak Planting, Co- 
lumbia, Missouri, November 6-7, 1979 
(abstracts) /, 82-15436 


Workshop on Selection of Hazardous Waste 
Sites for Superfund Funding (1982 : 
Washington, D.C.) 

Selection of hazardous waste sites for su- 
perfund funding workshop/, 82- 
29674 


Workshop on Spacecraft Dynamics as 
Related to Laboratory Examinations in 
Space (1979 : Marshall Space Flight 
Center.) 

Spacecraft dynamics as related to labora- 
tory experiments in space /, 82-11120 


Workshop on Sputtering Caused By Plasma 
(Neutral Beam) Surface Interaction (1979 : 
Argonne National Laboratory) 
Proceedings of the Workshop of Sputter- 

ing Cause By Plasma (Neutral Beam) 
Surface Interaction, Argonne National 
Laboratory, July 9-10, 1979 /, 82- 
9932 


Workshop on Stratospheric and Mesopheric 
Impacts of Satellite Power System (SPS) 
(1978 : Rosemont, III.) 

Proceedings of the Workshop on Strato- 
spheric and Mesopheric (sic) Impacts 
of Satellite Power System (SPS), 
Sheraton O’Hare Hotel, Rosemont, IIli- 
nois, September 6-8, 1978 /, 82-13249 


Workshop on the ConnDOT Brine Deicing 
System (1980 : Hartford, Conn.) 
Proceedings of the Workshop on the 

ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


Workshop on the Energy Development Board 
of Mercer County, North Dakota (2nd : 
1978 : Bismarck, N.D.) 

Proceedings of the second Workshop on 
the Energy Development Board of 
Mercer County, North Dakota, Bis- 
marck, North Dakota, October 26-27, 
1978 /, 82-25636 


Workshop on the Energy Development Board 
of Mercer County, North Dakota (3rd : 
1979 : Bismarck, N.D.) 

Proceedings of the third Workshop on 
the Energy Development Board of 
Mercer County, North Dakota, Bis- 
marck, North Dakota, November | and 
2, 1979 /, 82-25633 
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Workshop on the Global Effects of Carbon Dioxide from Fossil Fuels (1977 : Miami 


Workshop on the Global Effects of Carbon 
Dioxide from Fossil Fuels (1977 : Miami 
Beach, Fila.) 

Workshop on the Global Effects of 
Carbon Dioxide from Fossil Fuels, 
Miami Beach, Fla., March 7-11, 1977 /, 
82-13238 


Workshop on the Modification of the Upper 
Atmosphere by Satellite Power System 
(SPS) Propulsion Effluents (1979 : La 
Jolla Calif.) 

Proceedings of the Workshop on the 
Modification of Upper Atmosphere by 
Satellite Power Systerm (SPS) Propul- 
sion Effluents, La Jolla Institute, La 
Jolla, California, June 25-27, 1979 /, 
82-13251 


Workshop on the Radiation Environient of 
the Satellite Power System (1978 : 
Lawrence Berkeley Laboratory) 
Workshop on the Radiation Environment 

of the Satellite Power System (SPS), 
Lawrence Berkeley Laboratory, Berke- 
ley, California, September 15, 1978 /, 
82-9935 


Workshop on the Saturn System (1978: 
Reston, Va.) 
The Saturn system /, 82-6130 


Workshop on the Use of Solar Energy for 
the Cooling of Buildings (3rd : 1978 : San 
Francisco, Calif.) 

The Use of Solar Energy for the Cooling 
of Buildings : proceedings of work- 
shop, February 15-17, 1978, San Fran- 
cisco, California /, 82-9929 


Workshop on the Variations of the Solar 
Constant (1980 : Goddard Space Flight 
Center) 

Variations of the Solar Constant : pro- 
ceedings of a workshop held at God- 
dard Space Flight Center Greenbelt, 
Maryland, November 5-7, 1980 /, 82- 
16709 


Workshop on Time-of-day corrections to 
Aircraft Noise Metrics (1980: Langley 
Research Center.) 

Time-of-day corrections to aircraft noise 
metrics /, 82-6134 


Workshop on Urban Freight Consolidation 
(1976 : Knoxville, Tenn.) 
Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 


Workshop/Symposium on the Preliminary 

Evaluation of the Ionospheric 

Disturbances Associated with the HEAO- 

C Launch, with Applications to the SPS 

Environmental Assessment (1980 : Boston 

University) 

Proceedings of the Workshop/Sympo- 
sium on the Preliminary Evaluation of 
the fonospheric Disturbances Associat- 
ed with the HEAO-C Launch, with 
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Applications to the SPS Environmental 
Assessment, November 11-13, 1980, 
Boston, Massachusetts /, 82-15979 


World Data Center A for Glaciology. 
Glaciological field stations /, 82-25539 


World Data Center A activities., 82- 
25538 


World Data Center A for Rockets and 
Satellites. 
Catalog of lunar mission data /, 82-3784 


Catalog of Viking mission data /, 82- 
2084 


Report on active and planned spacecraft 
and experiments /, 82-2081, 82-2085 


A Study of inner zone electron data and 
their comparison with trapped radi- 
ation models /, 82-2086 


World Data Center A for Solar-Terrestrial 
Physics. 
Collected data reports for STIP Interval 
II : 20 March - 5 May 1976 /, 82- 
17985 


The equatorial latitude of auroral activity 
during 1972-1977 /, 82-17987 


Magnetic potential plots over the north- 
ern hemisphere for 26-28 March 1976 / 
, 82-17986 


Solar observations during Skylab, April 
1973-February 1974 /, 82-17988 


Synoptic solar magnetic field maps for 
the interval including Carrington rota- 
tions 1601-1680, May 5, 1973-April 26, 
1979 /, 82-25537 


World Data Center A for Solid Earth 
Geophysics. 
Catalog of tsunami photographs /, 82- 
17984 


World Energy Conference (10th : 1977 : 

Istanbul, Turkey) 

Solar heating as a major source of energy 
for Australia : the tenth World Energy 
Conference, Istanbul, Turkey, Septem- 
ber 19-23, 1977 /, 82-25629 


World Health Organization. 


Conduct disease surveillance., 82-1865 
82-1867 


Proceedings of the International Confer- 
ence of Drug Registration Authorities 
/, 82-550 


Supervise performance., 


Manage the cold chain system., 


82-1869 


World Health Organization. Collaborating 
Center for Training and General Tasks in 
Radiation Medicine. 

X-radiation and identification characteris- 
tics of CRT’s of foreign manufacture /, 
82-13840 
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World Health Organization. Collaborating 
Centre for Reference on Smoking and 
Health. 

Bibliography on smoking and health /, 
82-10488, 82-26071 


World Health Organization. Expanded 
Programme on Immunization. 
Provide training : training for mid-level 
managers /, 82-10656 


World Health Organization. Special 
Programme for Research and Training in 
Tropical Diseases. 

Quarterly bibliography of major tropical 
diseases., 82-8288 


World Health Organization Collaborating 
Centre for Reference on Smoking and 
Health. 

Directory, on-going research in smoking 
and health /, 82-5676 


World Intellectual Property Organization. 
Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 


Treaties, etc.,, 82-803 


World Meteorological Organization. 
Global monitoring of the environment for 
selected atmospheric constituents /, 
82-22841 


Monthly climatic data for the world /, 
82-7279 


World Wildlife Fund. 
North American tortoises : 
and ecology /, 82-23915 


conservation 


Worledge, D. H. 
Fuel fragmentation by fission gases 
during rapid heating /, 82-17233 


Wormley, D. N. 
Elevated guideway cost-ride quality stud- 
ies for group rapid transit systems /, 
82-2218 


Wornom, Dewey E. 

Launch vehicle effluent measurements 
during the August 20, 1977, Titan III 
launch at Air Force Eastern Test 
Range /, 82-19555 

Launch vehicle effluent measurements 
during the September 5, 1977, Titan III 
launch at Air Force Eastern Test 
Range /, 82-19562 


Wrenn, M. E. 
Actinides in man and animals : proceed- 
ings of the Snowbird Actinide Work- 
shop, October 15-17, 1979 /, 82-28007 


Thorium in human tissues /, 82-4139 
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Wrenn, Peggy. 
A buyer’s guide to solar energy /, 82- 
13236, 82-13391 


Wright, A. L. (Anthony L.) 

Effect of energy density on aerosol yield 
and primary particle sizes produced by 
the capacitor discharge vaporization 
(CDV) of UO2/, 82-14749 

LMFBR aerosol release and transport 
program quarterly progress report for 
April-June 1979 /, 82-6648 


Updated work plan for the FAST/CRI- 
III fuel vaporization and transport ex- 
periments /, 82-17200 


Wright, Ann Finley. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Wright, Cathleen. 
Comparison of ocean and island rainfall 
in the tropical South Pacific, Atlantic, 
and Indian Oceans /, 82-17951 


Wright, D. (Donald) 
Standardized commodity transportation 
survey (CTS) data base : user’s manual 
/, 82-6368 


Wright, David (A. David F.) 
Evaluation of TIROS-N data, January- 
June 1979 /, 82-17970 


The use of drifting buoy data at NMC /, 
82-12825 


Wright, E. B. (Evan B.) 
Acoustic raytracing to fixed ground re- 
ceivers (program AIRRAY) /, 82- 
3287 


Wright, Gary A. 

Greater Yellowstone Cooperative Re- 
gional Transportation Study : regional 
assessment archeological report /, 82- 
26377 


Wright, Henry A. 
Fire ecology and prescribed burning in 
the Great Plains : a research review /, 
82-22589 


Wright, J. W. 

Toward global monitoring of the ionos- 
phere in real time by a modern iono- 
sonde network : the geophysical re- 
quirements and technological opportu- 
nity /, 82-12886 


Wright, James D. 
Weapons, crime, and violence in America 
: an annotated bibliography /, 82- 
14066 


Weapons, crime, and violence in America 
: executive summary /, 82-10993 


Wright, John D. 
An organic rankine cycle coupled to a 
solar pond by direct-contact heat ex- 





change : selection of a working fluid /, 
82-325 


Wright, Nancy A. 
The nature and use of copper reserve and 
resource data /, 82-23658 


Wright, R. Gerald. 
Glacier Bay marine ecosystem : a con- 
ceptual ecological model /, 82-3721 


Wright, Richard Newport, 1932- 
Organization of building standards : sys- 
tematic techniques for scope and ar- 
rangement /, 82-3085 


Wright, Robert L. (Robert Lewis) 1935. 
The microwave radiometer spacecraft : a 
design study /, 82-14238 


Wright, S. A. 
Topical report on fuel motion diagnostic 
systems /, 82-11923 


Wu, Francis T. 
Role of fault gouge in the mechanics of 
faulting, 82-19146 


Wu, K. C. 
Development of droplet sizing for the 
evaluation of scrubbing systems /, 82- 

13611 


Wu, K. F. 
Thermodynamic properties of liquefied 
petroleum gases /, 82-3891 


Wu, Yung-chih, 1923- 

Breath alcohol sampling simulator 
(BASS) for qualification testing of 
breath alcohol measurement devices /, 
82-4607 


Wuebben, James L. 
A hydraulic model investigation of drift- 
ing snow /, 82-27849 


Wuebker, L. 
Radar training program implementation 
plan /, 82-29125 


Wulff, Wolfgang. 
Lumped-parameter models for transient 
conduction in nuclear reactors compo- 
nents /, 82-14932 


Wunderle, Jack A. 
Compilation of BACT/LAER deermina- 
tions /, 82-3395 


Wurtele, Morton G. 
An efficient code for the simulation of 
nonhydrostatic stratified flow over ob- 
stacles /, 82-14212 


Wyant, Francis J. 
Results of phase one plant electrical 
system (PES) study /, 82-29591 


Wydoski, Richard S. 
Effects of alterations to low gradient 
reaches of Utah streams /, 82-19427 
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Wyoming. Game and Fish Dept. 


The razorback sucker, Xyrauchen tex- 
anus, in the Upper Colorado River 
basin, 1974-76 /, 82-19476 


Wyett, Roy E. 
Inferred climatology for U.S. airports : 
final report /, 82-3943 


Wyle Laboratories. 

Control station design concepts for cabin 
cruisers and flying bridges /, 82-24425 

Correction procedures for aircraft noise 
data /, 82-16897 

Noise effects on boat operator perform- 
ance : final report /, 82-16916 

Pleasure boat collision education : final 
report /, 82-16918 


Wyle Laboratories. Scientific Services & 

Systems Group. 

Truck design optimization project : phase 
II., 82-24364 

Truck design optimization project : phase 
II, interim report /, 82-11474 

Truck design optimization project : phase 
II : introductory report /, 82-14389 

Truck design optimization project, phase 
II : analytical tool assessment report /, 
82-2253 


VSS__ demonstration 
11472 


program /, 82- 


Wyle Laboratories. Scientific Services & 
Systems Group. Colorado Springs 
Division. 

Truck design optimization project, phase 
II : analysis plan /, 82-2254 

Truck design optimization project phase 
II : friction snubber force measurement 
system field test report /, 82-2252 


Wyman, D. J. 

Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 


Wyman, June R. 
Radial keratotomy : an explanation for 
study patients /, 82-545 


Wynn, Jeffrey C. 

Chromite geophysics, an example of syn- 
ergistic geophysical exploration for in- 
dustrial commodities, 82-26287 

Principal facts for gravity stations and 
base-station net in the Silver City 1°x 
2°quadrangle, Arizona and New 
Mexico, 82-26261 


Wyoming. Game and Fish Dept. 
Field guidelines for using transects to 
sample nongame bird populations /, 
82-21826 
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Wyoming Research Corporation. 


Wyoming Research Corporation. 
A Socioeconomic assessment of the 
Cache Creek drilling site, 82-19121 


Wyoming State Engineer. 

Water-level contours near La Grange, 
southeastern Wyoming and an adjacent 
part of Nebraska, April 30, 1980, 82- 
16460 


Water supply outlook for Wyoming and 
federal-state-private cooperative snow 
surveys., 82-6959 


Wyrick, Dewey A. 
Development of materials and public re- 
lations efforts to promote child passen- 
ger safety /, 82-26869 


Wyrick, Jim C. 
Soil survey of Roberts County, Texas., 
82-1177 


Wyss, Max, 1939- 
Seismic risk in the Assam Gap, eastern 
Himalaya, 82-28551 


xX 


Xirouchakis, P. C. 
Investigation of the acoustic emission and 
deformation response of finite ice plates 

/, 82-27905 


Xyzyx Information Corporation. 
Evaluation of emergency operating pro- 
cedures for nuclear power plants /, 
82-29501 


Fundamentals of electricity : maintenance 
information manual /, 82-29156 


Human engineering guidelines for use in 
preparing emergency operating proce- 
dures for nuclear power plants /, 82- 
29524 


A Specification for bus maintenance man- 
uals /, 82-29157 


Y 


Yackle, Tom R. 
Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


Yager, Thomas J. 
Recent progress towards predicting air- 
craft ground handling performance /, 
82-21866 


Wear, friction, and temperature charac- 
teristics of an aircraft tire undergoing 
braking and cornering /, 82-11143 


Yaghjian, Arthur D. 
An approximate expression for the princi- 
pal beamwidth of directive antennas in 
terms of aperture fields /, 82-25514 


Yahnke, James W. 

Water quality of the proposed Norden 
Reservoir, Nebraska, and its implica- 
tions for fishery management /, 82- 
19250 
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Yahraes, Herbert C. 


The importance of play., 82-23600 


Yakima Tribal Council. 
Quality of surface and ground waters, 
Yakima Indian Reservation, Washing- 
ton, 1973-74 /, 82-10730 


Sediment transport by irrigation return 
flows on the Yakima Indian Reserva- 
tion, Washington 1975 and 1976 irriga- 
tion seasons /, 82-10782 


Yale Health Service. Preventive and 
Occupational Medicine. 
Sprayed asbestos-containing materials in 
buildings : a guidance document /, 
82-10099 


Yale University. School of Forestry and 
Environmental Studies. 
Activities of the American public relating 
to animals /, 82-26395 


Knowledge, affection and basic attitudes 
toward animals in American society /, 
82-26396 


Public attitudes toward critical wildlife 
and natural habitat issues /, 82-26394 


Trends in animal use and perception in 
20th century America /, 82-23896 


Yamada, M. M. 
Sampling and analysis of reduced and ox- 
idized species in process streams : final 
report /, 82-16144 


Yamartino, R. J. 
Impact of aircraft emissions on air quality 
in the vicinity of airports /, 82-14444 


Yamasaki, Robert M. 

Proposed oil and gas transportation sce- 
nario of proposed OCS sale no. 68 off- 
shore Southern California /, 82-28721 

Proposed oil and gas transportation sce- 
narios of proposed OCS sale no. 53 
offshore central and northern Califor- 
nia /, 82-19495 


Yamayee, Zia A. 
System integration issues of residential 
solar photovoltaic systems /, 82-18330 


Yancey, Robert M. 
Sampling macroinvertebrates on high- 
energy sand beaches /, 82-13138 


Yanchosek, John J. 
Drainage areas of streams in Arkansas : 
Ouachita River basin /, 82-16396 


Yang, David. 
Nondestructive evaluation of airport 
pavements /, 82-14467 


Yang, J. W. (Jiwu W.), 1934- 
Cooling of core debris and the impact on 
containment pressure /, 82-6692 
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Yap, Lorene. 
National housing needs and quality 
changes during the 1980’s /, 82-18813 


Yarnell, John L. 
Calorimetric fission product decay heat 
measurements for 239Pu, 233U, and 
235U /, 82-17182 


Yasutake, Joseph Y. 
Integrated system test of the advanced 
instructional system (AIS) /, 82-5163 


Yates, Harry O. 
Nantucket pine tip moth /, 82-1158 


Yates, John E. 
A study of the viscous dissipation and 
surface loading on a vibrating surface / 
, 82-26531 


Yates, John J. 

National Commission on Air Quality 
Twin Cities/St. Cloud regional study : 
methodology for developing the cost 
impacts of the SIP revisions : Phase I, 
Task 6/, 82-17111 


National Commission on Air Quality 
Twin Cities/St. Cloud regional study : 
methodology for the analysis of alter- 
nate measures for emission reduction : 
phase II, task 1 /, 82-17112 


National Commission on Air Quality 
Twin Cities/St. Cloud regional study : 
methodology for the analysis of feasi- 
bility of emission reduction measures, 
phase I, task 4 /, 82-17110 


Yavapai County (Ariz.) 

Flood plain information : Verde River, 
vicinity of Bridgeport and Camp Verde 
and Wet Beaver Creek, vicinity of 
Lake Montezuma, Yavapai County, 
Arizona /, 82-5052 


Yavuzkurt, S. 

Full-coverage film cooling : 3-dimension- 
al measurements of turbulence struc- 
ture and prediction of recovery region 
hydrodynamics /, 82-728 


Ybarrondo, L. J. 
Quarterly technical progress report on 
water reactor safety programs /, 82- 
14868 


Quarterly technical progress report on 
water reactor safety programs spon- 
sored by the Nuclear Regulatory Com- 
mission’s Division of Reactor Safety 
Research, July-September 1979 /, 82- 
2491, 82-2512, 82-14794, 82-14835, 
82-14990, 82-17172 


Yeary, R. D. 
Flight test evaluation of the high inertia 
rotor system /, 82-222 
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Yeater, M.L. 
Development and testing of a model for 
fire potential in nuclear power plants /, 

82-4164 


Yee, Henry C. 
Collision avoidance radar braking sys- 
tems investigation-phase III study 
technical report /, 82-901 


Yee, R. 

Development of a test methodology for 
evaluating crash compatibility and ag- 
gressiveness : test report 1, 1975 Honda 
Civil CVCC-to-NHTSA test device /, 
82-22164 


Development of a test methodology for 
evaluating crash compatibility and ag- 
gressiveness : test report 4, 1975 Plym- 
outh Fury-to-NHTSA test device /, 
82-22166 


Development of a test methodology for 
evaluating crash compativility [sic] and 
aggressiveness : test report 2, 1975 
Ford Torino-to-NHTSA test device /, 
82-22165 


Light truck aggressivity study test 
report 5, car-to-car rear-end impact test 
/, 82-905 


Light truck aggressivity study-test report 
2-truck-to-car 90° left side impact tests 
/, 82-4003 


Light truck aggressivity study-test report 
4 : truck-to-car rear-end impact test /, 
82-2330 


Van crashworthiness and aggressivity 
study test report 1 /, 82-16966 


Yekovich, Frank R. 
The role of presupposed and focal infor- 
mation in integrating sentences, 82- 
9768 


Yen, Yin-Chao. 
Heat transfer over a vertical melting 
plate /, 82-27847 


On the temperature distribution in an air- 
ventilated snow layer /, 82-27920 


Yesso, Y. D. 
Study of plutonium oxide powder emis- 
sions from simulated shipping container 
leaks /, 82-4141 


Yie, G. 
Effectiveness of programs for prevention 
of damage to pipelines by outside 
forces /, 82-26936 


Yin, Sheng K. 
Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 


Yip, Long P. 
Effects of cortex flaps on the low-speed 
aerodynamic characteristics of an 
arrow wing /, 82-19608 





Yoakum, James D. 
Habitat management guides for the 
American pronghorn antelope /, 82- 
19492 


Yobbi, D. K. 
Ground-water levels in selected well 
fields and in west-central Florida, May 
1980, 82-23686 


Ground-water levels in selected well 
fields and in west-central Florida, May 
1981, 82-23767 


Potentiometric surface of the Floridan 
aquifer, Southwest Florida Water Man- 
agement District, May 1981, 82-19147 


Yobs, Anne R. 
Statistical aspects of quality control /, 
82-16292 


Yocom, J. E. 
A report to the National Commission on 
Air Quality : a critical analysis of the 
NSPS process /, 82-17100 


Yocum, Adam M. 
Studies of a method and the analysis to 
prevent tube surge of wicket gate flow 
and forces /, 82-19242 


Yoder, G. R. 
A micromechanistic interpretation of 
cyclic crack-growth behavior in a beta- 
annealed Ti-6A1-4V alloy /, 82-1528 


Yoder, R. C. 
Confirmation of conversion factors relat- 
ing exposure and dose-equivalent index 
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